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PREFACE. 

The  marvelous  growth  of  the  cement  industry  during  the  past 
few  years  has  led  to  the  present  time  being  spoken  of  as  the 
cement  age.  The  use  of  cement  concrete  in  many  forms  of  con- 
struction for  which  heretofore  other  materials  have  been  used  has 
created  a  demand  for  concise  and  reliable  information  in  regard 
to  the  use  of  concrete.  It  has  been  the  author's  aim  in  the  prep- 
aration of  this  book  to  make  it,  as  far  as  possible  within  reason- 
able limits,  a  complete  treatise  on  the  properties  and  uses  of  con- 
crete and  reinforced  concrete,  as  applied  to  construction.  As  far 
as  is  possible,  a  logical  development  of  the  subject  has  been  fol- 
lowed. The  book  is  not  onlv  intended  as  a  reference  work  for 
engineers,  architects  and  contractors,  but^  it  is  believed,  the  treat- 
ment is  sufficiently  simple  for  the  engineering  student  and  general 
reader.  Clearness  in  the  development,  and,  as  far  as  possible,  a 
continuity  of  treatment  of  the  subject  matter  has  been  attempted, 
at  the  risk,  perhaps,  of  some  repetition. 

In  the  early  chapters  a  discussion  of  the  materials  used  for 
concrete  has  been  given.  While  perhaps  a  knowledge  of  how 
cement  is  manufactured  is  not  necessary  to  doing  good  work  in 
concrete,  it  certainly  can  do  no  harm,  and  it  is  believed  by  the 
author  that  the  more  that  a  cement  user  knows  about  the  material 
with  which  he  is  working  the  less  danger  there  is  of  his  abusing 
it.  Following  the  discussion  of  cement,  the  aggregate  is  taken  up 
for  consideration ;  the  different  mixtures  used  are  considered, 
together  with  the  effect  of  size  of  sand,  gravel  and  broken  stone, 
and  the  effect  of  impurities.  Proportioning  concrete  for  differ- 
ent uses  is  next  considered,  and  the  methods  of  determining  the 
voids  briefly  discussed.  The  methods  used  for  both  hand  and 
machine  mixing  are  described.  The  various  types  of  machine 
mixers  are  discussed,  and  a  machine  of  each  type  described.  A 
number  of  examples  of  mixing  plants  are  given.  In  Chapter  \'I., 
on  Placing  Concrete,  the  use  of  grout  and  of  rubble  concrete  is 
briefly  discussed.  The  tools  for  mixing,  conveying  and  ramming 
concrete  are  described,  and  the  methods  of  laying  and  proteCt- 
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ing  concrete  in  freezing  weather  are  described.  The  vsrious 
methods  of  depositing  concrete  under  water  are  also  considered. 
In  Chapter  \'II.,  on  Cost  of  Concrete,  no  attempt  is  made  to  give 
a  large  number  of  cost  data,  but  rather  it  has  been  the  author's 
purpose  to  analyze  the  factors  entering  into  cost,  so  that  tlic 
estimator  may  form  a  correct  cost  estimate  from  known  con- 
ditions. 

Chapter  VIII.  describes  the  various  methods  of  finishing 
and  treating  concrete  surfaces,  together  with  methods  of  making 
ornamental  mouldings,  etc.  The  methods  of  coloring  concrete  are 
also  described. 

Chapter  IX.  discusses  the  effect  of  freezing  on  concrete,  tells 
how  to  secure  an  impermeable  concrete,  and  describes  various 
methods  of  waterproofing.  The  effect  of  sea  water  on  concrete 
and  the  effect  of  oil  on  cement  and  concrete  are  discussed.  The 
preservation  of  metal  in  concrete,  adhesive  coefficient  of  expan- 
sion and  fire  resisting  qualities  of  reinforced  concrete  and  effect 
of  flue  gases  are  also  discussed. 

Chapter  X.  treats  of  the  strength  and  elastic  properties  of 
concrete.  The  various  elements  affecting  these  properties  are 
also  given,  and  the  results  of  numerous  tests  are  quoted. 

Chapter  XI.  treats  of  the  reinforcing  metal.  In  Chapters  XII. 
to  XVn.  the  principles  and  disposition  of  the  reinforcement  are 
discussed.  The  methods  devised  to  secure  mechanical  bond, 
together  with  various  styles  of  reinforcements  used  for  slabs, 
beams,  columns,  walls,  arches  and  pipes,  are  described  and  illus- 
trated. 

Chapter  X\TII.  treats,  of  the  general  phenomena  of  flexure. 
The  action  of  a  beam  under  tests  and  when  tested  to  failure  are 
discussed,  together  with  the  various  stresses  developed.  The 
results  of  the  latest  tests  arc  freely  quoted  in  this  chapter. 

Chapter  XIX.  gives  a  clear  and  concise  exposition  of  the 
theory  of  lx?ams.  while  various  beam  theories  used  and  proposed 
are  set  forth  in  Chapter  XX. 

Chapter  XXI.  gives  the  theory  of  columns  with  both  straight 
and  hooped  reinforcement.  Working  formulas  are  given,  and 
results  of  latest  available  tests  quoted. 

Chapter  XXII.  discusses  the  bearing  power  of  soils,  spread 
and  pile  foundations,  and  gives  a  large  number  of  examples  of 
foundations  actuallv  built. 
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Chapter  XXIII.  discusses  the  application  of  reinforced  con- 
crete to  building  construction.  Columns,  floor  slabs  between 
beams,  monolithic  floors,  arch  floor  construction,  walls,  partitions, 
roofs  and  stairways  are  taken  up,  described  and  illustrated,  and 
examples  from  actual  work  given.  In  Chapter  XXIV.  the  prac- 
tical construction  of  buildings  is  taken  up.  Sheathing  and  cen- 
tering are  discussed.  Illustrative  examples  of  forms  for  columns, 
floor,  girders,  roofs  and  walls  are  given. 

Chapter  XXV.  is  devoted  to  the  discussion  of  retaining  walls, 
also  the  expansion  and  contraction  of  concrete  due  to  setting  and 
thermal  changes.  Numerous  examples  of  retaining  walls  of 
T-section  and  of  the  counterfort  types  are  given. 

In  Chapter  XXVI.  the  application  of  reinforced  concrete  to  the 
construction  of  dams  is  discussed,  and  illustrative  examples  of 
t\'pes  to  be  used  under  varying  conditions  given. 

In  Chapter  XXVII.  the  application  of  concrete,  both  plain  and 
reinforced,  to  the  construction  of  sewers  and  conduits  is  taken  up. 
European  and  American  methods  for  the  manufacture  of  cement 
pipe  are  given.  Numerous  examples  are  given  of  sewers  and 
conduits,  particular  attention  being  paid  to  the  methods  employed 
by  American  engineers. 

Chapter  XXVIII.  is  devoted  to  tank  and  reservoir  construc- 
tion. The  application  of  reinforced*  concrete  to  stand  pipes  and 
water  towers  is  discussed.  Its  application  to  reservoir  construc- 
tion is  illustrated  by  a  number  of  well-known  American  reser- 
voirs. Its  use  for  grain  elevators,  sand  storage  bins,  coal  pockets 
and  gas  holder  tanks  is  taken  up. 

In  Chapter  XXIX.  the  application  of  reinforced  concrete  to 
chimney  construction  is  illustrated  by  a  number  of  examples. 
Its  use  in  tunnel  and  subway  construction  and  for  railroad  ties, 
fence  posts,  piers  and  wharfs  is  also  considered. 

Chapter  XXX.  is  devoted  to  bridge  construction.  Girder 
bridges  of  various  types  are  considered,  and  examples  of  the 
different  types  given.  Arch  bridges  of  concrete,  with  and  with- 
out reinforcement,  are  also  considered,  and  numerous  examples 
given.  The  subject  of  culvert  construction  is  also  amply  illus- 
trated in  this  chapter. 

In  Chapter  XXXI.  the  subject  of  forms  and  arch  bridge 
centers  is  discussed. 

Chapter  XXXII.  illustrates  the  application  of  reinforced  con- 
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Crete  to  the  construction  of  bridge  floors.  Chapter  XXXIII. 
shows  the  apphcation  of  reinforced  concrete  to  bridge  piers  and 
abiitments. 

Chapter  XXXIV.  is  devoted  to  concrete  blocks.  The  various 
types  used,  and  their  application  to  building  construction,  are 
briefly  described.  Almost  without  exception  illustrative  examples 
of  the  application  of  concrete  to  the  various  forms  of  construc- 
tion have  been  taken  from  actual  practice. 

The  author  is  indebted  to  the  following  firms  for  drawings  and 
information  in  regard  to  structures  described :  H.  C.  Miller  &  Co., 
Tucker  &  Vinton.  Unit  Concrete  Steel  Frame  Co.,  Reinforced 
Cement  Construction  Co.,  Concrete  Steel  Engineering  Co., 
Trussed  Concrete  Steel  Co.,  American  Concrete  Steel  Co..  Mono- 
lithic Steel  Co.,  The  Foundation  Co.,  Clark  &  Co.,  Raymond 
Concrete  Pile  Co.,  Weber  Steel  Concrete  Chimney  Co..  Wilson- 
BailHe  Manufacturing  Co.,  the  Ambursen  Hydraulic  Construc- 
tion Co.,  St.  Louis  Expanded  Metal  and  Corrugated  Bar 
Co.,  and  the  Ransome  Concrete  Machinerv  Co. 

In  the  preparation  of  this  book  the  author  has  drawn  freely 
from  both  European  and  American  engineering  journals,  and 
from  the  proceedings  of  various  technical  societies.  In  fact,  in 
order  to  keep  up  with  current  practice,  it  is  necessary  to  read 
one  or  more  of  the  excellent  engineering  journals  now  published. 
The  author  is  esjxjcially  indebted  to  the  "Engineering  News,'* 
"Engineering  Record,"  "Railroad  Gazette,**  "Engineering-Con- 
tracting," "Cement,"  "Cement  Age."  "Cement  and  Engineering 
News,**  and  the  Proceedings  of  the  American  Society  of  Civil 
Engineers  and  Western  Society  of  Engineers. 

Among  the  works  consulted  were  the  following:  Watertown 
Arsenal  Tests :  Reports  of  Chief  Engineers,  U.  S.  A. ;  I^atton's 
Foundations :  Baker's  Masonry  Construction ;  U.  S.  Government 
Reports ;  Rafter's  Tests :  Eckles'  Cements,  Limes  and  Mortars ; 
Concrete,  Plain  and  Reinforced,  by  Taylor  and  Thompson ;  Rein- 
forced Concrete,  by  Marsh :  Cement  and  Concrete,  Louis  C. 
Sabin :  Reinforced  Concrete.  Buel  and  Hill :  Cetnents.  Mortars 
and  Concretes,  M.  S.  Falk;  Beton  Arme.  Christophe:  Practical 
Cement  Testing,  W.  Purves  Taylor:  Gillette's  Hand  Book  of 
Cost  Data,  and  the  writings  of  Dr.  Michaelis  and  M.  Considere. 

Much  valuable  information  in  regard  to  tests  being  conducted 
at  various  engineering  schools  has  been  furnished  the  author  by 
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Profs.  Swain,  McKibbon,  Spofford,  Tumeaure.  Howe,  Hatt, 
Woolson  and  Talbot.  The  author  is  also  indebted  to  Messrs. 
Spencer  B.  Newbury,  Edwin  Thacher  and  E.   P.  Goodrich. 

Although  the  increase  in  the  use  of  concrete,  both  with  and 
without  reinforcing  metal,  has  become  so  great  in  the  past  few 
years  as  to  almost  warrant  it  being  said  that  we  are  going  con- 
crete mad,  it  should  be  remembered  that  reinforced  concrete  does 
not  possess  wonderful  and  mysterious  properties  such  that  it  may 
be  unscientifically  or  recklessly  used.  To  the  contrary,  it  should 
be  used  with  the  same  care  and  judgment  that  has  made  other 
and  older  kinds  of  construction  both  safe  and  satisfactory.  It 
should  also  be  remembered  that  there  are  other  and  tried  kinds 
of  construction  which  are  much  more  suitable  for  use  in  many 
situations.  Under  such  conditions  enthusiasm  for  a  given  form 
of  construction  should  be  tempered  with  good  judgment,  and  the 
most  suitable  building  rnaterial  chosen.  Unless  this  is  done  the 
ethics  of  good  engineering  will  be  violated. 

HOMER  A.  REID. 

January  15,  1907. 


PREFACE  TO  THE  SECOND  EDITION. 

The  favor  with  which  "CONCRETE  AND  REINFORCED 
CONCRETE  CONSTRUCTION"  has  been  received  by  en- 
gineers  and  others  interested  in  the  subject  having  made  neces- 
sary a  new  printing,  the  author  has  taken  advantage  of  the  oppor- 
tunity to  correct  certain  typographical  errors  and  to  make  such 
additions  as  were  necessary  to  bring  certain  portions  strictly  up 
to  date.  A  number  of  new  forms  of  reinforcing  bars  and  frames 
have  been  developed  and  have  come  into  use  since  the  book  was 
first  printed  and  illustrations  and  descriptions  of  these  have  been 
added.  In  a  similar  manner  other  sections  have  been  changed 
and  amended  Ito  bring  the  text  fully  up  to  the  latest  developments 
in  concrete  and  reinforced  concrete  construction. 

H.  A.  R. 

February,  1908. 
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INTRODUCTION. 

Use  of  Cement  by  Egyptians  and  Romans. — The  recent  mar- 
velous growth  of  the  cement  industry,  clue  to  the  wide  use  of 
concrete  in  construction,  has  led  to  its  being  spoken  of  as  a  new 
industry.  Yet  hydraulic  cement  has  been  used  since  the  dawn  of 
civilization.  It  is  known  that  the  Egyptians,  4,000  years  ago, 
made  a  natural  cement  which  set  under  water.  While  Carthage 
was  at  the  height  of  her  glory,  some  2,300  years  ago,  an  aqueduct 
over  70  miles  in  length  was  built  to  furnish  a  water  supply  for  that 
ancient  citv.  Natural  cement  was  used  in  its  construction.  To 
cross  a  valley,  over  1,000  arches  were  built.  Many  of  these  were 
ever  100  feet  high,  and  some  are  still  standing.  Cummings,  in  his 
^'American  Cements,"  states  that  at  one  point  a  piece  of  masonry 
ever  100  feet  long  has  fallen  from  the  top  of  the  aqueduct  to  the 
rocks  below  and  still  lies  there  intact,  unbroken,  illustrating  the 
toughness,  tenacity  and  durability  of  the  natural  rock  cement 
used  by  these  early  constructors. 

The  Romans  used  hydraulic  cements  of  such  good  quality  for 
the  construction  of  sewers,  water  mains,  foundations,  buildings 
and  roads  that  relics  possessing  great  strength  and  toughness  are 
to  be  seen  at  the  present  day.  The  dome  of  the  Pantheon,  erected 
at  the  beginning  of  the  Christian  era.  is  perhaps  the  largest  ex- 
ample of  concrete  construction  coming  down  from  the  ancients. 
This  magnificent  structure,  which  is  142  feet  in  diameter,  and 
contains  a  30  foot  opening  at  the  top,  has  withstood  the  destruc- 
tive elements  of  time  for  19  centuries,  and  to-day  does  not  show 
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a  single  crack.  It  is  stated  that  in  Mexico  and  Peru,  natural  rock 
cement  was  used  so  long  ago  in  stone  masonry,  that  the  stone 
has  worn  away,  leaving  the  projecting  mortar  joints. 

Smeaton*8  Rediscovery  of  Hydraulic  Cement. — The  art  of  manu- 
facturing hydraulic  cements  seems  to  have  been  lost  in  the  East- 
em  Hemisphere  during  the  Middle  Ages,  while  it  also  passed 
away  with  the  decline  of  the  early  civilization  in  the  Western 
Hemisphere.  John  Smeaton,  in  1756,  when  building  Eddystone 
lighthouse,  discovered  that  argillaceous  limestones  produced 
limes  that  would  set  under  water,  and  thus  rediscovered  hydraulic 
cement.  His  investigations  were  carried  far  enough  to  secure 
a  good  hydraulic  lime  or  natural  cement,  which,  through  its 
durability  in  the  Eddystone  lighthouse,  secured  to  Smeaton  last- 
ing engineering  fame. 

Early  Manufacture  of  Natural  Cement. — ^Joseph  Parker  in  1796 
manufactured  a  species  of  natural  cement,  which  he  called  Ro- 
man cement,  by  calcining  and  crushing  septaria  nodules  found  on 
the  Isle  of  Sheppey,  off  the  coast  of  Kent,  England.  Natural 
cement  was  also  produced  at  Boulogne,  France,  in  1802,  from 
septaria,  called  Boulogne  Pebbles. 

M.  Vicat,  during  the  years  18 13- 18,  produced  hydraulic  cement 
by  mixing  chalks  and  clays.  In  the  United  States,  the  first  nat- 
ural cement  was  made  in  18 18  by  Canvass  White,  from  naturs^l 
rock,  near  Fayetteville,  New  York,  and  was  used  in  the  con- 
struction of  the  Erie  Canal.  Since  that  time  natural  cement  has 
h-een  extensively  manufactured  throughout  the  United  States. 
During  the  period  from  18 18  to  1830,  300,000  barrels  were  manu- 
factured. The  industry  gradually  increased  until  the  high  water 
mark  was  reached  in  the  year  1899,  w^hen  a  grand  total  of  9,868,- 
179  barrels  were  produced.  The  production  of  natural  cement  has 
fallen  off  during  the  past  few  years,  owing  to  the  reduction  in 
cost  of  the  manufacture  of  Portland  cement,  the  total  output  for 
the  year  1905  being  only  4,473,049  barrels. 

Aspdin  Patents  Portland  Cement. — Portland  cement  was  first 
produced  in  1824,  by  Joseph  Aspdin,  a  brick  mason  of  Leeds, 
England,  who  took  out  a  patent  for  producing  cement  by  calcining 
a  mixture  of  lime  and  clay.  He  gave  it  the  name  "  Portland  "  on 
account  of  its  resemblance,  when  hardened,  to  the  famous  oolitic 
limestone  used  for  building,  from  the  quarries  on  the  Island  of 
Portland,  in  Dorsetshire,  on  the  southern  coast  of  England.    The 
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first  plant  for  the  manufacture  of  this  cement  was  established 
at  Wakefield  by  Aspdin  in  1825,  and  the  first  important  piece  of 
engineering  work  in  which  it  was  used  in  any  quantity  was  in 
the  construction  of  the  Thames  tunnel  in  1828.  The  quality  of 
the  cement  was  greatly  improved  during  the  years  1845-50,  due 
brgely  to  the  exertion  of  John  Grant,  an  eminent  English  en- 
gineer, who  used  it  extensively  on  the  London  drainage  works. 

For  a  time  England  led  in  the  manufacture  of  Portland  cement, 
but  Germany  took  the  lead  in  its  production,  and,  until  the  past 
four  or  five  years,  has  been  the  foremost  country  in  the  produc- 
tion and  use  of  Portland  cement.  During  the  past  few  years, 
however,  the  United  States  has  surpassed  all  other  countries  as 
a  manufacturer  and  user  of  Portland  cement. 

The  first  American  Portland  cement  was  manufactured  by 
David  O.  Saylor,  of  Coplay,  Pa.,  in  1875.  The  development  of 
this  new  industry  was  so  slow,  however,  that  in  1890  only  335,500 
bbls.  were  manufactured  in  the  United  States.  Since  that  time 
the  development  of  the  industry  has  been  rapid,  reaching  a  grand 
total  of  35,246,812  bbls.  in  1905,  over  one  half  of  this  being 
produced  in  the  Lehigh  district  of  Pennsylvania  and, New  Jersey. 

Classification  and  Manufacture  of  Cement-Concrete  Defined. — 

Concrete  is  a  species  of  artificial  stone  formed  by  mixing  cement 
mortar  with  broken  stone  or  gravel.  Sometimes  the  broken  stone 
cr  gravel  is  replaced  by  cinders, slag  or  coke, making  a  lighter  but 
weaker  concrete,  especially  adapted  for  fireproof  floors.  The 
cement  is  the  active  element  of  the  concrete,  and  is  sometimes 
called  the  matrix,  while  the  sand  and  broken  stone  which  form 
the  bodv  of  the  mixture  are  inert  materials  and  are  called  the 
ogf^^rcgate. 

Reinforced  Concrete  Defined. — Reinforced  concrete,  sometimes 
called  concrete-steel,  ferro-concrete,  or  armored  concrete,  is  a 
heterogeneous  material  utilized  in  construction,  and  composed  of 
a  metal  skeleton- work  imbedded  in  a  mass  of  concrete  or  cement 
mortar. 

Iron,  in  the  form  of  rods  and  bars,  has  been  used  to  tie  to- 
prether  and  strengthen  masonry  structures  for  hundreds  of  years. 
Its  use,  however,  was  confined  to  cut  stone  masonry  in  the  form 

t 

of  clamps  and  dowel-pins.  Cut  stone  and  rubble  masonry  do  not 
adapt  themselves  to  the  use  of  iron  rods,  to  take  care  of  tensile 
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Strains,  hence  not  until  after  the  advent  of  modern  concrete  do 
Me  find  masonry  structures  having  a  metal  reinforcement. 

First  Uk  of  Beinforced  Concrete. — The  first  authentic  record 
cf  the  use  of  reinforced  concrete  was  at  the  World's  Fair  in  Paris, 
in  1855.  At  that  time  a  small  row  boat.  Fig.  i.  built  by  M. 
Lambot,  having  a  sheet  of  cement  mortar  lyi  inches  thick,  re- 
inforced by  a  wire  netting,  was  on  exhibition.  This  boat  is  still 
in  use  at  Meraval,  France. 

At  a  somewhat  earlier  date  a  trellis  of  iron  bars  was  used  by  a 
number  of  builders  in  the  construction  of  slender  cement  fire- 
proof partition  walls. 

In  1865  Frani;ois  Coignct  explained  the  principles  of  reinforced 
concrete,  and  proposed  methods  of  application  for  the  construc- 
t-.on  of  slabs,  arches,  large  pipes,  etc. 
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Fig.  1.— I^ambot's  Boat  al  Reinforced  Concrete,  1855. 
To  F.  Joseph  .Monicr.  sometimes  called  the  father  of  reinforced 
concrete,  who  first  took  out  a  patent  in  1865,  is  given  the  credit 
for  the  invention  of  this  now  form  of  construction.  His  patents 
related  to  the  ctJtubination  of  iron  and  cement  mortar,  in  the  con- 
struction of  basins  and  tubs  for  use  in  horticulture.  Monier,  who 
was,  it  is  said,  a  gardener,  while  constructing  some  tanks  ami 
reservoirs,  wished  to  reduce  tiie  thickness  of  the  walls,  and  con- 
ceived the  idea  of  increasing  their  .'Strength  by  incorporating 
vithin  them  a  metal  trellis  work.  He  persisle<I  in  his  idea,  and 
for  a  number  of  years  constnicted  reinforced  concrete  troughs, 
pipes,  reservoirs,  etc..  but  it  is  not  probable  that  he  even  sus- 
pected what  a  iiiiirvcious  growth  his  conception  would  have. 
Neither  Monier  nor  any  of  his  countrymen  appreciated  the  scien- 
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lific  value  of  his  idea,  and  it  was  the  Germans  who  first  developeil 
this  form  of  construction. 

Early  Use  ia  America. — While  the  French  and  German  en- 
gineers were  bringing  about  the  development  of  the  Monier  sys- 
tem, American  inventors  seem  to  have  worked  out  independently 
the  general  principle  of  reinforcing  concrete  with  iron  rods  to 
supply  the  necessary  tensile  strength  in  beams  and  slabs. 

Probably  the  first  man  to  use  these  materials  scientifically,  the 
metal  being  buried  in  the  lower  or  tensile  side  of  the  concrete, 
was  W.  E.  Ward,  who  m  1875  constructed  a  building  at  Port 
Chester,  N.  Y.  In  this  building,  not  only  the  exterior  walls, 
cornices  and  towers,  were  formed  of  concrete,  but  all  the  beams, 
and  the  roof  were  made  entirely  of  concrete  reinforced  with  light 


iron  beams  and  rods.  Ward  built  rods  into  the  lower  sides  of  his 
h-eams  and  joists,  much  as  they  arc  buiit  to-day.  Not  having  any 
formulae  to  guide  him,  he  rched  entirely  upon  hi.s  judgment  in 
proportioning  them.  I-"ig.  2  shows  what  n'as  jirobably  the  first 
reinforced  concrete  bridge  built  in  the  United  States.  It  was 
constructed  in  1889,  by  Ransomc  &  Smith  Co..  at  Golden  Gate 
Park,  San  Francisco,  Cal. 

Mr.  Thaddeus  P.  Hyatt,  a  native  of  Xew  Jersey,  but  at  the 
time  living  in  London,  while  studying  the  question  of  fireproof 
f!oor  construction,  conceived  the  idea  of  making  Iwams  of  con- 
crete, strengthened  by  imbedding  iron  bars  in  *heir  lower  edges 
to  care  for  the  tensile  stresses.  He  made  many  experimental 
teams,  introducing  the  iron  rods  in  a  great  variety  of  ways  and 
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employed  Dr.  David  Kirkaldy,  of  London,  to  make  a  series  of 
tests  on  reinforced  concrete  beams.  The  results  of  these  tests 
were  published  by  Mr.  Hyatt  in  1877.  Unfortunately  the  edition 
was  lim.ited  and  thfe  book  has  long  been  out  of  print.  These  re- 
searches were  of  great  value  in  the  development  of  the  science. 

In  1877  Mr.  H.  P.  Jackson,  C.  E.,  of  San  PVancisco,  applied 
Mr.  Hyatt's  invention  to  building  construction,  and  from  that 
date  forward  used  the  new  form  of  construction  whenever 
possible. 

To  Mr.  Edwin  Thacher  is  largely  due  credit  for  the  successful 
introduction  of  reinforced  concrete  bridges  in  the  United  States. 

Later  Developments  in  Europe  and  America. — The  development 
cf  the  Monier  system  dates  from  1880,  when  the  patents  of  this 
inventor  for  Austria-Hungary  were  secured  by  a  German  com- 
pany. Under  the  management  of  G.  A.  Wyss,  experiments  were 
made,  and  principles  to  be  followed  in  its  application  were  es- 
tablished. Gradually  this  form  of  construction  came  into  popular 
favor  throughout  the  German  Empire,  and  it  may  truthfully  be 
«aid  that  to  the  Germans  is  largely  due  the  successful  develop- 
ment of  reinforced  concrete. 

During  the  years  1889  to  1894  a  new  impetus  was  given  to 
this  method  of  construction  by  the  inventions  of  M.  Bordenave, 
Cottancin,  F.  Hennebique,  Edmund  Coignet  in  France,  Moller, 
Rabitz,  Konen  in  Germany,  Wiinsch  in  Hungary,  Melan  in  Aus- 
tria, and  Ransome  in  the  United  States.  Some  ten  or  twelve 
years  ago  F.  Von  Emperger  introduced  the  Melan  system  in  the 
United  States,  and  constructed  a  number  of  Melan  arch  bridges. 
Since  that  time  hundreds  of  arch  bridges  have  been  constructed 
after  this  system. 


CHAPTER  I. 
CLASSIFICATION  AND  MANUFACTURE  OF  CEMENT. 

Cement  may  be  defined  as  a  pulverized  material,  composed  prin- 
cipally of  silica,  alumina  and  lime,  which,  when  mixed  with  water, 
undergoes  a  chemical  change  forming  new  compounds  that  de- 
velop the  property  of  setting  or  crystallizing  into  a  solid  mass 
even  under  water. 

Classification  of  Cements. — Cementing  materials  naturally  fall 
into  two  groups — non-hydraulic  cements  and  hydraulic  cements. 

Non-hydraulic  cements  are  made  by  burning  either  gypsum  or 
pure  limestone  at  comparatively  low  temperatures.  The  products 
obtained  by  burning  g}'psum  are  known  as  plaster  of  Paris, 
Keene's  cement,  cement  plaster,  etc.  The  product  of  burning 
limestone  is  common  lime.  While  limes  and  plasters  are  exten- 
sively used  for  building  purposes,  they  are  not  used  in  reinforced 
concrete  construction. 

Hydraulic  cements  are  those  which  set  under  water,  and  are 
included  under  the  following  four  general  classes : 

1.  Hydraulic  Limes. 

2.  Natural  Cements. 

3.  Portland  Cements. 

4.  Puzzuolana  Cements. 

« 

Hydranlic  Limes. — Hydraulic  limes  have  been  defined  as  the 
products  obtained  by  the  burning  of  argillaceous  or  silicious  lime- 
stones, which,  when  showered  with  water,  slake  completely  or 
partially  without  sensibly  increasing  in  volume.  Argillaceous 
limestones  used  in  the  manufacture  of  hydraulic  limes  usually 
contain  from  10  to  20  per  cent,  of  clay  homogeneously  mixed  with 
carbonate  of  lime  as  the  principal  ingredient.  Silicious  limestones 
contain  from  12  to  18  per  cent,  of  silica,  small  percentages  of 
oxide  of  iron,  carbonate  of  magnesia,  etc. 

Xo  hydraulic  limes  are  manufactured  in  the  United  States, 
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and,  while  thev  arc  manufactured  extensively  in  certain  localities 
in  Europe,  the  subject  is  not  of  sufficient  interest  to  warrant  a 
description  in  this  place  of  the  methods  of  manufacture. 

Natural  Cement  and  Its  Manufacture. — Natural  cement  is  the 
product  resulting  from  the  burning  and  subsequent  i)ulverization 
of  a  natural  clayey  limestone  (containing  15  to  40  per  cent,  of 
silica,  alumina  and  iron  oxide),  without  preliminary  mixing  and 
grinding,  the  heat  of  burning  being  insufficient  to  cause  vitrifica- 
tion. During  the  burning  the  carbon  dioxide  of  the  limestone  is 
almost  entirely  driven  off.  and  the  lime  combines  with  the  silica, 
alumina,  and  iron  oxide,  forming  a  mass  containing  silicates, 
2)uminates  and  ferrites  of  lime ;  or,  if  magnesium  carbonate  is 
present  in  the  original  rock,  magnesium  compounds  will  result. 
It  is  necessary  to  grind  this  burned  mass  rather  fine,  for  it  will  not 
slake  as  it  comes  from  the  kiln  if  water  be  poured  on  it.  This 
finely  ground  powder  when  mixed  with  water,  hardens  or  sets 
rapidly,  either  in  air  or  in  water. 

American  natural  cement  was  formerly  called  Rosendale  ce- 
ment, due  to  the  fact  that  it  was  first  manufactured  at  Rosendale, 
X.  Y. 

The  manufacture  of  natural  cement  from  a  mechanical  stand- 
point is  a  comparatively  simple  process,  consisting  of  burning 
the  rock  as  it  comes  from  the  quarry,  in  plain  upright  kilns,  and 
grinding  the  burnt  friable  pieces  to  a  powder.  The  rock  in  its 
natural  state  contains  the  pro])cr  ingredients  for  natural  cement. 
The  limestone  is  usually  stratified,  the  strata  varying  somewhat  in 
chemical  composition.  Several  strata  arc  usually  mixed  for  any 
given  brand  of  cement,  the  idea  being  that  if  one  layer  contains 
too  much  silica  it  may  be  corrected  by  another  containing  too 
much  lime  or  magnesia.  1'he  rock  is  cither  quarried  in  open  cut 
where  the  stripping  is  light,  or  is  mined  by  means  of  tunnels  and 
chambers.  The  rock,  as  it  is  quarried,  is  broken  into  sizes  con- 
venient for  handling,  and  then  run  through  an  ordinary  rock 
crusher,  which  breaks  it  into  pieces  varying  in  size  up  to  six 
inches :  then  it  is  conveyed,  usually  by  an  ordinary  tramway, 
directly  to  the  loading  platform  at  the  top  of  the  kiln. 

With  but  few  exceptions,  the  kilns  used  in  the  American  natural 
cement  industry  arc  of  the  vertical  continuous  mixed-feed  type. 
They  arc  commonly  about  45  ft.  high  and  16  ft.  in  diameter, 
and  are  built  of  masonrv,  lined  with  firebrick,  or  have  an  iron 
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shell,  lined  with  fire  brick.  Fig.  3  shows  a  vertical  section  of 
such  a  kiln.  The  rock  and  fuel  are  spread  in  the  kiln  in  alternate 
layers,  the  proportion  of  fuel  being  regulated  by  the  man  in 
charge  of  burning.  Either  anthracite  or  a  good  quality  of  bitu- 
minous coal  is  used,  according  to  the  locality.  When  anthracite 
coal  is  used  it  requires  about  10  lbs.  of  coal  to  burn  100  lbs. 
of  rock.  The  temperature  of  burning  varies  according  to  the 
character  of  the  rock.  It  is  somewhat  greater  than  that  used 
for  burning  lime,  but  is  generally  considerably  below  the  point 
of  incipient  fusion  reached  in  burning  Portland  cement. 
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Fig.  ;}.— Kiln  for  Burning  Natural  Cement.  • 

It  is  impossible  to  burn  the  rock  uniformly,  hence  it  is  necessary 
to  sort  out  and  throw  awav  the  under  burnt  and  over  burnt 
cHnker.  Bad  weather,  bad  management,  the  character  of  kiln 
used,  etc.,  determine  the  amount  of  loss,  which  varies  from  10  per 
cent,  under  the  best  conditions  to  33  1-3  per  cent,  under  bad  con- 
ditions, with  a  probable  average  loss  of  about  25  per  cent.  The 
sorted  calcined  rock  is  conveyed  to  crushinp^  machines,  usually 
of  the  rotary  type,  such  as  the  **pot  cracker,"  consisting  of  a 
ribbed,  steel-faced,  or  chilled  iron,  cone  revolving  within  a  cor- 
rugated conical  shell,  as  shown  in  Fig.  4. 
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The  material  is  conveyed  from  this  machine  to  screens,  which 
t?ke  out  the  cement  that  is  fine  enough  to  pack.  The  coarser 
[.articles  go  to  fine  grinding  machines.  These  machines  may  be 
either  edge  runners,  ball  or  tube  mills,  or  ordinary  mills,  or  emery 
faced  stones.  The  methods  used  during  this  part  of  the  pro- 
cess are  essentially  similar  to  those  employed  in  the  manufacture 
cf  Portland  cement.  The  product  passes  from  the  reducing  mills 
to  the  mixers  by  means  of  which  a  more  thoroughly  uniform 


Fig.    4.— Pot    Craclter    ror    Ni 


product  is  obtained.  It  is  then  conveyed  by  chutes  to  the  bags 
and  barrels  in  which  it  is  packed. 

The  cost  of  manufacture  varies  with  local  conditions.  The  ■ 
various  items  which  go  to  make  up  the  cost  are :  cost  of  quarry- 
ing, or  mining  the  rock,  cost  of  labor  at  the  kilns  and  mill,  cost  of 
fuel  for  the  kiln,  cost  of  power,  interest  and  depreciation  of  plant. 
These  may  vary  from  15  to  50  cts.  per  barrel  of  cement  manu- 
factured. 

Portland  Cement  and  Its  Hannfactare.—- Portland  cement  is  an 
artificial  pro<hict  obtained  by  finely  pulverizing  the  clinker  pro- 
duced by  calcining  to  incipient  fusion  a  natural  or  artificial  mix- 
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ture  of  finely  ground  argillaceous  and  calcareous  materials,  this 
mixture  consisting  approximately  of  three  parts  of  carbonate  of 
lime  or  lime  oxide  to  one  part  of  silica,  alumina  and  iron  oxide. 
The  essential  components  of  Portland  cement  are  silica,  alumina 
and  lime ;  while  the  ingredients  always  occurring  with  these  in 
appreciable  quantities  are  iron,  magnesia,  alkalies,  sulphuric  and 
carbonic  acids,  and  water.  These  ingredients  should  approximate 
the  following  limits  given  by  Le  Chatelier  for  commercial  Port- 
land cement :  t> 

Per  cent. 

Silica 21  to  24 

Alumina    6  to    8 

Iron  Oxijie ^ 2  to    4 

Lime 60  to  65 

Magnesia    0.5  to     2 

Sulphuric  Acid 0.5  to  1.5 

Carbonic  Acid  and  Water i  to     3 

The  materials  from  which  Portland  cement  is  manufactured 
vary  with  the  locality,  and  usually  consist  of  either  cement  rock 
and  limestone,  limestone  and  clav,  marl  and  clav.  chalk  and  clav 
or  slag  and  limestone.  Cement  rock  and  limestone  are  chiefly 
used  in  the  Lehigh  district,  and  constitute  the  raw  material-i 
rsed  for  two-thirds  of  the  Portland  cement  manufactured  in  this 
country.  Limestone  and  clay  are  the  materials  used  in  the  New 
York  'State  cement  region,  marl  and  clay  are  used  in  the  cement 
mills  of  the  middle  west.  Chalk  and  clay  are  the  materials  used 
in  the  states  bordering  the  Mississippi  River  on  the  west  and  in 
Texas.  Slag  and  limestone,  although  extensively  used  for  the 
manufacture  of  cement  in  Europe,  have  as  yet  been  little  used 
in  this  country. 

For  a  more  extended  discussion  on  the  raw  material  used  for 
the  manufacture  of  Portland  cement,  sec  "Cements,  Limes  and 
Plasters,''  by  Edwin  C.  Eckel. 

In  the  earlv  davs  of  the  industry,  Portland  cement  was  calcined 
in  stationary  kilns  similar  to  those  used  in  the  manufacture  of 
natural  cements.  This  type  of  kiln  is  still  occasionally  used  in 
this  country,  and  is  used  to  a  larger  extent  in  h>ance  and  Ger- 
many. Although  the  coal  consumption  is  smaller  than  with  the 
rotary  kiln,  labor  is  a  much  larger  item,  and  on  this  account  the 
stationary  kiln  is  not  an  economic  method  of  manufacture  unless 
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the  cost  of  labor  is  quite  low.  The  only  essential  difference  be- 
tween this  method  and  that  used  for  the  manufacture  of  natural 
cement  consists  in  the  grinding  and  mixing  of  the  raw  material 
while  wet,  and  moulding  the  mix  into  bricks,  which  are  dried 
before  being  calcined. 

The  Dry  Process  of  Hanufactnre. — Rotary  kilns  are  used  almost 
exclusively  for  the  manufacture  of  cement  in  the  United  States. 
Two  proce.sses  are  employed,  the  <lr}'  process  and  the  wet  pro- 
cess.   The  dry  process  witii  rotary  kilns  may  be  considered  as  the 


he  Krupp  Type. 


typical  .\mcric.in  method  for  t!ie  manufacture  of  Portland  cement. 
The  wet  pnx^ess  dots  not  differ  iiialerially  fnmi  the  dry  process. 

The  dry  process  is  adaptable  to  any  class  of  materials,  which 
can  be  quarried  ami  iiulvurincd  in  a  dry  •itate.  and  is  bricHy  as 
follows:  The  raw  material  is  conveyed  from  the  quarry  to  the 
mill  and  is  first  passed  throuj;h  crpshers,  which  reduce  it  to  a 
maximum  diameter  of  2  or  3  ins.  It  is  then  conveyed  to  storage 
bins,  where  it  remains  until  the  chemical  compositiou  has 
been  deterniiiicd,  so  that  the  mix  can  Ik-  |)r"pcrly  proportionetl. 
A  suitable  mixture  by  wcie'it  is  then  in;nlc  and  conveyed  to  a 
dft-er,  which  is  kc]il  J'.t  a  temperature  sufticicntiv  high  to  drive 


CLASSIFICATION  AND  MANVl-ACTVRE  OF  CEMENT.    13 

cff  the  greater  part  of  the  moisture  contained  in  the  rock.  The 
drj-er  usually  consists  of  a  rotary  cjlinder  4  or  5  ft.  in  diameter, 
40  to  50  ft.  long,  with  its  axis  slightly  inclined  to  the  horizontal. 


The  materials  enter  at  the  upiwr  end  and  are  discharged  at  the 
lower  end.    Heat  is  nsnally  supplied  by  a  small  furnace. 

From  the  dryer,  the  material  is  conveyed  to  a  preliminary  grind- 
ing machine,  usually  of  the  ball  mill  type,  which  reduces  it  to 
a  size  small  enough  to  pass  a  \o.  20  or  Xo.'  30  mesh  sieve. 


Fig,  7.— Griffin  Mill. 

Figure  5  shows  the  usual  tyjie  of  ball  mill.    The  mixture  then 

passes  to  the  fine  grinder,  where  it  is  further  reduced  until  from 

<f^  to  95  per  cent,  will  pass  a  No.  100  sieve.    The  tube  mill  ( I'ig. 

6)  or  Griffin  mill  (I'ig.  7)  js  usually  employed  for  fine  griniling. 
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-Lonsltudlnal   Section   ot   Rotary  Kiln 


From  the  pfnndmg  niaclimes  the  mixture  is  conve>ed  to  bins 
above  the  rotar;  kilns  inta  which  it  is  fed  automatical  I  v 

The  rotarv  kiln  (I  ig*;  8  and  j|  is  a  steel  c\lin  ler  \ar\ing  m 
length  from  40  to  150  ft.  and  from  4/j  to  y  ft.  in  diameteri 
lined  with  from  6  to  12  ins.  of  fire  brick,  with  its  axis  inchned 
8  or  ID  degrees  to  the  horizontal,  and  arranged  to  rotate  at  a  speed 
averaging  about  one  turn  per  minute.  The  raw  materials  are 
introduced  at  the  upper  end  in  the  form  of  jxiwdcr.  and  in  passing 
through  are  calcined  to  a  clinker,  which  leaves  the  kiln  at  the 
lower  end  in  small  balls,  ranging  from  Jii  to  ij/.  ins.  in  diame- 
ter. Finely  pulverized  gas  .-ilack  coal  is  generally  used  for  fuel, 
r.lthoiigh  both  gas  and  oil  have  been  employed,  but  with  poorer 
lesuhs.  The  coal  is  blown  into  the  lower  end  of  the  kiln,  and 
instantly  ignites,  forming  a  flame  reaching  from  15  to  25  ft, 
into  the  kiln,  and  producing  a  temperature  of  from  2.(100  to  3.000 
degrees  h'ahrenheit.  The  coal  is  pulverized  in  the  same  manner. 
End  to  about  the  same  degree  of  fineness  as  the  raw  materials. 
The  teiiiperaturo  and  time  of  burning  vary  with  the  nature  of 
the  raw  materials. 

The  clinker  as  it  leaves  the  kiln  is  sprayed  with  a  small  stream 
of  water,  which  cools  and  makes  it  more  easy  to  pulverize.  It 
then  passes  through  coolers,  which  reduce  it  to  a  normal  tem-^ 
peraturc.  From  the  coolers  the  clinker  passes  lo  the  pulverizing 
and  grinding  machines,  which  are  similar  to  those  used  for  re- 
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diicing  the  raw  material.  The  finished  cement  from  the  grind- 
ing machines  is  conveyed  to  the  stock  house,  often  being  stored 
for  a  time  to  give  it  a  chance  to  "season"  somewhat.  It  is  then 
packed  in  bags  or  barrels  for  shipment. 

The  Wet  Process. — The  wet  process  may  be  used  either  with 
rotary  or  stationary  kilns.  In  the  United  States  it  is  usually  only 
employed  by  the  mills  in  which  the  raw  material  used  is  marl,  al- 
though it  is  adapted  to  chalk  or  other  materials,  which  are  easily 
reduced  when  in  a  wet  condition.  When  water  is  used  in  re- 
ducing the  material,  less  ix)wer  is  needed  for  operating  the  ma- 
chinery. The  saving  in  this  part  of  the  process  is,  however,  more 
than  balanced  by  the  cost  of  the  additional  coal  needed  to  evapo- 
rate the  water  from  the  slurry  after  it  is  fed  into  the  ki!n.  The 
cost  of  handling  wet  material  is  less  than  dry  material,  as  it 
may  be  pumped  from  one  part  of  the  plant  to  another. 

Wet  Process  With  Rotary  Kilns. — If  we  assume  that  marl  and 
clay  are  used,  the  process  is  as  follows:  Tlie  inarl,  after  excava- 
tion, is  passed  through  a  disintegrator  and  sometimes  a  stone  and 
grass  separator,  and  run  into  storage  basins,  while  the  clay  is 
dried,  pulverized,  and  then  mixed  with  a  proper  amount  of  marl 
in  pans  of  the  edge  runner  type  (Fig.  10)  the  slurry 
containing  enough  water  to  give  it  a  thick  creamy;  con- 
sistency. In  some  mills  this  process  is  varied  by  mix- 
ing the  clay  with  water  before  adding  it  to  the  marl.  The 
mixture  is  then  ground,  while  still  in  a  wet  condition,  in  either 
edge  runners,  or  tube  mills,  from  which  it  is  run  into  slurry  tanks, 
where  it  is  kept  agitated  by  revolving  paddles  or  by  compressed 
air,  and  from  which  chemical  analvses  are  made  to  check  the  ac- 
curacy  of  the  proportions,  corrections  being  made  if  necessary. 
Centrifugal  pumps  and  compressed  air  are  both  used  for  handling 
the  slurrv. 

The  wet  slurry  is  then  pumped  directly  into  the  upper  ends  of 
rotary  kilns,  which  are  usually  somewhat  longer  than  those  em- 
ployed in  the  dry  process,  so  that  the  waste  heat  may  be  utilized 
in  driving  off  the  excess  water.  About  150  to  160  lbs.  of 
coal  per  barrel  of  cement  are  necessary  for  the  burning,  which 
is  from  30  to  50  per  cent,  more  than  required  in  the  dry  process, 
hut  this  disadvantage  is  largely  compensated  by  the  cheaper 
method  of  handling  and  preparing  the  raw  material.  The  treat- 
ment of  the  clinker  is  similar  to  that  of  the  other  processes. 
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Wet  ProccBS  With  Stationary  Kilns. — In  this  process  the  clay 
tnd  marl,  or  chalk,  art  first  ground,  if  necessary,  and  ihen  mixed 
together  in  a  wash  mill  with  a  large  excess  of  water,  the  lumps 
t"eing  broken  up  by  means  of  agitators.  When  the  material.^ 
have  thus  been  reduced  to  a  very  finely  divided  state,  the  mix- 
ture is  run  into  settling  basins,  where  the  solid  matter  settles  and 


Q 
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Fig     10,— Mfiing    Pun    for    Mar!    nnd    Clay.       Edge    Riintier   Typt, 

from  which  the  excess  of  water  is  drawn  off.  Tlie  slurry,  when 
siill  further  hardened,  is  formed  inm  bricks  and  hurned  in  sta- 
t'onary  kilns. 

A  modification  of  ihis  method,  known  as  the  semi-wet  process, 
consists  in  mixing  with  a  smaller  amount  of  water,  sufficient  F 
to  give  a  creamy  consistency.  Ihc  oi)erali')n  being  similar  to  the  ' 


CLASSIFICATION  AND  MANUFACTURE  OF  CEMENT. 


17 


wet  process  with  rotary  kilns,  except  that  the  slurry  is  partly 
dried  and  formed  into  bricks  instead  of  being  fed  directly  into 
the  kilns.  The  chief  disadvantages  of  the  process  are  the  large 
space  necessary  for  settling  and  drying  the  slurry  and  the  greater 
amount  of  labor  required.  It  is  used  extensively  in  Europe,  and 
in  England  a  few  years  ago  might  have  been  considered  the 
typical  process.    It  is,  however,  not  used  in  this  country. 

Portland  Cement  from  Blast  Furnace  Slag. — This  has  been 
manufactured  in  Europe  fcf  several  years,  but  its  manufacture 
has  only  recently  been  undertaken  in  the  United  States.  As  the 
method  involves  the  utilization  of  the  waste  products  from  the 
blast  furnace,  it  is  likely  that  it  will  become  popular..  The  method 
of  manufacture  is  briefly  as  follows : 

The  slag,  as  it  comes  from  the  blast  furnace,  is  sprayed  with 
water,  which  granulates  it  and  changes  its  chemical  composition, 
the  water  combining  with  the  calcium  sulphide,  which  is  injurious 
to  cement,  to  form  a  lime  and  sulphuretted  hydrogen.  The  gran- 
ulated slag  is  then  dried,  mixed  with  the  correct  proportion  of 
dried  limestone,  and  ground  to  extreme  fineness.  The  mixture 
is  then  burned  in  a  rotary  kiln.  The  remainder  of  the  process 
is  essentially  the  same  as  that  already  described  for  the  manu- 
facture of  Portland  cement  from  ordinary  material. 

Slag  Cement  and  Its  Manufacture. — Slag  or  puzzuolana  ce- 
ment is  made  by  intimately  mixing  granulated  blast  furnace 
slag  of  proper  composition  with  slaked  lime,  and  reducing  this 
mixture  to  a  fine  powder.  This  product  diflFers  materially  from 
Portland  cement,  although  it  is  sometimes  called  a  Portland 
cement  by  the  manufacturers.  While  it  is  an  excellent  material 
for  many  purposes,  it  possesses  certain  qualities  which  prevent  its 
use  as  a  substitute  for  Portland  cement  in  many  classes  of  work. 
The  largest  piece  of  work  in  the  United  States,  known  to  the 
r.uthor,  upon  which  slag  cement  has  been  used  to  any  extent, 
was  the  drainage  system  for  New  Orleans. 

The  method  of  manufacture  is  briefly  as  follows :  Slag  of  the 
proper  composition  is  chilled  as  it  comes  from  the  furnaces  by 
the  action  of  a  large  stream  of  cold  water  under  high  pressure. 
The  slag  is,  thereby,  broken  up;  about  one  third  of  its  sulphur 
is  eliminated  and  it  undergoes  other  chemical  changes.  A  sample 
of  the  slag  thus  granulated  is  mixed  with  a  proportion  of  pre- 
pared lime,  and  ground  in  a  small  mill,  thereby  producing  a  small 
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amount  of  actual  slag  cement.  If  the  tests  upon  this  trial  cement 
are  satisfactory,  the  slag  is  dried  and  then  ground,  first  in  a  Griffin 
mill  and  then  in  a  tube  mill.  Then  it  is  mixed  with  the  proper 
amount  of  prepared  lime,  and  the  two  materials  are  ground  and 
intimately  mixed  together.  The  resulting  product  is  said  to  be 
so  fine  that  95  per  cent,  will  pass  a  No.  200  sieve. 

The  lime  is  burned  from  a  very  pure  limestone,  and  stored  in 
bins,  beneath  which  are  two  screens  of  different  mesh,  the  coarser 
at  the  top.  A  quantity  of  lime  being  drawn  on  the  upper  screen, 
is  slacked  by  the  addition  of  water  containing  a  small  percentage 
cf  caustic  soda.  The  lime  passes  through  the  two  screens  as  it 
slakes,  and  is  then  heated*  in  a  drier,  the  slaking  being  thus 
completed.  The  lime  may  then  be  incorporated  with  the  slag. 
The  purpose  of  the  caustic  soda  used  in  the  above  process  is  to 
render  the  cement  quick  setting. 


CHAPTER  II. 

PROPERTIES  OF  CEMENT  AND  METHODS  OF 

TESTING. 

Portland  cement  is  used  for  reinforced  concrete  construction, 
almost  to  the  exclusion  of  other  cements.  Its  great  strength, 
uniform  composition  and  the  regularity  of  its  properties  emi- 
nently fit  it  for  this  class  of  work.  In  manufacture,  the  distin- 
guishing characteristics  of  Portland  cement  are  the  use  of  an 
artificial  mixture,  the  grinding  of  the  raw  materials  before  burn- 
ing, and  the  calcining  to  incipient  fusion.  In  use,  its  distinguish- 
ing characteristics  are  its  high  specific  gravity,  dark  color,  slow- 
ness of  setting  and  great  strength. 

Natural,  quick  setting  cements  are  used  for  reinforced  con- 
crete only  in  special  forms  of  construction,  viz.,  in  repair  work, 
as  when  quick  setting  is  necessary  in  order  to  enable  the  structure 
to  sustain  moderate  loads  or  enable  its  use  within  a  few  hours ; 
in  hydraulic  work,  as  in  the  construction  of  reservoirs  and  con- 
duits ;  and  in  the  construction  of  reinforced  concrete  pipe.  They 
are.  however,  extensively  used  for  plain  concrete  work.  Some- 
times when  quick  setting  with  great  strength  is  desired,  a 
mixture  of  natural  and  Portland  cement  is  employed.  In 
manufacture,  the  distinguishing  characteristics  of  natural  ce- 
ment are  its  production  from  a  single  variety  of  material,  un- 
ground  and  burned  at  a  low  temperature ;  and  in  use,  its  lighter 
weight  and  color,  quick  setting  property,  and  small  strength  in 
the  early  stages  of  hardening. 

Slag  cements,  as  yet,  have  not  had  extensive  use  in  this  coun- 
try. They  are  characterized,  in  manufacture,  by  their  produc- 
tion from  intimately  mixed  granulated  blast  furnace  slag  and 
slaked  lime,  without  the  usual  process  of  calcining^  employed 
in  the  manufacture  of  other  cements.  In  use.  sl^  cements  are 
commonly  distinguished  by  their  light  color,  inferior  specific 
gravity,  slow  set  and  lower  strength.  The  low  strength,  variable 
composition  and  uncertain  properties,  of  both  natural  and  slag 
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cements,  render  tliem  undesirable  for  reinforced  concrete  struc- 
ttires. 

Field  Inspection. — Cement  is  usually  sold  in  barrels,  or  in  cloth 
cr  paper  bags.  When  in  danger  of  being  subjected  to  dampness 
in  shipping  from  the  place  of  manufacture  to  the  site  of  the  work, 
I'.arrels  are  employed;  but  in  the  majority  of  cases,  cement  is 
chipped  in  cloth  bags.  Cement  is  generally  stored  temporarily 
at  the  site  of  construction  on  raised  platforms  for  about  lo  days, 
in  order  that  the  necessary  tests  may  be  made.  At  the  time  of 
delivery  the  condition  of  the  packages  should  be  observed: 
they  should  be  plainly  marked  with  the  brand  and  name  hi 
the  manufacturer.  A  field  inspection  often  enables  a  correct 
judgment  to  be  formed  of  the  condition  of  the  cement.  Old 
or  well-seasoned  cement  is  generally  lumpy,  but  the  lumps 
are  easily  broken  up.  If,  however,  the  cement  has  been 
subjected  to  excessive  dampness,  or  has  been  wet,  lumps 
will  be  formed  which  are  hard  and  difficult  to  crush.  This  ce- 
ment is  probably  hydrated  and  of  inferior  quality.  It  should 
also  be  noted  whether  the  cement  runs  uniformlv  in  color,  as  a 
change  in  color  may  indicate  a  change  in  brand  or  quality,  and 
should  lead  to  careful  testing. 

Sampling. — For  the  purposes  of  testing,  samples  should  be 
taken  from  bags  at  random.  There  are  several  good  methods 
of  sampling,  but  perhaps  the  most  satisfactory  is  to  take  a  small 
sample  from  each  of  a  number  of  bags,  mix  these  lots  together 
and  separate  the  same  into  a  convenient  size  for  testing.  When 
p  sample  from  a  single  bag  is  taken,  it  is  usually  stipulated  that 
a  sample  shall  be  taken  from  one  bag  in  ten,  the  bag  being  picked 
out  at  random.  When  small  lots  of  cement  are  used,  the  samples 
should  be  taken  more  frequently,  a  sample  from  every  five  bags 
being  about  right.  Care  should  be  taken  that  the  sample  be 
representative  of  the  material  in  the  bag,  part  being  t^ken  from 
the  surface  and  part  from  t!'.e  interior.  Usually  a  sample  weigh- 
ing 8  to  lo  lbs.  will  be  enough  for  the  ordinary  purpose  of 
testing.  Samples  should  be  placed  in  a  tightly  covered  can  and 
stored  in  a  dry  place  until  tested. 

Properties  of  Cement. — In  order  that  cement  shall  come  up 
Xr.  the  requirements  necessary  for  a  high  class  of  work,  it  must 
possess  certain  desirable  properties,  and  be  free  from  others 
which  may  be  injurious.    The  desirable  elements  arc:     (i)  That 
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when  treated  in  the  proposed  manner  it  shall  at  the  end  of  a 
c'efinite  period  develop  a  certain  strength;  (2)  that  it  shall  con- 
tain no  compounds  wliich  may  at  any  future  time  cause  it  to  ' 
change  its  form  or  volume,  or  lose  any  of  its  strength;  and 
(3)  that  it  shall  withstand  the  action  of  any  outside  agency 
which  may  tend  to  decrease  its  strength  or  destroy  its  durability. 
When  a  cement  fulfills  these  requirements  it  will  be  a  safe  and 
satisfactorv  construction  material.  To  determine  whether  it 
fulfills  these  requirements,  certain  properties  must  be  considered 
and  certain  tests  made  to  determine  other  properties.  In  de- 
termining the  value  of  a  given  cement  for  structural  purposes, 
the  qualities  usually  considered  are:  (i)  Its  color;  (2)  specific 
gravity;  (3)  activity;  (4)  soundness;  (5)  fineness;  (6) 
strength,  and   (7)    chemical  composition. 

In  the  examination  of  a  given  sample  of  cement  its  failure 
to  conform  to  the  usual  requirements  in  regard  to  any  one  of 
these  qualities  should  not  necessarily  lead  to  its  condemnation, 
]»ut  rather  classify  it  as  suspicious,  and  it  should  be  tested  care- 
fully in  every  possible  manner  before  accepting  or  rejecting. 

Color. — While  the  color  of  cenunt  has  little  bearing  upon  its 
(juality,  it  may  indicate  an  cxcc/»3  of  some  one  ingredient ;  and 
for  any  given  brand,  variation  in  shade  may  indicate  differences 
in  the  character  of  rock  used,  or  in  the  degree  of  burning. 
I  Portland  cement  should  be  a  dull  gray.  Bluish-gray  probably 
'  indicates  an  excess  of  lime ;  dark  green,  a  high  percentage  of 
iron :  brown,  an  excess  of  clay ;  and  a  yellowish  shade  indicates 
( vcr  burning. 

Natural  cements  vary  greatly  in  color,  ranging  from  a  light 
yellow  to  dark  gray,  and  even  to  a  chocolate  brown.  (Generally 
the  color  is  no  criterion  of  (juality.  but  may  be  considered  as 
giving  some  indication  of  the  uniformity  of  a  given  grade  or 
brand  of  cement. 

Slag  cements  are  usually  much  lighter  in  color  than  Port- 
lands, and  slightly  difTerent  in  tint,  while  they  differ  markedly 
in  tint  from  most  natural  cements.     They  are  commonly  bluish- 

« 

vhite  to  lilac,  the  exact  color  of  any  specimen  depending  partly 
on  the  respective  colors  of  the  lime  and  slag  which  have  been 
used  in  its  manufacture,  but  mcjre.  largely  on  the  relative  pro- 
portions in  which  these  two  ingredients  have  been  mixed.  Slag 
cement,  after  being  kept  under  water,  shows,  when   fractured. 
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a  bluish-green  tint,  which  is  supposed  to  be  clue  to  the  presence 
cf  sulphide  of  calcium.  Slag  cements  do  not  stain  masonr>', 
'  hence  they  will  have  an  extended  use  in  architecture. 

Specific  Gravity. — The  specific  gravity  of  a  substance  is  the 
ratio  of  its  weight  to  the  weight  of  an  equal  volume  of  water. 
As  the  specific  gravity  of  a  well-burned  cement  is  known  to 
have  certain  definite  limits,  the  specific  gravity  of  a  cement  may 
be  said  to  give  a  true  indication  of  the  thoroughness  of  burning. 
The  higher  the  temperature  used  in  burning,  the  more  thoroughly 
will  the  ingredients  be  combined ;  and  it  follows  that  their  volume 
will  contract,  resulting  in  a  greater  density  or  higher  specific 
gravity.  Too  high  a  specific  gravity  will  therefore  indicate  over 
burning.  Over  burning  tends  to  break  up  some  of  the  com- 
pounds which  should  be  present  in  a  normal  cement,  and  to  form 
others  that  may  not  be  injurious,  but,  nevertheless,  possess  such 
feeble  hydraulic  properties  that  they  tend  to  weaken  the  material. 

A  low  specific  gravity  indicates  under  burning,  adulteration 
and  hydration.  An  under  burnt  cement  contains  a  large  pro- 
portion of  uncombined,  or  insufficiently  combined,  elements, 
some  of  which  are  sources  of  great  danger.  If  the  cement  is 
used,  these  elements  may  cause  disintegration  and  the  ultimate 
failure  of  the  structure. 

Adulteration,  which  may  be  detected  by  the  specific  gravity 
test  (excepting  adulteration  with  gypsum  or  plaster  of  Paris,  of 
which  there  is  a  legitimate  use),  may  consist  of  the  incorpora- 
tion of  raw-rock,  cinder,  slag  and  natural  cement.  All  these 
ingredients  have  a  lower  specific  gravity  than  Portland  cement. 
If  the  Portland  cement  is  of  High  grade,  as  high  as  20  or  25 
per  cent,  of  adulterants  may  at  times  be  added,  and  the  cement 
will  still  possess  sufficient  strength  to  pass  the  usual  physical 
tests.  The  incorporation  of  so  high  a  percentage  of  impurities, 
which  possess  a  much  lower  specific  gravity,  is  at  once  apparent 
when  the  specific  gravity  test  is  applied  to  the  mixture. 

The  specific  gravity  test,  however,  should  not  be  relied  upon 
alone  for  the  detection  of  adulterants,  since  many  other  causes 
m.ay  operate  to  produce  an  abnormably  low  value,  as  the  age  of 
the  cement,  fineness  of  grinding,  composition  of  material,  etc. 
It  should  be  taken  as  indicative,  and  should  be  verified  by  other 
tests  before  rejecting  a  material  which  does  not  come  up  to 
standard. 
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The  specific  gravity  of  natural  cement  is  generally  no  crite- 
rion of  its  quality,  but,  to  some  degree,  may  be  regarded  as  a 
measure  of  the  uniformity  of  a  single  grade. 

The  specific  gravity  of  Portland  cement  varies  from  3.00  to 
3.25,  but  for  the  higher  grades  of  American  cements  it  is  usually 
found  to  be  between  3.10  and  3.25.  The  specific  gravity  of 
nattiral  cement  varies  from  2.75  to  3.05.  Slag  cements  are 
lighter  than  Portland,  and  in  some  cases  lighter  than  natural 
cements,  their  specific  gravity  usually  ranging  from '2.6  to  2.9. 
A  slight  variation  in  the  specific  gravity  often  denotes  a  con- 
siderable difference  in  the  quality  of  a  cement,  hence  great  care 
is  necessary  in  making  this  test. 

The  use  of  Le  Chatelier's  *  apparatus  ^  is  recognized  as  the 
standard  method  of  determining  the  specific  gravity  in  American 
practice,  and  is  recommended  by  the  committee  on  Uniform 
Tests  of  Cement,  of  the  American  Society  of  Civil  Engineers. 

Activity. — When  cement  is  mixed  into  a  paste  with  water 
and  allowed  to  stand,  it  gradually  hardens.  The  rate  of  hard- 
ening is  termed  the  time  of  setting  or  activity.  Two  distinct 
stages  in  setting  are  recognized:  (i)  the  initial  set;  and  (2) 
the  hard  set.  The  first  takes  place  when  the  mass  begins  to 
harden;  and  the  second,  when  the  hardening  has  reached  a 
point  where  the  mass  can  not  be  appreciably  distorted  without 
rupture.  The  determination  of  the  first  period  is  important,  as 
the  material  must  be  deposited  and  remain  undisturbed  before 
the  point  is  reached,  for  otherwise  a  great  loss  of  strength  will 
result. 

The  time  of  setting  may  vary  within  wide  limits,  and  is  no 
criterion  of  the  quality  of  cement.  However,  a  cement  may  set 
so  quickly  that  it  is  worthless  as  a  construction  material,  or  it 
may  set  so  slowly  that  it  will  greatly  delay  the  progress  of  the 
work.  Again,  after  it  has  been  placed  in  the  structure  it  should 
set  and  harden  as  quickly  as  possible,  so  that  it  can  offer  resis- 
tance to  any  external  forces.  Hence  certain  definite  limits  must 
be  fixed  for  the  time  of  setting.  The  best  cements  should  be 
slow  in  acquiring  initial  set :  but,  after  having  reached  that 
ix)int,  should  harden  quickly. 

A  natural  cement  is  generally  much  quicker  in  setting  than 

•For  an  exhaustive  description  of  the  apparatus   and   method    used   for  this   de- 
trrmination    see    "Practical    Cement   Testing.  "    by    W.    Purves    Taylor,    New    York, 

am. 
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a  Portland,  although  slow  setting  natural  cements  are  occasion- 
ally met  with.  In  natural  cements  the  hard  set  frequently  occurs 
within  a  few  moments  after  the  initial  feet,  sometimes  within  a 
period  of  15  minutes,  and  should  develop  hard  set  in  from  30 
minutes  to  3  hours.  •  Initial  set  should  in  no  case  develop  in 
less  than  10  minutes. 

Portland  cement  should  develop  initial  set  in  not  less  th^n 
30  minutes,  and  hard  set  in  not  less  than  one  hour,  nor  in  more 
than  10  hours. 

Normal  slag  cements  are  slower  setting  than  Portland.  At 
times  burnt  clay,  or  slags  high  in  alumina,  or  certain  active  forms 
of  silica,  etc.,  are  added  to  increase  the  activity,  the  attempt 
being  made  to  obtain  a  cement  with  about  the  same  activity  as 
that  possessed  by  Portlands. 

The  composition,  degree  of  burning,  age,  fineness  of  grind- 
ing, amount  of  water  used  in  mixing,  and  the  temperature  and 
humidity  of  the  air,  aflfect  the  activity  of  a  cement.  It  is  usual 
to  add  a  small  percentage  of  gypsum  or  plaster  of  Paris  during 
manufacture,  to  retard  the  setting.  Small  percentages  of  these 
materials  increase  the  strength  of  cement,  but  larger  quantities 
may  cause  it  to  blow  or  expand.  A  greater  quantity  than  2  per 
cent,  is  dangerous.  A  lightly  burned  cement,  or  a  freshly  burned 
cement,  sets  more  rapidly  than  a  hard  burned  or  an  old  cement. 
This  is  due  to  the  presence  of  non-hydratcd  free  lime.  Hence 
care  should  be  taken  during  manufacture  to  secure  sufficient 
burning. 

A  moderate  amount  of  "seasoning"  is  also  helpful  to  secure 
good  results  in  use :  for.  if  cement  is  allowed  to  stand  exposed 
to  the  air  and  to  dampness,  it  gradually  abvSorbs  water  and  car- 
bonic acid.  These  produce  a  chemical  change  in  the  materials, 
resulting  gradually  in  slower  setting,  and  eventually  the  cement 
loses  all  its  hydraulic  properties,  although  a  well  protected  ce- 
ment may  be  stored  for  a  lon^^;  time  without  appreciable  de- 
terioration. Aging,  therefore,  under  usual  conditions  is  not  to 
be  desired.  The  effect  of  age  on  setting  is  generally  less  notice- 
able with  natural  than  with  Portland  cements. 

The  activity  of  a  cement  varies  somewhat  with  the  amount 
of  water  used  in  gauging:  the  greater  the  amount  of  Avater  used 
the  slower  the  setting.  The  temperature  of  the  water  also 
affects  the  setting;  high  temperatures  accelerate  the  setting.     A 
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finely  ground  cement  is  almost  invariably  quick  setting,  unless 
artificially  retarded.  This  is  due  to  the  fact  that  a  finely  ground 
material  is  more  quickly  attacked  by  a  solvent  than  a  coarser 
one.  The  temperature  and  amount  of  moisture  in  the  air  also 
aflfect  the  activity  of  a  cement,  high  temperatures  and  a  dry  at- 
mosphere increasing  the  activity,  while  low  temperature  and  a 
humid  atmosphere  retard  the  setting. 

For  the  apparatus  and  method  used  to  determine  the  time  of 
set  consult  "Practical  Cement  Testing,'*  by  W.  Purves  Taylor, 
New  York,  1906. 

Soundness. — The  soundness  of  a  cement  refers  to  the  property 
of  not  expanding,  contracting  or  checking  in  setting.  It  is 
absolutely  necessary  that  the  cement  shall  neither  shrink  nor 
swell  after  the  process  of  setting  has  once  begun.  When  the 
ingredients  of  Portland  cement  have  been  improperly  mixed, 
or  the  process  of  manufacture  has  been  improperly  carried  on, 
the  cement  will  have  a  tendency  to  expand,  crack  and  disin- 
tegrate after  the  setting  has  commenced.  Unsoundness  is  gen- 
erally due  to  an  excess  of  lime,  either  free  or  loosely  combined, 
which  has  not  had  an  opportunity  to  become  sufficiently  hydrated. 
The  presence  of  this  lime  may  be  due  to  incorrect  proportion- 
ing, to  insufficient  grinding  of  the  raw  material,  to  under  burn- 
ing, to  lack  of  seasoning  or  to  insufficient  grinding  of  the  cal- 
cined rock.  Tlie  presence  of  sulphides,  an  excess  of  magnesia 
or  of  the  alkalies,  may  also  cause  expansion  and  disintegration, 
and  at  times  mav  be  more  harmful  than  uncombined  lime.  Con- 
traction  is  sometimes  due  to  an  excess  of  clay. 

The  age  of  a  cement  greatly  affects  its  soundness.  Almost 
every  cement,  no  matter  how  well  proportioned  and  burned, 
contains  a  small  amount  of  free  or  loosely  combined  lime,  which 
may  cause  unsoundness  if  the  cement  is  tested  before  attain- 
ing sufficient  age.  This  lime,  however,  if  exposed  to  the  air, 
will  hydrate  in  a  short  time,  becoming  inert.  In  many  cases, 
when  a  fresh  cement  tests  unsound,  it  will  be  found  that  if  it 
is  stored  for  two  or  three  weeks  this  unsoundness  will  disappear. 
Fineness  of  grinding  is  essential  to  perfect  hydration,  and  it 
will  be  found  in  most  cases  that  a  coarsely  ground  cement  is 
an  unsound  one,  the  larger  particles  not  being  readily  subjected 
to  hydration. 

Tests  for  soundness  are  among  the  most  important  to  be  made 
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•  upon  cements,  and  should  extend  over  considerable  time  to  fully 
develop  possible  inherent  defects.  The  usual  manner  of  de- 
termining whether  or  not  a  cement  is  sound,  is  to  inmierse 
in  water  a  small  pat  of  neat  cement  mortar,  2  or  3  ins.  in 
diameter,  with  thin  edges.  This  pat  is  examined  from  day  to 
day  to  see  whether  it  cracks  or  in  any  way  becomes  distorted. 
Another  pat  is  allowed  to  set  in  air,  and  is  examined  for  blotches 
and  discoloration. 

Another  test  for  soundness  is  by  measuring  the  amount  of 
change  in  volume.  A  rough  method  is  to  press  some  mortar 
firmly  in  a  glass  tube  or  lamp  chimney.  If  a  dangerous  amount 
cf  expansion  takes  place  the  glass  will  be  broken.  Shrinkage 
may  also  be  determined  by  pouring  some  colored  liquid  into 
the  chimney  after  the  cement  has  thoroughly  set.  An  idea  of 
the  amount  of  shrinkage  may  be  formed  by  the  amount  of  liquid 
that  runs  down  the  inside.  Several  more  accurate,  but  much 
more  complicated  methods  for  making  this  test,  are  used  in  larger 
testing  laboratories.  "Practical  Cement  Testing,"  by  W.  Purves 
Taylor,  should  be  consulted  if  an  elaborate  discussion  on  this 
subject  is  desired. 

Accelerated  tests  are  widely  used  and  are  designed  so  to 
hasten  the  action  of  the  expansive  ingredients  that  the  same  re- 
sults will  be  produced  within  a  few  hours,  or  at  most  a  week, 
that  under  normal  conditions  will  not  appear  for  weeks,  months, 
or  even  years.  These  tests  consist  of  placing  a  pat  made  of 
neat  cement  of  normal  consistency,  and  usually  moulded  upon 
glass,  either  in  warm,  hot  or  boiling  water,  or  in  steam  for  sev- 
eral hours.  These  severe  conditions  tend  to  warp  or  disin- 
tegrate unsound  cements.  In  the  Faija  test,  warm  water  at  a 
temperature  of  115°  F.  is  used.  In  what  is  known  as  the  **Hot 
Water"  test  a  temperature  ranging  from  130  to  200°  F.  is  main- 
tained. 

In  the  boiling  test  the  specimens  are  subjected  to  the  action 
of  boiling  water  from  one  to  six  hours.  Sometimes  the  pat  is 
subjected  to  an  atmosphere  of  steam  above  boiling  water  for 
3  hours,  or,  when  24  hours  old,  is  subjected  to  a  steam 
bath  for  3  hours,  and  then  is  boiled  for  from  2  to  6  hours. 
These  tests  are  all  more  or  less  satisfactory,  depending  upon 
the    degree    with     which     they    corroborate     other    tests    for 


CEMENT    AND    METHODS    OF    TESTING.  27 

soundness.  Taylor  states  "that  of  a  large  number  of  tests 
which  failed  in  the  boiling  test,  86  per  cent,  gave  evidence 
in  less  than  a  year  of  possessing  some  injurious  quality, 
p.nd  that,  of  those  cements  that  passed  the  boiling  test,  but  one- 
half  of  one  per  cent,  gave  signs  of  failure  in  the  normal  test 
pats,  and  but  13  per  cent,  showed  a  falling  off  in  strength  in 
a  year's  time."  On  the  other  hand,  ^vhile  conceding  the  value 
of  this  test,  it  often  happens  that  a  cement  may  pass  the  boiling 
test  well,  yet  check  and  disintegrate  in  the  normal  tests.  Again, 
cements  have  passed  sound  which  would  not  pass  the  boiling 
test.  Hence  we  should  consider  this  test  as  a  corroborative 
test  only,  and  not  as  final.  Lastly,  it  is  safe  to  assume  that  if 
a  cement  passes  the  boiling  test  it  may  be  considered  safe  until 
the  results  of  the  normal  tests  are  known,  and,  if  it  does  not 
pass  the  boiling  test,  it  should  be  regarded  with  suspicion  until 
the  results  of  other  tests  are  available. 

For  natural  cements,  tests  made  on  pats  of  neat  cement  paste 
kept  in  air  and  water  under  normal  conditions  are  considered 
to  be  the  only  conclusive  ones.  Excessive  expansion,  checking 
or  disintegration  on  normal  pats  exhibit  similar  phenomena  in 
both  natural  and  Portland  cements.  Accelerated  tests  have 
not  proved  successful  for  natural  cements. 

In  slag  cements,  unsoundness  is  usually  due  either  to  un- 
slaked lime  or  an  excess  of  sulphides  or  magnesia.  If  the  lime 
is  not  thoroughly  slaked,  or  is  coarsely  ground,  it  will  tend 
to  produce  swelling  and  disintegration  as  with  Portland  cement. 
The  effect  of  sulphur  in  the  form  of  sulphides  is  noticeable  chiefly 
in  air,  where  they  oxidize  to  sulphates  with  a  great  change  in 
volume,  thus  causing  disintegration.  In  water  this  change  does 
not  take  place,  although  the  pats  generally  show  blotches  of 
bluish  or  greenish-gray,  probably  due  to  the  formation  of  iron 
sulphides.  Tests  of  slag  cement  are  usually  made  on  normal 
pats  and  on  specimens  submitted  to  boiling,  and,  for  normal 
tests,  should  give  no  indication  of  unsoundness,  other  than  blotch- 
ing at  the  end  of  28  days,  and  should  pass  the  boiling  test.  If 
failure  takes  place,  either  test  should  be  sufficient  cause  for  the 
rejection  of  the  cement. 

fineness. — The  nner  a  cement  is  ground,  the  better  its  quality. 
Water  acts  only  on  the  finer  particles,  while  the  coarser  particles 
are  almost  always   inert.     The  finer  a   cement   is   ground   the 
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greater  will  be  its  covering  capacity,  therefore,'  the  greater  its 
ralue  as  a  cementing  material.  To  produce  the  greatest  strength 
each  particle  of  the  aggregate  should  be  covered  with  cement- 
ing material.  The  greatest  economy,  other  things  being  equal, 
will  result  when  the  cement  is  as  fine  as  possible.  However, 
while  fine  cement  is  more  valuable  than  coarse,  fine  grinding 
increases  the  cost  of  manufacture,  hence  there  is  a  limit  to  the 
amount  of  grinding  which  can  be  done  economically.  Again, 
a  finely  ground  cement  is  less  apt  to  blow  or  disintegrate  than 
a  coarse  one,  since  the  free  or  loosely  combined  lime  being  in 
fine  particles,  is  thoroughly  broken  up  and  readily  rendered 
innocuous  by  the  water  when  it  is  added. 

A  Portland  cement  of  good  quality  should  be  fine  enough  to 
pass  at  least  92  per  cent,  by  weight  through  a  No.  100  sieve,  and 
75  per  cent,  through  a  Xo.  200  sieve.  A  No.  100  sieve  has 
from  96  to  100  meshes  per  lineal  inch,  and  a  No.  200  sieve  from 
188  to  200  meshes  per  inch. 

The  degree  of  fineness  to  which  a  natural  cement  is  ground 
depends  both  upon  the  composition  of  the  material  and  the 
process  of  grinding  used.  At  times  the  percentage  which  will 
pass  a  No.  200  sieve  will  approximate  that  for  Portland  cement. 
Fine  grinding  is,  however,  not  as  essential  in  the  manufacture 
of  natural  as  in  Portland  cement,  as  the  amount  of  free  lime 
present  is  much  less.  If  the  requirements  are  such  that  85  per 
cent.- or  more  must  pass  a  No.  100  sieve,  and  70  per  cent,  or  more 
must  pass  a  No.  200  sieve,  a  good  quality  of  natural  cement 
should  result. 

Slag  cements  of  necessity  must  be  ground  much  finer  than 
is  necessary  for  Portland  cement.  It  is  common  practice  to 
require  not  less  than  97  per  cent,  to  pass  a  No.  100  sieve  and 
from  90  to  92  per  cent,  to  pass  a  No.  200  sieve. 

Strength  Tests. — The  strength  of  a  cement  mortar  may  be  de- 
termined by  testing  it.  The  object  of  the  test  is  to  obtain  a 
measure  of  the  strength  of  a  material  as  used  in  actual  work. 
As  a  rule  tensile  tests  only  are  made,  although  cement  mixtures 
are  used  almost  entirely  in  compression,  and  may  be  subjected 
to  every  conceivable  form  of  stress.  The  reason  for  this  is 
that  the  tensile  strength  is  more  easily  determined,  and  is  more 
cr  less  a  true  measure  of  the  compressive,  transverse,  adhesive 
and  shearing  values.     Again,  investigation  appears  to  show  that 
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the  strength  of  cement  in  tension  is  more  susceptible  to  any 
good  or  bad  influences  affecting  the  material,  and,  therefore, 
furnishes  a  better  criterion  of  its  value  than  tests  made  in  any 
other  manner. 

There  exists  a  certain  definite  relation  between  the  tensile  and 
all  other  strengths,  hence  the  results  of  the  tensile  tests  give  a 
reliable  basis  for  computing  the  values  of  the  strength  under 
ether  forms  of  stress. 

Tests  are  usually  made  on  both  neat  cement  and  sand  mix- 


Fig.  11. — Standard  Cement  Briquette. 

tiires.  While  there  is  no  definite  relation  between  the  strength 
of  neat  and  sand  briquettes,  neat  briquettes  are  more  susceptible 
to  both  internal  and  external  influences,  and  are,  therefore,  better 
criterions  of  the  character  of  the  material  and  may  be  consid- 
ered as  a  measure  of  its  quality,  while  the  sand  tests  are  a  true 
measure  of  the  strength  under  actual  conditions. 

For  sand  test  of  Portland  cements,  the  mixtures  are  composed 
cf  I  part  by  weight  of  cement  to  3  parts  of  sand;  while  for 
natural  and  slag  cements,  richer  mixtures  are  used  on  account 
of  the  greater  weakness  of  these  materials  in  the  early  stages 
of  setting,  i  to  i  and  i  to  2  mixtures  being  employed.  Both 
standard  and  normal  sands  are  used  for  these  tests.    The  periods 
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at  which  the  briquettes  arc  broken  are  24  hours,  7  clays,  and  28 
days  for  neat  tests;  7  days,  and  28  days  for  sand  tests,  although 
for  experimental  purposes  much  longer  periods  arc  necessary 
to  secure  reliable  data. 

Standard  Briquettes. — Tests  are  usually  made  with  briquettes 
of  standard  form,  having  a  minimum  cross-sectional  area  of 
cne  square  inch.  The  standard  American  form  of  briquettes  is 
shown  in  Fig.  11.  This  is  the  form  adopted  by  the  Committee 
of  the  American  Society  of  Civil  Engineers. 

Moulds   for  briquettes  should  be  made  of  brass.     They  are 

either  single,  or  in  gangs  of  three  or  four.     A  simple  form  is 

shown  in  Fig.  12,  which  is  the  mould  adopted  by  the  Committee 
of  the  American  Society  of  Civil  Engineers. 

Normal  Consistency  of  Mortar. — The  amount *of  water  necessary 

to  make  the  strongest  mortars  varies  with  each  cement,  and  is 


Fig.  12. — Gang  Mould  for  Standard  Cement  Briquettes. 

usually  expressed  in  percentages  by  weight.  No  fixed  per- 
centage can  be  adopted,  hence  it  is  customary  to  mix  with  vary- 
ing amounts  of  water  until  a  certain  normal  consistency  of  mor- 
tar is  secured.  The  amount  of  water  necessary  to  bring  differ- 
ent cements  to  the  same  consistency  varies  with  the  composition, 
age,  fineness,  etc.,  so  that  the  amount  of  water  must  be  de- 
termined experimentally  in  each  case.  A  normal  consistency 
determined  by  what  is  called  the  *'ball  method,"  is  secured  in 
the  following  manner:  Cement  paste  is  mixed  to  such  a  degree 
of  plasticity  that  when  a  ball  of  the  paste,  about  2  ins.  in 
diameter,  is  dropf)ed  upon  a  hard  surface  from  a  height  of  2  ft., 
it  will  not  crack  or  flatten  to  more  than  half  its  original  thick- 
ness. This  determination  is  extremely  siinple,  easy  to  make, 
may  be  readily  distinguished,  is  suitable  for  moulding,  and,  in 
the  hands  of  an  experienced  operator,  is  extremely  accurate. 
Method   of   Mixing. — The    proportions   of   cement,    sand   and 
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water  should  be  carefully  dcterniine<l  by  weight,  the  sand  and 
cement  mixed  dry,  and  the  water  added  all  at  once.  The  mix- 
ing must  be  rapid  and  thorongli.  and  the  mortar,  which  should  be 
stiff  and  plastic,  should  be  firmly  pressed  into  moulds  with  a 
trowel,  without  ramming,  and  striiclc  off  level.  It  will  be  found 
that  if  the  mixing  be  rapid,  it  need  only  continue  for  about  one 


Fig.  13.— Improved  Form  o[  Falrtanhs  Testing  Machine. 

and  one  half  minutes.  The  mixing  should  be  done  upon  a  glass 
cr  slate  slab,  and  the  hands  should  be  protected  by  rubber  gloves. 

Storing  Briqnettei, — It  is  customary  to  store  the  briquettes 
immediately  after  making  in  a  damp  atmosphere  for  24  hours. 
They  are  then  immersed  in  water  until  tested.  The  reason  for 
this  is  to  secure  uniformity  of  setting,  and  to  prevent  the  dry- 
ing out  too  quickly  of  the  cement,  thereby  preventing  shrinkage, 
cracks  and  greatly  reducing  the  strength.  To  keep  the  samples 
damp  when  a  suitable  closet  is  not  available,  the  briquettes  are 
sometimes  covered  with  a  wet  cloth  havin.g  its  ends  dipped  in 
water. 

Testing  Machines. — A  large  variety  of  testing  machines  is  en 
the  market,  ail  of  which  are  quite  expensive.    Any  one  of  them 
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will,  if  properly  used,  give  satisfactory  results.  Figure  13  shows 
a  cut  of  the  improved  Fairbanks  machine,  which  will  prove  very 
satisfactory  for  ordinary  testing  purposes. 

The  method  of  operation  of  this  machine  is  as  follows:  The 
briquette  is  placed  in  the  claipps,  and  adjustment  is  made  by 
the  hand  wheel  P  until  the  indicators  are  in  line.  By  means 
of  the  hook  lever  Y,  the  worm  is  engaged  with  the  gear;  the 
shot  valve  is  opened,  allowing  the  shot  to  run  into  the  bucket, 
the  crank  is  turned  with  sufficient  speed  to  hold  the  beam  in 
equilibrium  until  the  briquette  is  broken. 

After  the  specimen  has  broken,  the  cup  with  its  shot  is  re- 
moved and  hung  on  the  hook  under  the  large  ball,  and  the 
weight  of  the  shot  as  given  on  the  graduated  beam  shows  the 
number  of  pounds  required  to  break  the  specimen.     A  homc- 


Flg.  14. — Home-Made  Cement  Testing  Machine. 

made  testing  machine  of  low  cost,  devised  by  F.  W.  Bruce,  is 
shown  in  V'xg.  14. 

This  machine  consists  of  a  counterpoised  wooden  lever,  10  ft. 
long,  working  on  a  horizontal  pin  between  two  broad  uprights 
20  ins.  from  one  end.  Along  the  top  of  the  arm  runs 
a  grooved  wheel  carrying  a  weight.  The  distance  from  the  ful- 
crum in  feet  and  inches  is  marked  on  the  surface  of  the  lever. 
A  clip  for  tensile  tests  is  suspended  from  the  short  arm,  18 
ins.  from  the  fulcrum.  The  lower  clip  is  fastened  to  the 
bed  plate.  The  rail  on  which  tlie  wheel  runs  is  a  piece  of  light 
T-iron,  fastened  on  top  of  tlie  lever.  The  pin  is  iron,  and  the 
pin  holes  are  reinforced  with  iron  washers.  The  clamps  are 
wood,  and  are  fastened  by  clevis  joints  to  the  lever  arm  and  bed- 
plate respectively.  With  care,  very  uniform  results  may  be  ob- 
tained with  this  machine. 

Strength  of  Cement  Mortan. — In  making  tensile  tests  the  pri- 
mary object  is  to  ascertain  the  strength  which  will  develop  within 
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a  certain  time.  By  determining  the  gain  in  strength  between 
different  dates  of  testing,  some  idea  may  be  obtained  of  the  ulti- 
mate strength  which  the  cement  will  attain.  In  no  case  should 
a  cement  decrease  in  strength.  Again,  it  should  be  remembered 
that  the  strength  shown  by  a  single  test  may  not  necessarily 
give  a  true  indication  of  the  value.  Too  high  values  for  the 
one-day  and  seven-day  neat  cement  tests  should  be  regarded 
with  suspicion,  as  the  great  strength  is  probably  due  to  high 
liming,  and  the  cement  will  after  a  time  lose  much  of  its  early 
strength. 

Specifications  for  tensile  strength  of  cement  usually  stipulate 
that  the  materials  must  pass  a  minimum  strength  requirement 
at  7  and  28  days.  The  limit  set  is  often  so  low  that  all  but  the 
poorest  cements  easily  fulfill  the  requirement.  W.  Purves  Taylor 
states  that  **the  proper  grounds  for  the  judgment  of  the  tests 
of  tensile  strength  are  four  in  number:  (i)  That  both  neat 
and  sand  briquettes  shall  pass  a  minimum  specification  at  7  and 
28  days;  (2)  that  the  neat  value  at  7  days  shall  not  be  exces- 
sively great;  (3)  that  there  shall  be  no  retrogression  in  the  neat 
strength  between  7  and  28  days,  and  (4)  that  the  strength  of 
tbe  sand  briquettes  between  these  periods  shall  increase  at  least 
10  or  15  per  cent."  It  must  be  remembered  that  the  sand  test  is 
the  true  criterion  of  strength,  and  no  cement  failing  to  pass 
this  test  should  be  accepted,  even  though  the  neat  tests  are  satis- 
factory. If,  however,. the  sand  tests  pass,  and  the  neat  fail,  it 
may  at  times  be  justifiable  to  use  the  material  if  it  passes  the 
tests  for  soundness  satisfactorily.  Mr.  Taylor  also  gives  the 
following  rules  for  accepting  or  rejecting  material  on  the  re- 
sults of  tensile  tests: 

"At  7  days: — Reject  on  decidedly  low  sand  strength.  Hold 
for  28  days  on  low  or  excessively  high  neat  strength,  or  a  sand 
strength  barely  failing  to  pass  requirements." 

**At  28  days: — Reject  on  failure  in  either  neat  or  sand 
strengths.  Reject  on  retrogression  in  sand  strength,  even  if 
passing  the  28  day  requirements." 

''Reject  on  retrogression  iii  neat  strength,  if  there  is  any  other 
indication  of  poor  quality,  or  if  the  7-day  test  is  low ;  otherwise 
accept." 

"Accept  if  failing  slightly  in  either  neat  or  sand  at  7  days  and 
passing  at  28  days." 


34  CONCRETE    AND    REINFORCED    CONCRETE, 

A  first-class  cement  when  tested  should  give  approximately  the 
following  values  for  tensile  strength  per  square  inch : 

PORTLAND  CEMENT. 
Neat. 
Age.  Strength. 

24  hours  (in  moist  air)    : 175  lbs. 

7  days     (I  day  in  moist  air,  6  days  in  water) 500    *' 

28  days     (i  day  in  moist  air,  2y  days  in  water) 600    " 

One  Part  Cement,  Three  Parts  Sand. 

Age.  Strength. 

7  days     (i  day  in  moist  air,  6  days  in  water) 170  lbs. 

28  days     (i  day  in  moist  air,  27  days  in  water) 240    '* 

NATURAL  CEMENT. 

Neat. 

Age.  Strength. 

24  hours  (in  moist  air)    40  lbs. 

7  days     (1  day  in  moist  air,  6  days  in  water) 125     " 

28  days     (i  day  in  moist  air,  27  days  in  water) 225     " 

One   Part  Cement,  Two  Parts  Sand. 

Age.  Strength. 

7  days     (i  day  in  moist  air,  6  days  in  water) 75  lbs. 

28  day*     (I  day  in  moist  air,  27  days  in  water) 140    " 

SLAG  CEMENT. 

Neat. 

Age.  Strength. 

7  days     (i  day  in  moist  air,  6  days  in  water) 350  lbs. 

28  days     (i  day  in  moist  air,  27  daysSn  water) 500    ** 

One  Part  Cement,  Three  Parts  Sand. 
Age.  Strength. 

7  days     (i  day  in  moist  air,  6  days  in  water) 140  lbs. 

28  days     (i  day  in  moist  air,  27  days  in  water) 220    ** 

Myron  S.  Falk  states*  that  cement  and  cement  mixtures  at- 
tain a  strength  not  differing  greatly  from  the  ultimate  strength 
within  a  period  of  three  months  from  the  time  of  setting,  and 
practically  within  a  month  or  so  after  this  period  no  appreciable 
change  of  strength  takes  place. 

Compressive  Strength  of  Neat  Cement. — The  compressive 
strength  of  Portland  cement  bears  a  varying  ratio  to  its  tensile 
strength.  The  compressive  strength  usually  increases  faster  than 
the  tensile  strength,  but  this  ratio  does  not  vary  much  from  a 
fixed  quantity,  which  may  be  taken  as  10.  Table  I.,  taken  from 
the  Watertown  Arsenal  Report  of  1902,  gives  values  of  the 
ratio  between  tensile  and  compressive  strengths  of  neat  cement 
mortars.  Ten  specimens  of  each  kind  were  tested  with  varying 
percentages  of  water  and  at  different  ages. 
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The  shearing  strength  of  cement  is  somewhat  greater  than 
the  tensile  strength.  According  to  Bauschinger,  in  the  Proceed- 
ings of  the  Munich  Technical  Institute,  its  value  is  from  1.03 
to  1.57  that  of  the  tensile  strength.  A  value  of  1.25  times  the 
tensile  strength  may  be  taken  as  a  safe  average  value  for  the 
shearing  strength  of  cement  mortar. 

Chemical  Composition  of  Cement. — The  chemical  composition 
is  one  of  the  most  important  guides  in  determining  the  character 
of  a  cement,  and  an  analysis  should  always  be  carefully  made 
when  large  quantities  are  to  be  used.  The  proportion  of  mag- 
nesia and  anhydrous  sulphuric  acid,  and  of  soluble  silica  and 
alumina,  to  the  lime  should  be  determined.  It  is  customary  for 
cement  chemists  to  grind  up  as  fine  as  possible  a  given  sample 
of  cement,  then  determine  the  percentages  of  silica,  alumina, 
lime,  etc.  A  proper  method  of  analysis  would  seem  to  be  to 
determine  the  character  of  the  cement  as  it  is  used  without 
pulverizing  or  otherwise  changing  its  physical  character.  The 
free  silica  should  be  separated  from  the  mixture  and  the  pro- 
portion of  combined  silica  carefully  determined,  for  it  alone  is  an 
active  agent,  the  free  silica  being  inert  and  acting  only  as  so  much 
free  sand. 

The  following  table  shows  both  the  chemical  composition  as 
it  is  usually  given,  and  as  shown  by  an  analysis,  in  which  the 
free  and  combined  silicas  are  separated : 

123  4  «> 

Silica SiO,  21.90                      Soluble  (SiOj) 1845 

AJomina A.1,0,  7.89)  o         Aluminaand  Iron  Oxides)          ^ 

Iron  Oxides Fe.O,  3.09^       ^             Al.O,  -f  Fe,  O., >    ^  4^ 

Lime CaO.  62.04                      CaO 61.80 

Magnesia MgO.  2.33                      Ms;0 1.78 

Solpharic  Oxide. .  SO,  1.49                     SO, 1.87 

SiO,  Insoluble  in  10,"^  HCl.  .       4.38 
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Column  3  shows  the  average  composition  of  ii  well-known 
American  cements,  and  column  5  shows  the  average  composition 
of  7  high-class  American  cements. 

Gypsum  is  sometimes  added  to  a  cement  to  increase  its  time  of 
setting.  When  gypsum  is  used,  an  excess  of  lime  is  sometimes 
added  to  hide  it.  The  addition  of  a  solution  of  carbonate  of 
soda  to  a  cement  adulterated  with  gypsum  will  again  cause  it 
to  set  quickly. 

Literature  on  Cement  Testing. — Burr,  William  H.  The  Elas- 
ticity and  Resistance  of  the  Materials  of  Engineering.  John 
Wiley  &  Sons,  New  York,  1903.  (Chiefly  mathematical,  little 
practical  data.) 

Butler,  David  B.  Portland  Cement,  Its  Manufacture,  Testing 
and  Use.  Spon  &  Chamberlain,  London,  1906.  (Gives  English 
methods  and  practice  in  manufacture  and  testing.) 

Falk,  Myron  S.  Cements,  Mortars  and  Concrete,  1904.  (Data 
on  investigations  of  physical  properties.) 

Grant,  John.  Portland  Cement,  Its  Nature,  Tests  and  Uses. 
E.  &  F'.  N.  Spon,  London,  1875.  (Data  on  strength  of  cement, 
chiefly  historical.) 

Johnson,  J.  B.  The  Materials  of  Construction.  John  Wiley 
&  Sons,  New  York,  i8q8.  (Mathematical  discussion,  general 
description,  and  many  valuable  data.) 

Jameson,  Chas.  D.  Portland  Cement,  Its  Manufacture  and 
Use.  D.  \'an  Nostrand  Co.,  New  York,  1898.  (A  concise  treatise 
on  the  properties  and  methods  of  testing  of  Portland  cement.) 

Meade,  Richard  K.  The  Examination  of  Portland  Cement. 
The  Chemical  Publishing  Co.,  Easton,  Pa.,  1906.  (Methods  of 
chemical  analysis.) 

Sabin,  Louis  C.  Cement  and  Concrete.  McGraw  Publishing 
Co.,  New  York,  1905.  (Valuable  data  on  the  properties  of  ce- 
ment and  their  application  to  practical  construction.) 

Spalding,  Frederick  P.  Hydraulic  Cement,  Its  Properties, 
Testing  and  Use.  John  Wiley  &  Sons,  New  York,  1906.  (The 
nature  and  testing  of  cement — no  data.) 

Taylor,  Frederick  W.  and  .San ford  E.  Thompson.  A  Treatise 
on  Concrete,  Plain  and  Reinforced.  John  Wiley  &  Sons,  New 
York,  1904.  (  Data  on  cement  and  concrete  and  practical  appli- 
cation to  construction  work.) 

Taylor,  W.  Purves.  Practical  Cement  Testing.  The  Myron 
C.  Qark  Publishing  Co.,  New  York,  1906.  (A  complete  treatise 
on  modem  cemc 
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The  santl  and  stone  in  concrete  are  called  the  aggregate. 

It  is  necessary  that  the  aggregate  for  reinforced  concrete  be 
selected  with  great  care,  for  no  matter  how  much  or  ho>^  good 
the  cement,  if  the  aggregate  be  of  weak  or  inferior  material,  the 
concrete  will  be  of  poor  quality.  The  materials  which  may  be 
easily  obtained  near  the  locality  in  which  the  structure  is  to  be 
erected  are  often  not  of  the  best;  but,  if  properly  used,  will 
prove  satisfactory. 

Tests  should  be  made  to  determine  the  strength  of  concrete 
made  of  the  available  materials ;  and  if  the  strength  thus  de- 
termined is  used  in  the  design,  a  satisfactory  structure  may  often 
be  secured,  the  cost  of  which  will  be  considerably  less  than  when 
first-class  materials  brought  from  great  distances  are  used. 
Sometimes  cinder  is  used  in  place  of  the  broken  stone  or  gravel 
for  light  weight  floors. 

Definition  of  Mixtures. — When  mixtures  of  cement,  sand, 
gravel  or  broken  stone  are  proportioned  by  volume,  it  is  cus- 
tomary to  designate  them  in  multiples  of  the  cement,  which  is 
taken  as  the  unit  of  measure.  Thus  a  1:2:5  mixture  consists 
of  I  part  by  volume  of  cement,  2  parts  of  sand  and  5  of  broken 
stone  or  gravel.  A  i  :  3  mixture  consists  of  i  part  of  cement 
by  volume  to  3  parts  of  sand.  When  the  sand  and  gravel  are 
mixed  together  and  not  screened,  as  is  often  the  practice  in 
Europe,  the  mixture  is  spoken  of  as  a  1:3  or  1:4  mixture, 
whichever  it  may  be  as  in  speaking  of  mortars. 

Sand:  Size  and  Shape  of  Grains. — Sand  is  used  to  fill  the  voids 
in  the  stone  or  gravel  aggregate,  and  reduce  the  amount  of  ce- 
ment required.  The  usual  specifications  for  sand  require  that 
it  shall  be  clean,  sharp,  coarse,  and  free  from  loam,  clay  and 
rJl  vegetable  matters.  However,  it  is  not  essential  that  the  sand 
be  sharp  and  angular.  The  highest  tests  with  cement  have  been 
obtained  with  sand  having  rounded  grains  with  a  dull  surface. 
The  rounded  grains  pack  more  closely  than  the  angular  grains, 
thus  giving  a  smaller  percentage  of  voids. 
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To  secure  a  minimum  of  voids,  a  mixed  size  of  grain  from 
fine  to  coarse  should  be  used.  Such  a  sand  is  better  than  one 
liaving  grains  of  uniform  size,  and  gives  as  great  or  greater 
strength  than  a  coarse  sand.  A  fine  sand  does  not  give  as  great 
strength  as  coarse  or  mixed  sized  grains.  Sand  of  unifonn  size 
and  fine  enough  to  pass  a  No.  40  sieve  gives  about  20  per  cent, 
less  strength  than  the  larger  sizes.  There  is  no  appreciable 
variation  in  strength  when  using  different  sized  sands  whose 
grains  will  not  pass  a  No.  40  sieve.  Hence  it  is  not  always 
essential  that  the  sand  be  extremelv  coarse. 

Effect  of  Loam  in  Sand. — It  has  been  recognized  by  engineers 
for  a  number  of  years  that  the  presence  of  moderate  quantities  of 
clay  or  loam  in  sand  or  gravel  has  no  injurious  effect  on  mortars 
and  concrete.  Recent  tests  seem  to  confirm  this  opinion.  A 
series  of  tests  made  by  J.  C.  Hain,  Assoc.  M.,  Am.  Soc.  C.  E., 
show  that  sand  containing  loam  is  equal,  or  superior  to,  clean 
sand.  Tests  were  made  on  1:2  and  i :  3  mortar,  comparing 
clean  sand  with  sands  containing  2,  5,  10,  and  20  per  cent,  of 
loam.  A  1 :  2  mortar  of  clean  sand  gave  slightly  better  and  more 
uniform  results.  The  i :  3  mortar,  with  sand  containing  up  to 
20  per  cent  of  loam  by  weight,  gave  as  high  averages  as  clean 
sand,  but  the  results  were  not  as  uniform  as  the  latter.  Tests 
were  also  made  with  sand  from  different  pits,  and  containing 
from  2.5  to  y.y  per  cent,  of  loam  and  clay.  The  sands  contain- 
ing the  highest  percentages  of  impurities  gave  the  best  results. 

Prof.  Sherman,  Ohio  State  University  (Eng.  News,  Nov.  19, 
1903),  reports  tests  on  i :  3  cement  mortars  made  with  various 
percentages  of  clay  and  loam  up  to  15  per  cent,  of  the  sand, 
and  states  that  of  y2  tests,  only  5  fell  below  the  tensile  strength 
of  mortar  containing  no  impurities.  He  concludes  that  clay  or 
loam  up  to  15  per  cent,  is  beneficial  to  cement  mortars.  Hence 
we  may  conclude  that  clay  or  loam  in  moderate  quantities  will 
not  be  injurious  to  mortar  or  concrete,  if  the  concrete  be  thor- 
cughly  mixed  and  wet.  It  will  be  well,  therefore,  to  make  tests 
of  sands  containing  impurities  and  coni[)are  results  with  tests  on 
washed  and  standard  sands  before  deciding  against  the  use  ot 
the  former,  when  they  may,  on  account  of  their  proximity  to  the 
work,  prove  economic. 

Care  should  be  taken  in  the  selection  of  sands  to  exclude  all 
those  which  have  come  in  contact  with  acid  or  alkali  solutions, 
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TABLE  ir. 
SHOWING     EFFECT     OF     LOAM     AND     CLAY     ON     TENSILE 

STRENGTH  OF  CEMENT  MORTAR. 

Old  Shipment. 
' 7  Days >     4 28  Days > 

No.  I.  No.  2.  No.  3.     No.  I.    No.  2.  No.  3. 

Lbs.     Lbs.      Lbs.        Lb*:.      Lbs.  Lbs. 

Sand  and  cement,  3  to  i 170        166        190        240        240  260 

180        168        191        245        236  265 

Sand  with  5%   loam 187        250        

183         ...         ...         245 

Sand  with  10%  loam 165         241 

Sand  with  15%  loam 203         275 

■  •  •         •  •  •        '^  1  \j         •  •  •         •  •  •  ^y  ^ 

New  Shipment. 

Test  completed Sept.  7th,  Nov.  5th,  Feb.  sth, 

1904.                         1904.  1905. 

Age  of  briquette  when  broken 7  days.     28  days.     3  mos.  6  mcs. 

' Strength > 

Lbs.           Lbs.          Lbs.  Lbs. 

Sand  and  cement,  3  to  i 210            316            350  339 

207            337           32S  346 

5%  Clay 220     356     341  340 

218     343     336  334 

5%  Loam  • 208     367     309  316 

201     359     321  320 

10%  Clay  210     321     329  327  , 

213     330     33^  334 

10%  Loam  200     369     320  330 

207  365     329   •  331 
15%  Clay  200     296'     270.  225 

208  301     260  ■  220 
15%  Loam  202     365     321  319 

205     368     328  315 

20%  Clay  T84     262     250  200 

189     267     258  216 

20%  Loam 220     370     250  230 

216     372           241  225 

25%  Clay  172     240     230  175 

t66     251     216  160 

25%  Loam 221     373            239  222 

218     375     248  217 

30%  Loam  ., 220     361     256  210 

225     350     250  216 

35%  Loam 205     300     239  220 

198     306     248  2:2 

40%  Loam  T98     290     240  198 

i8q     279     232  213 
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Effect  of  Clay  and  Loam. — The  foregoing  tests  (Table  II)  are 
from  the  report  on  Defences  of  Galveston,  Texas,  by  Capt.  Edgar 
Jadwin,  Corps  of  Engineers.  (See  Report  of  Chief  Engineers, 
U.  S.  A.,  for  1905.) 

The  cement  used  was  **Double  Anchor"  German  brand;  the 
sand,  standard  quality;  the  clay  was  taken  from  the  cutter  of  a 
dredge  working  in  Galveston  Channel ;  the  loam  was  heavy  black 
soil  from  the  main  land.  Both  loam  and  clay  were  thoroughly 
pulverized,  free  apparently  from  all  vegetable  matter  and  sand, 
and.  sifted  to  remove  lumps.  All  briquettes  were  made  from  one 
sample  on  the  same  day  under  the  same  conditions.  The  clay 
acted  so  unsatisfactorily  during  the  working  of  the  25  per  cent, 
batch  that  no  more  briquettes  were  made  for  this  particular  test, 
but  the  loam  was  continued  to  40  per  cent.  Two  shipments  of 
cement  were  employed  in  the  tests. 

As  will  -be  seen,  the  loam  mixtures  retained  their  strength  up 
to  35  per  cent,  for  7  and  28  days  and  3  months,  but  for  6  months 
test§,  appear  to  lose  their  strength  when  more  than  from  10  to 
15  f)er  cent,  of  loam  was  used.  The  clay  mixtures  decreased  in 
strength  when  more  than  10  to  15  per  cent.  of.  clay  was  used. 
For  lower  percentages  than  these  in  almost  all  cases  the  mix- 
tures containing  impurities  were  stronger  than  the  clean  i :  3 
sand  mixture. 

Effect  of  Coal  in  Sand. — In  the  construction  of  the  Harrisburg 
sewer  (see  index  under  Sewers),  the  sand  used  for  the  concrete 
was  dredged  from  the  Susquehanna  River  near  by,  and  contained 
from  12  ..to  18  per  cent,  of  fine  anthracite  coal.  A  series  of 
special  tests  was  made  on  this  sand  to  determine  the  effect  of 
the  presence  of  the  coal  on  its  tensile  strength.  The  sand  was 
first  washed  and  screened  to  remove  the  coal,  only  that  passing 
a  No.  24  sieve,  and  retained  on  a  Xo.  30,  being  used.  The  coal 
thus  removed  was  likewise  screened,  and  that  passing  a  Xo. 
TO  sieve,  and  retained  on  a  Xo.  24,  was  used.  All  the  cement 
used  for  these  tests  was  taken  from  the  same  bag  of  Lehigh  Port- 
land cement,  which  gave  the  following  strength  neat  and  mixed 
I  to  3  with  standard  sand : 


I  day,    neat    354  lbs. 

7  days,    neat    686 

7  days,  standard  sand   1:3    183.5 

28  days,    standard    sand   1:3    272 
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The  test  briquettes  were  made  up  of  one  part  Lehigh  Port- 
land cement  to  three  parts  of  sand,  the  sand  containing  varying 
percentages  of  coal  from  o  to  100  per  cent.  It  was  found  that 
there  was  no  apparent  decrease  in  strength  when  from  o  to  28 
per  cent,  of  coal  was  mixed  with  the  sand,  but'  there  was  a  grad- 
ual diminution  in  strength  as  more  coal,  up  to  100  per  cent,  was 
added.  The  final  strength  for  100  per  cent,  of  coal  was  about  one- 
fifth  of  the  strength  of  the  clean  sand  mixture. 

Sand  Washing. — ^When  only  dirty  sand  is  available,  and  clean 
sand  can  only  be  obtained  at  a  high  cost,  the  dirty  sand  may  be 
washed.  When  the  quantity  of  sand  to  be  used  is  not  large,  the 
washing  may  be  done  with  a  hose.  A  tank  may  be  built  about 
8  ft.  wide  and  15  ft.  long,  with  a  bottom  having  a  total  slope 
of  about  8  ins.  in  its  length.  The  sides  should  be  about  8 
ins.  high  at  the  lower  end,  and  increase  gradually  to  a  height 
of  3  ft.  at  the  upper  end.  The  lower  end  of  the  tank  should 
be  closed  with  a  gate  about  6  ins.  high,  sliding  in  guides,  so 
that  it  can  be  removed.  About  3  cu.  yds.  of  the  dirty  sand 
are  dumped  on  the  upper  end  of  the  platform,  and  a  stream  of 
water  from  a  ^-in.  hose  played  upon  it,  the  man  standing  at 
the  outside  of  the  tank  near  its  lower  end.  The  water  and  sand 
flow  down  the  platform,  and  the  dirt  passes  off  with  the  over- 
flow of  water  over  the  gate.  It  will  take  about  an  hour  to  wash 
the  3  cu.  yd.  batch  of  sand.  If  two  platforms  are  used 
the  washing  may  be  continuous.  Halbert  P.  Gillette  states,* 
that,  when  the  operation  is  continuous,  one  man  can  wash  jo  cubic 
yards  a  day  at  a  cost  of  5  cents  per  cubic  yard  for  his  labor. 
The  cost  of  shoveling  and  extra  hauling,  due  to  the  location  of 
the  washer,  must  be  taken  into  account.  When  the  water  is 
pumped,  about  10  cents  more  per  cubic  yard  will  be  spent  for 
coal  and  wages,  making  a  total  of  about  25  cents  per  cubic  yard. 

When  large  quantities  of  sand  are  to  be  washed,  expensive 
machinery  of  special  design  is  used,  and  greatly  reduces  the 
cost  of  washing.  Mr.  H.  W.  Roper  states  that  the  cost  of 
washing  sand  for  U.  S.  Lock  No.  3,  at  Springdale,  Pa.,  with 
a  specially  designed  washer,  was  7  cents  per  cubic  yard. 

Concrete  mixers  are  often  used  for  washing  sand,  it  being 
dumped  into  the  machine  in  the  usual  manner.  Water 
h  then  turned  on,  and  when  it  overflows  at  the  discharge  end 

•"Hand  Book  of  Cost  Data."  New  York.   1905. 
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the  machine  is  started.  The  dirt  is  separated  from  th^  sand  by 
this  operation,  and  is  carried  off  by  the  overflow  of  water.  When 
the  water  runs  clear,  the  washing  is  completed,  and  the  sand  is 
dumped  in  the  usual  manner. 

Cost  of  Sand. — The  cost  of  sand  varies  with  the  locality.  The 
prevailing  price  at  which  sand  is  sold  in  New  York  City  averages 
Si.oo  per  cubic  yard  delivered  at  the  work.  The  items  which 
go  to  make  up  the  cost  of  sand  are :  ( i )  Cost  of  loading  in  the 
pit;  (2)  cost  of  hauling  in  wagons;  (3)  cost  of  freight;  (4) 
cost  of  rehandling;  (5)  cost  of  screening  and  washing  when 
necessary;  and  (6)  cost  of  pit  charges,  or  pit  rental.  The  fol- 
lowing data  are  furnished  by  Gillette.*  Cost  of  loading  into 
wagons  will  average  about  10  cents  per  cubic  yard  for  either 
sand  or  broken  stone,  wages  being  15  cents  per  hour. 

The  cost  of  hauling  in  wagons  may  be  taken  at  28  cents  per 
cubic  yard,  per  mile,  wages  of  team  and  driver  being  35  cents  per 
hour.  Freight  rate  must  be  obtained  for  each  individual  case. 
The  cost  of  rehandling  will  be  as  much  (or  more,  depending 
upon  conditions)  as  the  original  cost  of  loading.  Screening 
necessitates  an  additional  handling  at  a  slightly  greater  cost,  as 
the  sand  is  thrown  against  an  inclined  screen.  The  cost  of  wash- 
ing, as  stated  above,  may  be  taken  at  the  outside  at  25  cents  per 
cubic  yard.  The  above  data,  together  with  the  cost  of  sand  in 
the  pit,  will  enable  an  estimate  to  be  made  of  the  cost  of  sand 
in  each  individual  case. 

Stone  Dust  vs.  Sand.- — It  was  formerly  supposed  that  the  pres- 
ence of  stone  dust  in  mortars  and  concretes  was  not  only  unde- 
sirable, but  injurious.  The  dust  was  therefore  screened  out  and 
replaced  by  sand.  Numerous  tests,  made  during  the-  past  few 
years,  show  that  mortars  containing  stone  diist  are  almost  al- 
ways superior  in  strength  to  those  made  of  sand.  Harry  Taylor, 
M.  Am.  Soc.  C.  E.,  Capt.  Corps  of  Engineers,  U.  S.  A.,  tested 
1,650  briquettes  of  1:3,  i :  4,  and  i :  5  mortars  at  i,  3,  6  and  12 
months,  using  crusher  dust,  standard  crushed  quartz  and  Plum 
Island  sand.  The  briquettes  made  with  crusher  dust  had  an 
average  strength  y2  per  cent,  greater  than  crushed  quartz  bri- 
quettes, and  2.3  times  greater  than  Plum  Island  sand  briquettes. 
A  1:5  mixture  with  stone  dust  proved  stronger  than  a  i :  3  mix- 

•••Hand  Book  of  Cost  Data." 
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ture  with  crushed  qtiartz.  Many  other  tests  might  be  cited 
which  show  results  equal  to  or  greater  than  those  quoted  above. 

Capt.  John  S.  Seweil,  Corps  of  Engineers,  U.  S.  A.,  states 
that  while  using  crushed  gneiss  the  dust  was  found  to  contain 
minute  flakes  of  mica,  which  when  wet  behaved  like  quick-sand, 
and  when  used  in  any  quantity  **killed"  the  cement  so  that  it 
hardly  set  at  all.  This  is  a  rare  case,  however,  and  undoubtedly 
in  the  use  of  almost  all  kinds  of  stone  the  dust  can  be  employed 
with  economy  and  no  loss  of  strength. 

Stone  and  Gravel. — Either  broken  stone  or  gravel  may  be  used 
in  making  concrete.  Whichever  material  is  used,  it  should  be 
hard  and  free  from  soft  particles  and  all  impurities.  The  strong- 
e«5t  concretes  are  made  from  the  hardest  stone,  crushed,  flint, 
quartz  and  trap  rock  giving  better  results  than  sandstone  or  lime- 
stone. Limestone  should  not  be  used  for  concrete  employed  in 
the  construction  of  fireproof  buildings  or  structures  liable  to  be 
subjected  to  fire,  as  there  is  danger  of  this  material  calcining 
when  subjected  to  high  temperatures.  The  writer  has  seen  lime- 
stone concrete  used  for  a  fireproof  floor  which  after  being  sub- 
jected to  extreme  heat  was  so  thoroughly  calcined  that  the  mass 
remaining  after  the  fire  had  the  appearance  and  consistency  of 
freshlv  burned  lime. 

Mixed  sizes  of  stone  should  be  employed,  as,  by  their  use,  a 
minimum  of  voids  is  obtained,  and  less  mortar  is  needed  to  fill 
them.  If  the  material  be  uniformly  graded,  screening  is  not  nec- 
essary. In  fact,  many  competent  engineers  use  unscreened  stone 
entirely,  not  even  excluding  the  dust  from  the  crusher. 

Thorough  mixing,  however,  must  be  insisted  upon,  as  it  dis- 
tributes the  fine  particles  of  dust  throughout  the  mass,  fills  the 
voids  of  the  aggregate  and  increases  the  strength. 

Gravel  vs.  Broken  Stone. — Many  engineers  consider  broken 
stone  superior  to  gravel  for  concrete.  Spencer  B.  Newberry 
states  that  "good  quartz  gravel  is  harder  than  any  broken  stone, 
except  trap  or  quartzite,  and  owing  to  its  rounded  form  contains 
much  less  voids  than  stone.''  There  is  no  ground  for  believing 
that  rounded  stone  or  rounded  sand  gives  less  strength  with 
cement  than  material  composed  of  angular  fragments.  Certain 
natural  sands,  with  nearly  spherical  grains,  show  mucli  higher 
tests  with  cement  than  angular  crushed  nuartz.  A  sufficient 
number  of  comparative  tests  of  crushed  stone  and  gravel  concrete 
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are  not  available,  but  the  many  examples* of  faultless  work  with 
cement,  sand  and  gravel  show  that  there  is  no  need  of  going  to  a 
distance  for  costly  crushed  stone    when  gravel  is  available. 

Mr.  E.  P.  Goodrich,  M.  Am.  Soc.  C.  E.,  states  that  he  made 
comparative  tests  on  a  large  number  of  12-in.  briquettes  made 
of  gravel  and  of  broken  stone  concrete.  Tests  were  also  made 
on  beams.  The  briquettes  and  beams  of  gravel  and  broken  trap 
were  prepared  in  a  similar  manner  and  broken  as  nearly  as  |X)s- 
sible  under  identical  conditions.  It  was  found  that  the  average 
values  of  the  strength  for  the  gravel  concrete  was  higher  than 
for  the  concrete  made  from  broken  trap  rock.  In  many  cases 
quartz  pebbles  in  the  gravel  concrete  were  broken,  while  the 
angular  stones  of  the  broken  stone  concrete  were  not. 

The  specifications  of  the  New  York  Rapid  Transit  Railway 
Commission,  Contract  No.  2,  for  concrete  and  reinforced  con- 
crete, permit  the  use  of  either  screened  gravel  or  broken  stone. 
The  proportions  used  for  roof  and  sidewalls  are  i  cement,  3  sand 
and  4  broken  stone  or  gravel.  Gravel  is  extensively  used  by  Eu- 
ropean engineers. 

Gravel  should  be  screened  when  the  concrete  is  to  be  used  in  a 
structure  where  accuracy  of  proportion  is  important. 

Broken  stone  should  be  of  hard,  close  grained  quality,  clean 
and  free  from  argillaceous  matter. 

In  reinforced  concrete  the  broken  stone  or  screened  gravel  for 
the  concrete  surrounding  the  reinforcement  ought  never  to  be 
hrger  than  will  pass  a  3^ -inch  screen  when  the  reinforcement  is 
small,  or  spaced  closed  together,  or  when  placed  near  the  sur- 
face. When  larger  sections  are  employed  the  stone  may  be  in- 
creased in  size,  but  should  not  exceed  what  will  pass  a  ij4->nch 
screen.  The  specifications  of  the  New  York  Rapid  Transit  Rail- 
wav  Commission  limit  the. size  of  the  broken  stone  for  reinforced 
concrete  work  to  that  which  will  pass  a  i-inch  screen.  It  is 
common  practice  to  specify  that  all  the  stone  or  gravel  shall  pass 
a  ^-inch  screen. 

Ashes,  Cinder  and  Coke  Aggregates. — These  aggregates  are 
lighter  than  broken  stone.  Nails  may  be  driven  into  them,  and 
they  may  be  easily  cut  or  chipped.  Their  great  porosity  causes 
concretes  made  with  these  aggregates  to  be  poor  conductors  of 
sound  and  heat.     They  are,  therefore,  good  materials  for  fire- 
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proofing  purposes.  Care  should  be^keti  to  select  ashes  which 
have  been  thoroughly  burned.  Plen^  of  water  should  be  used  in 
mixing  these  concretes,  and  no  ramming  iX  depositing  them  ^ould 
hr  allowed,  as  they  will  be  crushed  thereby.  This  class  ofc  con- 
crete is  mainly  employed  in  the  expanded  metal  and  Matrai  sys- 
tems, and  for  a  large  variety  of  other  floor  systems,  which  are 
used  for  filling  between  steel  beams  and  girders  employed  in  the 
construction  of  fireproof  floors.  It  should  be  remembered,  how- 
ever, that  concretes  constructed  of  these  materials  possess  much 


Fig.   15. — Jaw  Crusher  ol  the  Parrel  Type. 
less  strength  than  when  stone  or  gravel  is  used,  and  their  use 
avoided  where  great  strength  is  required. 

Crniliiiig  Stone. — Stone  may  be  broken  either  by  hand  or  by 
machinery.  The  economy  of  machine  crushing  makes  the  latter 
process  almost  universal.  Two  types  of  crushers  are  in  common 
use ;  ( I )  The  jaw  or  reciprocating  crusher,  sometimes  called  the 
Blake  crusher.'from  the  name  of  the  original  intentor;  and  (2) 
the  gyratory  crusher,  called  the  Gates  crusher,  from  the  name  of 
the  inventor  of  this  type. 

The  jaw  crusher  consists  of  a  strong  iron  frame,  near  one  end 
cf  which  is  a  movable  jaw.  This  jaw  is  moved  backward  and 
forward  a  short  distance  by  means  of  a  toggle  joint  and  eccentric. 
As  the  jaw  recedes  the  opening  increases  and  tlic  stone  descends; 
as  it  returns  toward  the  frame  the  stone  is  crushed  and  drops 
down  as  the  jaw  again  recedes.    The  size  of  the  largest  pieces  ol 
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crushed  stone  is  determined  by  the  distance  between  the  jai 
plates  at  their  lower  edge/  Figure  15  shows  a  common  form  of 
the  Blake  crusher.  In^his  machine  the  size  of  the  stone  is  regu- 
lated by  raising  or  lowering  the  wedge  shown  al  the  right  hand 
side  of  the  figure.  Il  may  also  be  regulated  by  changing  the  size 
of  the  toggles. 
■    In  the  rotary  or  Gates  crusher  the  reciprocating  motion  of  the 


Fig.  Iti.— Ujtaiory  Crusher  ot  tile  Gales  Typt. 
movable  jaw  is  replaced  by  a  gyratory  motion  of  the  movable  jaw 
within  a  conical  or  hopper-shaped  fixed  jaw.  In  this  type  of 
crusher  the  movable  jaw  usually  consists  of  a  cone  suspended  al 
the  top,  and  caused  to  gyrate  within  the  lower  enveloping  sec- 
tion constituting  the  lower  jaw.  The  space  between  tlie  two  jaws 
converges  downward  and  is  annular  in  shape.  The  rocking  and 
rotary  motion  of  the  movable  jaw  within  llic  walls  of  the  cavity 
causes  it  to  be  constantly  approaching  the  fixed  jaw  tin  one  side, 
while  receding  from  it  on  the  other.  The  stone  is  crushed  as 
it  descends,  and  the  breaking  of  the  rock  takes  place  contin- 
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t'.ously  in  some  part  of  the  annular  space  between  the  jaws.  The 
size  of  the  product  is  regulated  by  raising  or  lowering  the  mov- 
able jaw.  The  continuous  crushing  is  one  of  the  advantages 
cf  the  Gates  type  of  crusher  over  the  Blake  crusher,  for  in  the 
latter  the  stone  is  only  crushed  while  the  jaws  approach  each 
ether.  A  disadvantage  of  this  type  consists  of  its  great  weight 
and  consequent  lack  of  portability.  Figure  i6  shows  a  section 
of  the  Gates  or  gyratory  crusher. 

The  highest  economy  in  stone  crushing  will  be  found  to  result 
from  a  proper  location  and  arrangement  of  the  plant.  The  es- 
sential points  to  be  considered  are :  ( i )  the  location  of  the  feed- 


FIs.  17.— Crushing  Plant  with  Elevator. 
ing  platform  at  the  level  of  the  top  of  the  hopper  or  jaws ;  and 
{?.)  the  dumping  platform,  or,  when  a  screen  is  used,  the  loca- 
tion of  the  screen  below,  the  discharging  spout  of  the  machine 
with  ample  facilities  for  the  quick  removal  of  the  crushed  product. 
This  arrangement  may  be  had  on  a  hillside.  When  the  plant 
must  be  located  on  level  ground  an  elevator  is  used  to  raise  the 
broken  stone  from  the  dumping  platform  to  the  mouth  of  the 
screen  {see  Fig.  17).  Figure  18  shows  crushing  plant  in  which 
the  elevator  dumps  the  stone  directly  into  the  bin. 

Cost  of  Stone  Cnuhii^.* — The  cost  of  breaking  stone 
by  hand  will  average  from  50  cents  to  $1.00  per  cubic 
yard,  depending  upon  the  hardness  of  the  stone.  A  skilled  man 
should  break  3  cubic  yards  of  limestone  in  a  10-hour  day.  The 
cost  of  crushing  by  machinery  depends  upon  conditions,  and 
will  average  from  23  to  50  cents  per  cubic  yard.  Where  stone 
must  be  quarried,  it  will  be  found  that  the  quarry  expense  will 
also  average  25  to  50  cents  per  cubic  yard.  ■ 

'ost  or  quarrylag  and  cruchlDB.  see  Olllette's 
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The  price  of  broken  stone  depends  upon  the  locality.  It  seldom 
h  less  than  75  cents  per  cubic  yard  delivered  at  the  work,  and  is 
usually  about  $1  25   but  it  may  be  as  much  as  $2.50,  or  even 


tnd     tlnonon. 


PIK.  IS. — Stone  CrusbiDg  aod  Concrete  Ulxlag  Plnat. 
more  in  rare  cases.     Gravel  is  generally  cheaper  than  broken 


Screening  Stone  or  Gravel. — When  it  is  necessary  to   screen 
sand,  stone  or  gravel,  it  may  be  done  either  by  hand,  the  opera- 
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FlB.  13.— Rotary  Screen. 
'  tion  simply  consisting  of  shoveling  the  material  against  an  in- 
clined screen,  or  by  means  of  large  screens  inclined  at  an  ai^le 
varying  from  35  to  45  degrees,  the  materials  being  dumped  by 
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machinery  upon  the  screen ;  or  rotary  screens  may  be  used.  The 
latter  method  will  generally  be  found  to  be  the  cheapest. 

The  rotary  screen  is  shown  in  Fig.  19.  Holes  of  different 
sizes  are  punched  in  the  circumference  of  the  screen,  the  smallest 
holes  being  near  the  upper  end.  This  enables  the  smaller  sizes 
to  be  screened  out  first,  and  the  larger  stone  remains  until  it 
reaches  the  lower  end  of  the  screen. 

The  cost  of  screening  will  average  from  3  to  8  cents  per  cubic 
3'ard  when  the  rotary  screen  is  used,  and  from  8  to  15  cents 
when  the  screening  is  done  by  hand.  It  will  be  found  that  the 
largest  cost  items  will  be  those  chargeable  to  handling  the  ma- 
terials. Hence  the  plant  should  be  designed  to  obtain  the  high- 
est economy  of  labor. 


CHAPTER  IV. 

PROPORTIONING  CONCRETE. 

In  proportioning  to  obtain  an  ideal  concrete,  the  materials 
composing  the  aggregate  should  be  of  graded  sizes  from 
the  largest  pieces  of  stone  down  to  the  finest  particles  of  sand. 
Such  proportions  of  each  size  should  be  usejl  as  to  produce  the 
least  voids,  hence  the  most  compact  mass.  The  mass  may  then 
be  solidified  by  mixing  with  it  such  an  amount  of  finely  ground 
cement  as  will  thoroughly  coat  each  and  every  particle  of  sand 
and  gravel  or  broken  stone  with  a  film  of  cement  paste,  and  also 
entirely  fill  all  small  voids  remaining  after  the  materials  have 
been  thoroughly  mixed. 

It  is  evident  that,  on  account  of  practical  considerations,  it  will 
h^  impossible  to  secure  an  ideal  concrete,  but  only  to  approxi- 
mate it.  As  a  uniformly  graded  aggregate  can  not  be  had,  it 
is  customary  at  times  to  limit  the  size  of  the  stone,  screening  out 
everything  above  and  below  a  certain  size.  The  amount  of  voids 
in  the  stone  is  then  determined,  and  enough  sand  used  to  fill 
them,  and  sufficient  cement  to  coat  over  all  particles  of  sand  and 
stone  and  fill  all  remaining  voids.  This  operation  is  called  pro- 
portioning the  ingredients,  and  a  mixture  so  proportioned  is  said 
to  be  a  well-balanced  mixture.  The  operation  is  sometimes 
called  balancing.  When  the  proportions  of  the  ingredients  are 
such  as  to  have  all  voids  filled  and  each  and  every  particle  of 
the  aggregate  covered  with  a  film  of  cement,  a  concrete  of  maxi- 
mum strength  will  be  secured,  regardless  of  the  relative  pro- 
portions. 

The  amount  of  water  necessary  to  secure  the  proper  consist- 
ency must  also  be  determined.  The  materials  are  then  mixed  and 
put  in  place. 

Proportioning  Concrete  for  Different  Uses. — The  proportions  of 
the  ingredients  used  will  depend  largely  upon  the  nature  of  the 
work.  When  great  strength  or  a  high  degree  of  impermeability 
i^  required,  a  concrete  very  rich  in  cement  should  be  used.     For 
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many  purposes,  neglecting  the  question  of  cost,  a  concrete  not 
so  rich  in  cetnent  will  fill  all  requirements,  and  is  more  desirable 
as  there  is  less  liability  of  a  change  in  volume,  the  expansion  and 
contraction  on  hardening  being  due  entirely  to  the  cement.  Some 
constructors  use  concrete  with  a  varying  amount  of  cement,  and, 
therefore,  of  varying  strength  in  different  parts  of  the  same 
piece  of  concrete.  A  lean  concrete  is  used  in  the  tensile  part 
of  the  piece,  and  a  concrete  very  rich  in  cement  is  used  where 
the  compression  strains  are  the  highest.  This  is  a  dangerous 
procedure,  as  there  is  a  tendency  to  form  planes  of  cleavage  at 
the  junction  of  two  concretes  of  varying  richness.  Much  better 
results  will  be  secured  if  a  homogeneous  concrete  is  used 
throughout  the  whole  piece. 

For  beams  and  slabs  having  small  thickness,  a  cement  and 
sand  mixture  alone  is  employed ;  and,  for  pieces  of  larger  di- 
mensions, it  has  been  European  practice  to  use  a  cement  and 
gravel  mixture,  the  gravel  being  of  moderate  size  and  containing 
from  25  to  50  per  cent,  of  sand.  Two  methods  of  proportioning 
are  employed  by  European  engineers,  viz..  by  weight  and  by 
volume.  The  latter  method  only  will  be  considered  in  this  book, 
ar  it  is  almost  universally  used  by  American  engineers.  The 
rsual  proportions  employed  for  slabs,  arches,  floors,  etc..  are 
from  I  •  iJ/4  to  I  :  3^  or  1  14^2  cement  and  gravel;  with  sand 
mixtures  the  most  common  proportions  are  i  :  3  or  i  to  3^. 

For  pipes,  Bonna  uses  almost  exclusively  i  cement  to  1.8  gravel 
and  sand.  Considere  recommends  for  hooped  columns,  i  ce- 
ment, 0.7  sand  and  2.05  broken  stone.  Concrete  mixtures  to  re- 
place the  sand  and  gravel  mixtures  are  coming  into  greater  favor 
rrmong  European  engineers. 

In  America  broken  stone  concrete  having  proportions  of 
1:2:4.  1:3:5.  and  1:3:6  are  most  commonly  used,  although 
3t  times  1:2:3,  1:1^/2:4  and  i :  23/2 :  S  mixtures  are  preferred 
by  some  engineers. 

The  character  of  the  materials  and  the  use  for  which  they  are 
to  be  employed  are  the  determming  factors  in  choosing  any  given 
mixture.  For  impervious  concrete  a  mixture  rich  in  cement  is 
used,  a  I :  I J/2  or  1 :  2  mortar  giving  excellent  results.  Mr.  New- 
man states  that  a  I'.iyi  mortar  will  resist  a  75-foot  head  of 
water.  The  most  satisfactory  concretes  wall  result  when  a  well 
balanced  concrete  is  secured,  regardless  of  what  the  relative  pro- 
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portions  may  be.  Thus  at  i  :  3  :  5  well-balanced  mixture  may  be 
stronger  than  ai:2:3  or  1:2:4  poorly  balanced  mixture. 

Filling  the  Voids. — By  using  a  mixture  composed  of  materials 
of  varying  sizes  the  voids  are  much  less  than  in  a  material  com- 
posed of  pieces  of  uniform  size.  Sand  is  used  to  fill  the  voids 
of  the  stone,  and  cement  to  fill  those  of  the  sand,  and  if  the  pro- 
portions used  are  correct  the  resulting  mass  is  practically  a  solid. 
In  order  to  know  the  amount  of  sand  and  cement  necessary  to 
fill  the  voids,  a  metal  box  of  known  cubical  capacity,  preferably 
I  cubic  foot,  should  be  supplied.  This  is  weighed,  filled  with 
the  material,  thoroughly  shaken  down  and  again  weighed.  The 
difference  between  the  weight  of  the  material  filling  the  box 
and  the  weight  of  a  cubic  foot  of  solid  stone,  represents  the 
amount  of  the  voids.  Solid  quartz  or  limestone  without  voids 
weighs  165.4  lbs.  per  cubic  foot.  If  the  broken  stone  weighs 
99  lbs.,  the  voids  will  be  66.4  lbs.  or  40  per  cent.  Therefore, 
theoretically  0.4  of  a  cubic  foot  of  sand  should  be  used  to  fill 
the  voids  in  the  stone.  The  voids  in  the  sand  may  be  determined 
in  the  same  manner. 

Let  us  assume  that  the  voids  in  the  sand  are  38  per  cent.,  then 
to  make  i  cubic  foot  of  concrete  it  will  take  0.38  x  0.4  =  0.152 
cubic  feet  of  cement,  and  we  will  theoretically  require  0.152 
cu,  ft.  cement  +  0.4  cu.  ft.  sand  +  i.o  cu.  ft.  broken 
stone  to  make  i  cubic  foot  of  concrete,  or  a  i :  2.63 : 6.58 
mixture.  In  order  to  secure  good  results,  a  slight  excess  of 
cement  over  the  theoretical  requirements  is  needed.  Mr.  William 
B.  Fuller's  rule. is:  '*Add  cement  as  economy  dictates  up  to  10  per 
cent,  in  excess  of  the  voids  in  the  combined  materials.''  It  will  be 
found,  however,  that  the  proportions  of  the  ingredients  necessary 
to  make  a  given  quantity  of  concrete  will  vary  somewhat  from 
the  amount  as  determined  by  the  voids.  This  may  be  due  to 
the  condition  of  the  stone  or  sand  as  regards  moisture  or  com- 
pactness when  measured,  or  whether  the  cement  is  packed  or 
loose.  The  method  of  mixing  used,  and  the  thoroughness  with 
which  it  is  done,  as  well  as  the  tiianner  in  which  the  concrete 
is  placed  and  the  amount  of  tamping  done  upon  it,  may  modify 
somewhat  the  amount  of  space  that  given  quantities  of  materials 
will  occupy  in  the  finished  work. 

Table  III.  is  gfiven  by  Mr.  Edwin  Thacher  from  experiments 
made  by  him  for  volumes  on  cement,  sand,  gravel,  broken  stone, 
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mortar  and  concrete.    The  original  volumes  of  all  materials  were 
measured  loose,  but  gently  shaken  down. 

TABLE  III. 
VOLUMES  OF  VARIOUS  MATERIALS. 

Volume 
Volam^      Water      of  stift' 
Cement.  of  loose   added  by    cement  Remarks. 

cement,    measure,     paste. 

Portland  cement  (Atlas).,  i.oo        0.35        6.78      6.56 barrels  of  cement  == 
Natural  cement,  Louisville  i.oo        0.43        0.78      i  cu.  yd.  measured  loose. 

Volume 
Assregate.  loose.      Solids.     Voids. 

1.  Sand,  moist,  fine,  will  pass  i8-mesh  sieve i.oo  0.57  0.43 

2.  Sand,  moist,  coarse,  will  not  pass  i8-mesh  sieve     i.oo  0.65  0.35 

3.  Sand,  moist,  coarse  and  fine  mixed  (ordinary) ....   i.oo  0.62  0.38 

4.  Sand,  dry.  coarse  and  fine  mixed i.oo  0.70  0.30 

5.  Stone  screenings  and  stone  dust i.oo  0.58  0.42 

6.  Gravel,  %  in.  and  under,  6  per  cent  coarse  sand.. .   i.oo  0.67  0.33 

7.  Broken  stone,  i  in.  and  under i.oo  0.54  0.46 

8.  Broken  stone,  2%  in.  and  under,  dust  only  screened 

out I.oo        0.59        0.41 

9.  Broken  stone,  2V2  in.  and  under,  most  small  stones 

screened  out i.oo        0.55        0.45 

Mortars  with  No.  3  Sand. 
Parts  of  sand  mixed  with  i 

part  of  cement i.o  1.5  2.0  2.5      3.0      3.5      4.0      5.0 

Volume  of  slush  mortar 1.40  1.78  2.17  2.55    2.98    3.39    3.82    4.65 

Required  for  i  cu.  yd. — 

Cement,    bbis 4.70  3.70  3.04  2.58    2.21     1.94     1.72     1.41 

Sand,  cu.  yds 0.71  0.84  0.92  Q.98     i.oi     1.03     1.05     1.08 

Volume  of  dry  facing  mortar 

(rammed)    1.22  1.57  1.93  2.28    2.64    2.99    3.35    4.08 

Required  for  i  cu.  yd. — 

Cement,   bbls 5.40  4.18  \4i  2.88    2.49    2.20     1.96     1.61 

Sand,  cu.  yds..  0.82  0.95  1.04  i.io     1.14     1.17     1.20     1.23 

Tables  IV  and  V,  by  Mr.  Thacher,  from  tests  made  at  Cornell 
University,  are  the  results  of  a  large'number  of  experiments,  and 
give  the  quantities  of  cement  and  aggregate  necessary  to  make 
I  cubic  yard  of  concrete,  the  cement  being  measured  loose. 

No  one  table  or  set  of  tables  will  give  correct  results  under 
the  varying  conditions  met  with  in  practice.  Many  formulas, 
some  of  them  very  intricate,  have  been  proposed,  but  for  practical 
use  have  little  value.  Probably  as  simple  and  rational  formulas 
as  any  are  those  suggested  by  Mr.  Halbert  P.  Gillette,*  which  we 
here  give  with  tables  showing  their  application: 

Gillette *8  Formnlas. — When  loose  sand  is  mixed  with  water, 
its  volume  or  bulk  is  increased;  subsequent  jarring  will 
increase  its  volume,  but  still  leave  a  net  gain  of  about 
10% ;  that  is,  i  cubic  foot  of  dry  sand  becomes  about 
i.i  cubic   feet  of    damp  sand.     Not    only    does    this  increase 

•••Hand  Book  of  Cost  Data." 
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TABLE  IV. 
PROPORTIONS  FOR  PORTLAND  CEMENT  CONCRETE. 
(Cement   Measured   Loose:   i    Barrel  =  4.12  Cu.   Ft.) 


. R€ 

Stone  1 

Mnired  for  1  Cubic  Yard 
in.  and  under. 

Rammed  Concrete 

dost  screened  out. 

•             • 

Gravel 

^4  in.  and  under. 

Cement, 
bbls. 

Sand, 
cu.  yds. 

Stone, 
cu.  yds. 

Lement. 
bbls. 

Sand. 
CO.  yds. 

(irav«l. 
CO.  yds 

Cement.  Sand. 

Stone. 

I            I.O 

2.0 

2.57 

0.39 

0.78 

2.30 

0.35 

0.74 

I            1.0 

2.5 

2.29 

0.35 

0.70 

2.10 

0.32 

0.80 

I            1.0 

3.0 

2.06 

0.31 

0.94 

1.89 

0.29 

0.86 

I            1.0 

3.5 

1.84 

0.28 

0.98 

I.71 

0.26 

0.91 

I            1.5 

2.5 

2.05 

0.47 

0.78 

1.83 

0.42 

0.73 

I            1.5 

3.0 

1.85 

0.42 

0.84 

I.71 

0.39 

0.78 

I            1.5 

3.5 

1.72 

0.39 

0.91 

1.57 

0.36 

0.83 

I            15 

4.0 

1.57 

0.36 

0.96 

1.46 

0.33 

0.88 

I            1.5 

4-5 

1.43 

0.33 

0.98 

1-34 

0.31 

0.91 

I            2.0 

3.0 

1.70 

0.52 

0.77 

1.54 

0.47 

0.73 

I            2.0 

3.5 

157 

0.48 

0.83 

1.44 

0.44 

0.77 

I            2.0 

4.0 

1.46 

0.44 

0.89 

1.34 

0.41 

0.81 

I             2.0 

4-5 

1.36 

0.42 

0.93 

1.26 

0.38 

0.86 

I             2.0 

5-0 

1.27 

0.39 

0.97 

1. 17 

0.36 

0.89 

I             2.5 

3-5 

1.45 

0.55 

0.77 

1.32 

0..S0 

0.70 

I             2.5 

4.0 

1.35 

0.52 

0.82 

1.24 

0.47 

0.75 

I            2.5 

4.5 

1.27 

0.48 

0.87 

1. 16 

0.44 

0.80 

I             2.5 

50 

1. 19 

0.46 

0.91 

1. 10 

0.42 

0.83 

t            2.5 

5.5 

1. 13 

0.43 

0.94 

103 

0.39 

0.86 

I             2.5 

6.0 

1.07 

0.41 

0.97 

0.98 

0.37 

0.89 

I             3.0 

4.0 

1.26 

0.58 

0.77 

1.15 

0.52 

0.72 

I             30 

4-5 

1. 18 

0.54 

0.81 

1.09 

0.50 

0.75 

I             3.0 

5.0 

I. II 

0.51 

0.85 

1.03 

0.47 

0.78 

I             3.0 

5.5 

1.06 

0.48 

0.89 

0.97 

0.44 

0.81 

I             3.0 

6.0 

1.0 1 

0.46 

0.92 

0.92  , 

0.42 

0.84 

I             3.0 

6.5 

0.96 

0.44 

0.95 

0.88 

0.40 

0.87 

I             3.0 

7.0 

0.91 

0.42 

0.97 

0.84 

0.38 

0.89 

I             3.5 

50 

1.05 

0.56 

0.80 

0.96 

0.50 

0.76 

I             3.5 

5-5 

1. 00 

0.53 

0.84 

0.92 

0.48 

0.78 

I             3.5 

6.0 

0.95 

0.50 

0.87 

0.88 

0.46 

0.80 

I             3.5 

6.5 

0.92 

0.49 

0.91 

0.83 

0.44 

0.82 

I          35 

7.0 

0.87 

0.47 

0.93  • 

0.80 

0.43 

0.85 

I         3.5 

7.5 

0.84 

0.45 

0.96 

0.76 

0.41 

0.87 

I          3.5 

8.0 

0.80 

0.42 

0.97 

0.73 

0.39 

0.89 

I         4.0 

6.0 

0.90 

0.55 

0.82 

0.83 

0.51 

0.77 

I          4.0 

6.5 

0.87 

0.53 

0.85 

0.80 

0.49 

0.79 

I         4.0 

7.0 

0.83 

0.51 

0.89 

0.77 

0.47 

0.81 

I          4.0 

7.5 

0.80 

0.49 

0.91 

0.73 

0.44 

0.83 

I         4.0 

8.0 

0.77 

0.47 

0.93 

0.71 

0.43 

0.86 

I         40 

8.5 

0.74 

0.45 

0.95 

0.68 

0.42 

0.88 

I         4.0 

90 

0.71 

0.43 

0.97 

0.65 

0.40 

0.89 

I          5.0 

9.0 

0.66 

0.50 

0.90 

0.61 

0.46 

0.83 

I          5.0 

1 0.0 

0.62 

0.47 

0.95 

0.57 

0.43 

0.87 
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TABLE  V. 

PROPORTIONS  FOR  PORTLAND  CEMENT  CONCRETE. 

(Cement  Measured  Loose,  i  Bbl.  =  4.12  Cu.  Ft.) 


Stone  2b  in.  and  nnder, 

dnst  screened  oat. 

Cement, 
bblg. 

Sand, 
en.  yda. 

Stone, 
en.  yda. 

Osiiient.  Sand. 

Stone. 

I           I.O 

2.0 

2.63 

0.40 

0.80 

I            1.0 

2.5 

2.34 

0.36 

0.89 

I            1.0 

3.0 

2.10 

0.32 

0.96 

I            1.0 

3.5 

1.88 

0.29 

1. 00 

I            1.5 

2.5 

2.09 

0.48 

0.80 

I            1.5 

3.0 

1.90 

0.43 

0.87 

I           IS 

.T5 

1-74 

0.40 

0.03 

I           1.5 

4.0 

1. 61 

0.37 

0.98 

X         1.5 

4.5 

146 

0.33 

1. 00 

I        2.0 

3.0 

1.73 

0.53 

0.79 

I            2.0 

3.5 

I.61 

0.49 

0.85 

I            2.0 

4.0 

1.48 

0.45 

0.90 

I             2.0 

4.5 

1.38 

0.42 

0.95 

I             2.0 

5.0 

1.29 

0.39 

0.98 

I             2.5 

3-5 

1.48 

0.56 

0.79 

I            2.5 

4.0 

1.38 

0.53 

0.84 

1            2-5 

4.5 

1.29 

0.49 

0.88 

I            2.5 

5.0 

I.21 

0.46 

0.92 

I            2.5 

5.5 

1.15 

0.44 

0.96 

I            2.5 

6.0 

1.07 

0.41 

0.98 

I            30 

4.0 

1.28 

0.58 

0.78 

I            3.0 

4.5 

1.20  ' 

0.^5 

0.82 

I            3.0 

5.0 

1. 14 

0.52 

0.87 

I            3.0 

5.5 

1.07 

0.49 

0.90 

I            3.0 

6.0 

1.02 

0.47 

0.93 

I            3.0 

6.5 

0.98 

0.44 

0.96 

I            3.0 

70 

0.92 

0.42 

0.98 

I            3.5 

5.0 

1.07 

0.57 

0.82 

I         3-5 

5.5 

1.02 

0.54 

0.85 

I         3-5 

6.0 

0.97 

0.51 

0.89 

I         3.5 

6.5 

0.93 

0.49 

0.92 

I         3-5 

7.0 

0.89 

0.47 

0.95 

I         3-5 

7.5 

0.86 

0.45 

0.98 

I         3.5 

8.0 

0.82 

0.43 

I.OI 

I         40 

6.0 

0.92 

0.56 

0.84 

I         4.0 

6.5 

0.88 

0.53 

0.87 

1        4.0 

7.0 

0.84 

0.51 

0.90 

1         4.0 

7.5 

0.81 

0.50 

0.93 

I        4.0 

8.0 

0.78 

0.48 

0.95 

I         4.0 

8.5 

0.76 

0.46 

0.98 

I         4.0 

9.0 

0.73 

0.44 

I.OI 

I         5.0 

9.0 

0.67 

0.52 

0.93 

I         50 

1 0.0 

0.63 

0.48 

0.96 

Stone  2%!  in.  with  moat 

small  stone  screened  ont. 

Cement, 

Sand. 

Stone. 

bbls. 

en.  yds. 

en.  yds. 

2.72 

041 

0.83 

2.41 

0.37 

0.92 

2.16 

0.33 

0.98 

1.88 

0.29 

1.05 

2.16 

0.49 

0.82 

1.96 

0.45 

0.89 

1.70 

0.41 

0.96 

1.64 

0.38 

1. 00 

1.51 

0.35 

1.06 

1.78 

0.54 

0.81 

1.66 

0.50 

0.88 

1-53 

0.47 

0.93 

1-43 

0.43 

0.98 

1-33 

0.39 

103 

I-5I 

0.58 

0.81 

1.42 

0.54 

0.87 

1-33 

0.51 

0.91 

1.26 

0.48 

0.96 

1. 18 

0.44 

0.99 

1. 10 

0.41 

1.03 

1.32 

0.60 

0.80 

1.24 

0.57 

0.85 

1. 17 

0.54 

0.89 

I. II 

0.51 

0.93 

1.06 

0.48 

0.97 

1. 00 

0.45 

I.OI 

0.94 

0.42 

1.05 

I. II 

0.59 

0.85 

1.06 

0.56 

0.89 

1. 00 

0.53 

0.92 

0.96 

0.51 

0.95 

0.91 

0.49 

0.98 

0.86 

0.47 

I.OI 

0.81 

0.45 

1.04 

0.95 

0.58 

0.87 

0.91 

0.55 

0.90 

0.87 

0,53 

0.93 

0.84 

0.51 

0.96 

o.8t 

0.49 

0.98 

0.78 

0.47 

I.OI 

0.75 

0.45 

1.04 

0.70 

0.53 

0.96 

0.65 

0.50 

1. 00 
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in  the  volume  of  the  sand  occur,  but,  instead  of  increasing  the 
voids  that  can  be  filled  with  cement,  there  is  an  absolute  loss  in 
the  volume  of  available  voids.  This  is  due  to  the  space  occupied 
by  the  water  necessary  to  bring  the  sand  to  the  consistency  of 
mortar;  furthermore,  there  is  seldom  a  perfect  mixture  of  the 
sand  and  cement  in  practice,  thus  reducitig  the  available  voids. 
It  is  safe  to  call  this  reduction  in  available  voids  about  io%. 

When  loose  dry  Portland  cement  is  wetted,  it  shrinks  about 
15%  in  volume,  behaving  differently  from  the  sand,  but  it  never 
shrinks  back  to  quite  as  small  a  volum.e  as  it  occupies  when 
packed  tightly  in  a  barrel.  Since  barrels  of  different  brands  vary 
widely  in  size,  the  careful  engineer  or  contractor  will  test  any 
brand  he  intends  using  in  large  quantities,  in  order  to  ascertain 
exactly  how  much  cement  paste  can  be  made.  He  will  find  a 
range  of  from  3.2  cubic  feet  to  3.8  cubic  feet  per  barrel  of  Port- 
land cement.  Obviously  the  larger  barrel  may  be  cheaper,  though 
its  price  is  higher.  Specifications  often  state  the  number  of  cubic 
feet  that  will  be  allowed  per  barrel  in  mixing  the  concrete  in- 
gredients, so  that  any  rule  or  formula  to  be  of  practical  value 
must  contain  a  factor  to  allow  for  the  specified  size  of  the  barrel, 
and  another  factor  to  allow  for  the  actual  number  of  cubic  feet 
of  paste  that  a  barrel  will  yield — the  two  being  usually  quite 
different. 

The  deduction  of  a  rational,  practical  formula  for  computing 
the  quantity  of  cement  required  for  a  given  mixture  will  now 
be  given,  based  upon  the  facts  above  outlined. 

Let  p  =  number  of  cu.  ft.  cement  paste  per  bbl.  as  determined  by  actual 
test. 

n  =  •  tiumber  of  cu.  ft.  of  cement  per  bbl.  as  specified  in  the  specifi- 
cations. 

s  =  parts  of  sand  (by  volume)  to  one  part  of  cement,  as  specified. 

g  =  parts  of  gravel  or  broken  stone  (by  volume)  to  one  part  of 
cement,  as  specified. 

V  =  percentage  of  voids  in  the  dry  sand,  as  determined  by  test. 

V=  percentage  of  voids  in  the  gravel  or  stone,  as  determined  by 
test. 

Then,  in  a  mortar  of  i  part  cement  to  s    parts  sand  we  have: 

n  s  =  cu.  ft.  of  dry  sand  to  i  bbl.  cement. 
n  s  V  =^  *^n.  ft.  of  voids  in  the  dry  sand. 
0.9  n  s  V  •-=  cu.  ft.  of  available  voids  in  the  wet  sand, 
i.i  n  s  =  cu.  ft.  of  wet  sand. 
P  —  0.9  n  s  V  =  cu.  ft.  o^  cement  paste  in  excess  of  the  voids. 

Therefore : 

I.I  n  s  +  (p  —  0.9  n  s  v)  =  cu.  ft.  of  mortar  per  bbl. 
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Therefore : 

27  27 

N  =  = 


I.I  n  s  +  (p  —  0.9  n  s  v)  p  +  n  s  (i.i  —  0.9  v) 

N  being  the  number  of  barrels  of  cement  per  cu.  yd.  of  mortar. 

When  the  mortar  is  made  so  lean  that  there  is  not  enough  ce- 
ment paste  to  fill  the  voids  in  the  sand,  the  formula  becomes 

27 

N  =  


1. 1  ns 


A  similar  line  of  reasoning  will  give  us  a  rational  formula  for 
determining  the  quantity  of  cement  in  concrete ;  but  there  is  one 
point  of  difference  between  sand  and  gravel  (or  broken  stone), 
namely,  that  the  gravel  does  not  swell  materially  in  volume  when 
mixed  with  water.  However,  a  certain  amount  of  water  is  re- 
quired to  wet  the  surface  of  the  pebbles,  and  this  water  reduces 
the  available  voids,  that  is,  the  voids  that  can  be  filled  by  the 
mortar.  With  this  in  mind  the  following  deduction  is  clear,  using 
the  nomenclature  and  symbols  above  given : 

n  g  =  cu.  ft.  of  dry  gravel   (or  stone), 
n  g  V  =  cu  ft.  of  available  voids  in  the  wet  gravel. 
0.9  n  g  V  =  cu  ft.  of  available  voids  in  the  wet  gravel, 
p  +  n  s  (i.i  —  0.9  v)  —  0.9  n  g  V  =  excess  of  mortar  over  the  available 

voids  in  the  wet  gravel, 
n  g  +  p  +  n  s   (i.i  —  0.9  v)   —  0.9  n  g  V  =  cu.  ft.  of  concrete  from 
I  bbl.  cement. 

27 

N  = , 

p  +  n  s  (i.i  —  0.9  v)  +  n  g  (i  —  0.9  V) 

N  being  the  number  of  barrels  of  cement  required  to  make  i  cu.  yd.  of 
concrete. 

This  formula  is  rational  and  perfectly  general.  Other  experi- 
menters may  find  it  desirable  to  use  constants  slightly  different 
from  the  i.i  and  the  0.9,  for  fine  sands  swell  more  than  coarse 
sands,  and  hold  more  water. 

The  reader  must  bear  in  mind  that  when  the  voids  in  the  sand 
exceed  the  cement  paste,  and  when  the  available  voids  in  thti 
gravel  (or  stone)    exceed  the  mortar,  the  formula  becomes 

27 


N  =- 


n  g 

These  formulas  give  the  amounts  of  Lenient  in  mortars  and  con- 
cretes compacted  in  place.     Tables   \T   to  IX   arc  based  upon 
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■ 

the  foregoing  theory,  and  will  be  found  to  check  satisfactorily 
with  actual  tests. 

TABLE  VI. 

BARRELS    OF    PORTLAND    CEMENT    PER    CUBIC    YARD    OF 

MORTAR. 

(Voids   in   sand  being  35%,   and    i   bbl.  cement  yielding  3.65  cu.  ft.  of 

cement  paste.) 

Proportion  of  Cement  to  Sand.  i  to  i.  i  to  li.  i  to  2.  I  to  2 J.  i  to  3.  i  to  4. 

Bbls.  Bbls.    Bbls.  Bbls.    Bbls.  Bbls. 

Barrel  specified  to  be  3.5  cu.  ft 4.22  3.49      2.97      2.57      2.28  1.76 

Barrel  specified  to  be  3.8  cu.  ft 409  3  33      2.81      2.45      2.16  1.62 

Barrel  specified  to  be  4.0  cu.  ft. ...  4.00  3.24      2.73      236      2.08  1.54 

Barrel  specified  to  be.  4.4  cu.  ft 3.81  3.07      2.57      2.27      2.00  140 

Cu.  yd.  sand  per  cu.  yd.  mortar..  0.6        0.7        0.8        0.9        i.o        1.0 

TABLE  VII. 

BARRELS    OF    PORTLAND    CEMENT    PER    CUBIC    YARD    OF 

MORTAR. 

(Voids   in    sand   being  45%,   and    i    bbl.   cement   yielding  3.4   cu.  ft.   of 

cement  paste.) 

Proporjion  of  Cement  to  Sand.           i  to  i.  i  to  i  J.  i  to  2.  i  to  2 J.  i  to  3.  i  to  4. 

Bbls.     Bbls.     Bbls.    Bbls.     Bbls.  Bbls. 

Barrel  specified  to  be  3.5  cu.  ft 4.62      3.80      3.25      2.84      2.35  1.76 

Barrel  specified  to  be  3.8  cu.  ft 4.32      3.61       3.10      2.72      2.16  1.62 

Barrel  specified  to  be  4.0  cu.  ft....  4.19      3.46      3.00      2.64      2.05  1.54 

Barrel  specified  to  be  4.4  cu.  ft 3.94      3.34      2.90      2.57      1.86  1.40 

Cu.  yd.  sand  per  cu.  yd.  mortar..  0.6        0.8        0.9        i.o        i.o        i.o 

In  using  these  tables  remember  that  the  proportion  of  cement 
to  sand  is  by  volume,  and  not  by  weight.  If  the  specifications 
state  that  a  barrel  of  cement  shall  be  considered  to  hold  4  cubic 
feet,  for  example,  and  that  the  mortar  shall  be  i  part  cement  to 
2  parts  sand,  then  i  barrel  of  cement  is  mixed  with  8  cubic  feet 
of  sand,  regardless  of  what  is  the  actual  size  of  the  barrel,  and 
regardless  of  how  much  cement  paste  can  be  made  with  a  barrel 
of  cement.  If  the  specifications  fail  to  state  what  the  size  of  a 
barrel  will  be.  then  the  contractor  is  left  to  guess. 

If  the  specifications  call  for  proportions  by  weight,  assume  a 
Portland  barrel  to  contain  380  pounds  of  cement,  and  test  the  ac- 
tual weight  of  a  cubic  foot  of  the  sand  to  be  used.  Sand  varies 
extremely  in  weight,  due  both  to  the  variation  in  the  per  cent,  of 
voids,  and  to  variation  in  the  kind  of  minerals  of  which  the  sand 
io  composed.  A  quartz  sand  having  35%  voids  weighs  107 
pounds  per  cubic  foot;  but  a  quartz  sand  having  45%  voids 
weighs  only  91  pounds  per  cubic  foot.  If  the  weight  of  the  sand 
must  be  guessed  at,  assume  100  pounds  per  cubic  foot.     If  the 
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specifications  require  a  mixture  of  i  cement  to  2  of  sand  by 
weight,  we  will  have  380  pounds  (or  i  barrel)  of  cement  mixed 
with  2  X  380  or  760  pounds  of  sand ;  and  if  the  sand  weighs  90 
pounds  per  cubic  foot,  we  shall  have  760  -:-  90,  or  8.44  cubic 
feet  of  sand  to  every  barrel  of  cement.  In  order  to  use  the  tables 
above  given,  we  may  specify  our  own  size  of  barrel;  let  us  say 
4  cubic  feet;  then  8.44  ~-  4  gives  2. 11  parts  of  sand  by  volume 
to  I  part  of  cement.  Without  material  error  we  may  call  this  ^ 
T  to  2  mortar,  and  use  the  tables,  remembering  that  one  barrel 
is  now  "specified  to  be"  4  cubic  feet.  If  we  have  a  brand  of 
cement  that  yields  3.4  cubic  feet  of  paste  per  barrel  and 
sand  having  45%  voids,  we  find  that  approximately  3  barrels  of 
cement  per  cubic  yard  of  mortar  will  be  required. 

It  should  be  evident  from  the  foregoing  discussions  that  no 
table  can  be  made  and  no  rule  can  be  formulated  that  will  yield 
acc'trate  results  unless  the  brand  of  cement  is  tested  and  the 
percentage  of  voids  in  the  sand  determined.  This  being  so,  the 
sensible  plan  is  to  use  the  tables  merely  as  a  rough  guide,  and, 
where  the  quality  of  cement  to  be  used  is  very  large,  to  make 
a  few  batches  of  mortar,  using  the  available  brands  of  cement 
.ind  sand  in  the  proportions  specified.  Ten  dollars  spent  in  this 
way  may  save  a  thousand,  even  on  a  comparatively  small  job. 
by  showing  what  cement  and  sand  to  select. 

TABLE  VIII. 

INGREDIENTS  IN  i  CU.  YD.  OF  CONCRETE. 

(Sand    voids   409^,    stone    voids    45% ;    Portland    cement    barrel    yielding 
3.65  CU.  ft.  paste.    Barrel  specified  to  be  3.8  cu.  ft.) 

Proportions  by  Volume 

1:2:4  1:2:5  1:2:6  1:2^:5  I' 2^:6  1:3:4 
Bbls.  cement  per  cu.  yd.  concrete...  1.46  1.30  1.18  1.13  t.oo  1.25 
Cu.  yd.  sand  per  cu.  yd.  concrete. ..  0.41  0.36  0.33  0.40  0.35  0.53 
Cu.  yd.  stone  per  cu.  yd.  concrete..  0.82      0.90       i.oo       0.80     0.84      0.71 

Proportions  by  Volume 

1:3:5  1:3:6  1:3:7  1:4:7  1:4:8  1:4:9 
Bbls.  cement  per  cu.  yd.  concrete...  1.13  T.05  0.96  0.82  0.77  0:73 
Cu.  yd.  sand  per  cu.  yd.  concrete...  0.48  0.44  0.40  0.46  ^  0.43  0.41 
Cu.  yd.  stone  per  cu.  yd.  concrete..  0.80  0.88  0.93  0.80  "  0.86  0.92 
This  table  is  to  be  used  where  cement  is  measured  packed  in  the  barrel, 
for  the  ordinary  barrel  holds  3.8  cu.  ft. 

It  will  be  seen  that  the  above  table  can  be  condensed  into  the 
following  rule:  Add  together  the  number  of  parts  and  divide 
this  sum  with  ten ;  the  quotient  will  be  approximately  the  number 
of  barrels  of  cement  per  cubic  yard.  Thus  for  1:2:5  concrete, 
the  sum  of  the  parts  is  i  +  2  +  5,  which  is  8,  then  10  -:-  8  is  1.25 
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barrels,  which  is  approximately  equal  to  the  1.30  barrels  given 
in  the  table.  Neither  this  rule  nor  this  table  is  applicable  if  a 
different  size  of  cement  barrel  is  specified,  or  if  the  sand  or 
stone  differ  materially  from  40%  and  45%  respectively.  There 
are  such  innumerable  combinations  of  varying  voids,  and  varying 
sizes  of  barrel,  that  the  author  does  not  deem  it  worth  while  to 
give  other  tables. 

TABLE  IX. 

INGREDIENTS  IN  i  CU.  YD.  OF  CONCRETE.  ' 

(Sand    voids   409^,    stone    voids    45% ;    Portland    cement    barrel   yielding 
3.65  CU.  ft.  of  paste.    Barrel  specified  to  be  4.4  cu.  ft.) 

Proportion  by  volume 

1:2:4  1:2:5  1:2:6  i:2j:5  i:2i:6  1:3:4 
Bbls.  cement  per  cu.  yd.  concrete...  1.30  1.16  i.oo  1.07  0.96  1.08 
Cu.  yd.  sand  per  cu.  yd.  concrete . . .  0.42  0.38  0.33  044  0.40  0.53 
Cu.  yd.  stone  per  cu.  yd.  concrete. .  0.84      0.9^      i.oo      0.88      0.95      0.71 

Proportion  by  volume 

1:3*5  1:3:6  1:3:7  1:4:7  1:4:8  1:4:9 
Bbls.  cement  per  cu.  yd.  concrete. . .  0.96  0.90  0.82  0.75  0.68  0.64 
Cu.  yd.  sand  per  cu.  yd.  concrete. . .  047  0.44  040  049  0.44  0.42 
Cu.  yd.  stone  per  cu.  yd.  concrete.  .0.78  0.88  0.93  0.86  0.88  0.95 
NOTE. — This  table  is  to  be  used  where  the  cement  is  measured  loose 
after  dumping  into  a  box,  for  under  such  conditions  a  barrel  of  cement 
yields  4.4  cu.  ft.  of  loose  cement. 

Voids  in  Sand. — The  amount  of  voids  in  sand  will  depend  upon 
the  shape  of  the  grains,  the  degree  of  uniformity  in  size  of 
grains,  the  amount  of  moisture  present  and  the  amount  of  com- 
pacting to  which  the  mass  has  been  subjected.  If  all  the  grains 
in  a  given  mass  of  sand  are  of  uniform  size  the  percentage  of 
voids  willbe  independent  of  the  size  of  the  grains.  If,  however, 
the  grains  be  of  varying  sizes,  the  percentage  of  voids  will  be 
reduced.  The  mixture  of  a  small  amount  of  water  with  dry 
sand  increases  its  bulk,  with  bank  sand  the  greatest  volume  of 
voids  per  unit  volume  will  be  obtained  when  the  percentage  of 
water  varies  from  5  to  8  per  cent. 

For  convenience,  we  will  assume  that  sand  is  divided  into 
three  sizes,  the  largest  size  (L),  being  sand  that  will  pass  a 
sieve  of  5  meshes  per  lineal  inch,  but  will  not  pass  a  sieve  of  15 
meshes  per  inch;  the  medium  size,  (M),  being  sand  that  will  pass 
a  15  mesh  sieve,  but  will  not  pass  a  50  mesh  sieve;  and  the  fine 
size,  (F),  being  sand  that  will  pass  a  50  mesh  sieve.  It  will  be 
found  that  if  the  three  sizes  be  mixed  the  densest  mix- 
ture with  the  lea.st  voids  will  be  obtained  when  4  parts 
of    the     large     size,     no     parts     medium     and     4     parts     fine 
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size  are  used,  i.  e.,  L6,  Mo,  F4  mixture.  The  weight  of  a  cubic 
yard  of  either  coarse,  medium  or  fine  grade,  will  be  2,190 
pounds,  if  the  specific  gravity  of  sand  be  taken  at  2.65.  For  this 
weight  the  voids  will  be  51  per  cent.  If,  however,  the  densest 
mixture  obtained  by  using  6  parts  of  \.,  o  parts  M  and  4  parts  of 
F  sands  be  weighed,  it  will  be  found  to  weigh  2,480  pounds  per 
cubic  yard.  This  is  equivalent  to  36  per  cent,  voids.  Thus  we 
see  that  a  correct  grading  of  fine  and  coarse  grains  is  necessary 
to  obtain  densest  mixture. 

The  shape  of  the  grains  has  a  pronounced  effect  upon  the  per- 
centage of  voids,  rounded  grains  having  less  voids  than  angular 
grains.  It  was  found  by  Feret  that  a  mixture  of  L5,  M3,  F2 
measured  in  a  quart  measure  gave  the  following  percentage  of 
voids : 

Voids- 

Unshaken.  Shaken. 

Natural  sand,  rounded  grains 359'^  25.6% 

Crushed   quartzite,    anular    grains 42.1%  27.4% 

Crushed   shells,  flat  grains 44-3%  31.8% 

Residue  of  quartzite,  flat  grains... 475%  34.6% 

The  measure  was  shaken  until  no  further  settlement  could  be  produced. 

The  following  test  was  made  on  sand  by  Mr.  William  B. 
Fuller :  A  dry  sand  having  34  per  cent,  void,  shrank  9.6  per  cent, 
in  volume  until  it  had  27  per  cent,  voids.  The  same  sand  moist- 
ened with  6  per  cent,  of  water,  and  loose,  had  44  per  cent,  voids, 
which  were  reduced  to  31  per  cent,  by  ramming.  The  same 
sand  saturated  with  water  had  33  per  cent,  voids  and  by  thor- 
ough ramming  its  volume  was  reduced  8.5  per  cent,  until  the 
sand  had  only  26.5  per  cent,  voids. 

VOIDS  IN  SAND. 

Locality.  Authority.  Voids.  Remarks.' 

Ohio   River C.  E.  Sherman 31%  Washed 

Sandusky,    O W.  H.  Hall 40%  Lake 

Franklin  Co.,  O C.  E.  Sherman 40%  Bank 

Sandusky  Bay,  O S.   B.   Newberry 3-2-3%        

St.  Louis,   Mo H.  H.   Henby 343%        Miss.  River 

Sault    Ste.    Marie H.  von  Schon 417%        River 

Chicago,   111 H.  P.  Bordman 34  to  40% 

Philadelphia,    Pa .39%  Delaware  River 

Coast  of  Mass 31  to  34% 

Boston,   Mass Geo.  A.  Kimball ss7o  Clean 

CoW  Bay,  L.  I Myron  S.  Falk 40.5% 

Little  Falls,  N.  J W.  B.   Fuller 45.670 


Canton,  111 G.  W.  Chandler 30%  Clean 
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The  effect  of  the  size  of  grains  of  the  sand  is  shown  to 
Table  X. 

TABLE  X.- SIZES   OF  SAND  GRAIN. 

Held  by  a  Sieve.  A  B  C  D 

No.    10 35.3% 

N6.   20 32.1 -c  12.8%             4.2%            11% 

No.   30 14.6%  49.0%            12.5%            14% 

No.  40 44.4% 

No.   50 9.6%  29.3%                                53% 

No.  100 4.9%  5.7% 

No.  200 2.0%  2.3% 

Voids zZ'^v  i<f/c  41.7%  Zi% 

A  is  a  fine  gravel  (containing  89t  clay)  used  at  Philadelphia. 

B  is  a  Delaware  River  sand. 

C  is  a  St.  Mary's  River  sand. 

D  is  a  Green  River,  Ky.,  sand,  clean  and  sharp. 

Voids  in  Broken  Stone  and  Gravel. — The  percentage  of  voids  in 
loose  broken  stone  will  depend  upon  the  size  of  the  stone  and 
probably  to  some  extent  upon  the  character  of  stone  used;  as 
with  sand  the  amount  of  voids  will  vary  according  to  the  sizes 
of  the  particles  of  stone  or  gravel — thus  if  uniformly  graded 
from  the  largest  size  to  crusher  dust,  the  voids  will  be  Jess  than 
if  the  stone  has  been  screened  into  uniform  sizes.  The  densest 
mixture  may  be  obtained  by  screening  the  stone  and  mixing  the 
prop)er  proportions  of  each  size  to  secure  a  minimum  of  voids. 
In  many  cases  it  will  be  found  that  stone  crusher  run  will  give 
as  dense  a  concrete  as  is  desired  without  the  additional  expense 
of  screening  and  mixing. 

Pure  quartz  weighs  about  165  pounds  per  cubic  foot,  hence 
broken  quartz  having  40  per  cent,  voids  weighs  165  x  60%  or 
99  pounds  per  cubic  foot. 

Gravels  are  seldom  composed  entirely  of  quartz,  but  are  usually 
made  up  also  of  stone  like  trap  rock  having  a  greater  specific 
gravity,  or  of  shales  and  sandstone,  which  have  a  lower  specific 
gravity.  When  the  specific  gravity  of  a  given  gravel  or  stone 
is  known  the  percentage  of  voids  may  be  determined  from  the 
weight  of  a  cubic  foot  of  the  loose  materials.  The  specific 
gravities  of  different  minerals  and  rocks  are  given  in  Tables  XL 
and  XII,  the  percentages  of  voids  may  be  obtained  from  Table 
XIII,  while  Table  XI\'  gives  the  voids  for  various  kinds  of  stone, 
according  to  different  authorities. 
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TABLE  XL— SPECIFIC  GRAVITY  OF  STONE. 

(Condensed  from  Merriirs  "Stones  for  Building/') 

Trap,  Boston,  Mass 2.78      Limestone     (oolitic)     Bedford 

Duluth,  Minn 2.8  to  3.0 


« 


Je»-sey  City,  N.  J 3.03 

*'      Staten  Island,  N.  Y 2J86 

Gneiss,  Madison  Ave.,  N.  Y . .  2.92 
Granite,  New  London,  Conn . .  2.66 

Greenwich,  Conn 2.84 

Vinalhaven,   Me 2.66 

Quincy,   Mass 2.66 

Barrc,  ^  Vt 2.65 

Limestone,  Joliet,  111 2.56 

Quincy,    111 2.51  to  2.57 

TABLE   XIL— SPECIFIC  GRAVITY  OF   COMMON   MINERALS 

AND  ROCKS. 


« 


M 


« 


« 


Ind 2.25  to  24s 

Marquette,  Mich...  2.34 
Glens  Falls,  N.  Y . .  2.70 
Lake    Champlain, 

N.    Y 2.75 

Sandstone,  Portland.  Conn...  2.64 
Haverstraw,  N.  Y..  2.13 

Medina,  N.  Y 2.41 

Potsdam,  N.  Y 2.60 

(grit)  Berea.  O 2.12 


n 


»i 


t< 


Limestone    2.35—2.87 

Magnetite,  Fe*0*  4.9  —5.2 

Marble    2.08—2.85 

Mica    2.75 — ^3.1 

Mica  Schist   2.5  — 2.9 


u 
<< 


Apatite    2.92—3.25 

Basalt    3.01 

Calgite,   CaCO*    2.5  — 2.73 

Cassiterite,  SnO*   6.4  — 7.1 

Cerrusite,  PbCo"  6.46 — 6.48 

Chalcopyrite,    CuFeS*. . .  4.1  — ^4.3 

Coal,  anthracite  1.3  — 1.84 

Coal,  bituminous  1.2 — 1.5 

Diat^se    2.6  — 3.03 

Diorite    2.92 

Dolomite,    CaMg(CO')*.  2.8  —2.9 

Feldspar    2.44 — 2.78 

Felsite    2.65 

Galena.   PbS    725—7.77 

Garnet    3-15— 4-3i 

Gneiss    2.62 — 2.92 

Granite    2.55 — 2.86 

Gypsum    2.3  — 3.28 

Halite   (salt)  NaCJ 2.1  —2.56 

Hematite,  Fe*0*  4.5  —5.3 

Hornblende    3.05 — 3.47 

Limonite,   Fe*0*(OH)*...  3.6  —4.0 

As  a  nile  it  will  be  found  that  the  voids  in  gravel  are  seldom 
less  than  30  per  cent,  or  more  than  45  per  cent.  If  the  pebbles 
vary  considerably  in  size,  the  voids  will  approximate  the  lower 
percentage,  but  if  they  are  of  nearly  uniform  size  the  voids  will 
approximate  the  higher  percentage. 

Gravel  compacts  more  readily  than  broken  stone,  on  account 
of  the  rounded  shape  of  the  pebbles,  while  the  angular  shape 
of  the  particles  of  broken  stone  prevent  easy  packing.  It  is 
stated  by  Prof.  S.  B.  Newberry  that  the  voids  in  Sandusky  Bay 
gravel  from  %  to  i^  in.  in  size  are  42.4  per  cent.,  and  for  sizes 
from  1-20  to  y^  in.  are  35.9  per  cent. 

For  stone  passing  a  2^^  in.  screen  with  the  dust  screened 


Olivine    3^33-'^^5 

Porphyry 2.5  —2.0 

Pyrite.   FeS'   483— 5-2 

Quartz,  SiO*  2.5  —2.8 

Quartzite    2.6  — 2.7 

Sandstone    2.0  —2.78 

Medina    24 

Ohio    2.2 

Slaty    1.82 

Shale    2.4  — 2.8 

Slate    2.5  —2.88 

Sphalerite,  ZiiS   3.9  — 4,2 

Stibnite.  Sb'S*   4-5  —46 

Syenite     2.27 — 2.65 

Talc    2.56—2.8 

Trap    2.6  — 3.0 


Stone. 

Gravel 

100% 

with 

0% 

80% 

>» 

20% 

70% 

« 

30% 

60% 

<< 

40% 

50% 

<< 

50% 

0% 

« 

100% 
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out,  composed  of  mixture  of  Green  River,  Ky.,  bluestone  and 
Ohio  River  washed  gravel,  Mr.  William  M.  Hall  gives  the  fol- 
lowing voids: 

Voids  in  Mixture. 
48% 

44% 
41% 
38.5% 
36% 

35% 

Hudson  River  trap  rock  and  gravel  of  the  same  sizes  as  just 
given,  had  the  following  voids: 

Trap.  Gravel.  Voids  in  Mixture. 

100%  with  0%  50% 

60%  "  40%  38.5% 

50%  "  50%  36% 

0%  "  100%  35% 

Size  of  Cement  Barrels. — There  is  no  uniform  practice  among 
engineers  in  regard  to  the  standard  of  Volume  used  in  measur- 
ing cement  when  proportioning  concrete.  In  Tables  IV  and  V, 
given  above,  Mr.  Thacher  uses  cement  measured  loose  and  gives 
6.56  barrels  of  cement  to  the  cubic  yard,  which  is  4.12  cu.  ft.  per 
barrel.  The  actual  cubical  contents  of  cement  barrels  used  by 
cement  manufacturers  vary  from  3.2  to  3.8  cu.  ft. ;  3.5  cu.  ft. 
per  barrel  may  be  taken  as  a  fair  average.  Correspondence  with 
a  number  of  cement  manufacturers  shows  that  the  amount  of 
cement  measured  loose,  which  is  packed  in  the  barrels,  varies 


TABLE 

XIIL 

• 

Speciile 
gravity. 

M   •    ■ 

IT- 

Weight  in  Ponnds  per  Cubic  Yard  when  Voids 

are— 

30% 

35% 

40% 

45% 

50% 

I.O 

62.355 

1,684 

1,178 

1,094 

1,010 

926 

842 

2.0 

124.7 

3.367 

2,357 

2,187 

2,020 

1,852 

1.684 

2.1 

130.9 

3.536 

2,475 

2,298 

2,121 

1,945 

1.768 

2.2 

137.2 

3,704 

2,593 

2,408 

2,222 

2,037 

1.85c 

2.3 

143.4 

3,872 

2,711 

2,517 

2,323 

2,130 

1,936 

2.4 

149.7 

4,041 

2,828 

2,626 

2,424 

2,222 

2,Q20 

2.5 

155.9 

4,209 

2,946 

2,736 

2,525 

2,315 

2,105 

2.6 

1 62. 1 

4,377 

3.064 

2,845 

2,626 

2,408 

2,189 

2.7 

1684 

4,546 

3.182 

2.955 

2,727 

2,500 

2,273 

2.8 

174.6 

4,714 

3.300 

3.064 

2,828 

2,593 

2,357 

2.9 

180.9 

4,882 

3.418 

3.174 

2.929 

2,685 

2441 

3.0 

187. 1 

5,051 

3.536 

3,283 

3.030 

2,778 

2,526 

3.1 

193.3 

5,2T0 

3.653 

3.392 

3.I3I 

2,871 

2,609 

32 

I99.«^ 

5,388 

3.771 

3..'^02 

3,232 

2.963 

2,694 

3-3 

205.8 

5,556 

3.889 

3,61 1 

3,333 

3,056 

::    2,778 

3.4 

212.0 

5,724 

4.007 

3,721 

3,434 

3,148 

2,862 

3.5 

218.3 

5,893 

4,125 

3,830 

3.535 

3,241 

2,947 
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TABLE  XIV.— VOIDS 

>i 
Authority  Voids. 

Sabin    49.0 

44.0 

Wm,   M.   Black 46.5 

J.  J.   R.   Croes 47.5 

S.   B.    Newberry 47.0 

H.  P.  Boardman 39  to  42 

48  to  52 

Wm.  H.  Hall 48.0 

"  50.0 

Wm.   B.   Fuller 47.6 

Geo.    A.    Kimball 49.5 

Myron   S.    Falk 48.0 

W.  H.  Henby 43.6 

46.0 

Feret    534 

"       51.7 

"       52.1 

A.  W.   Dow 45.3 

45.3 

Taylor  &  Thompson...      54.5 

...  54.5 
45-0 

...       51.2 

G.  VV.  Chandler 40.0 

Emile  Low    39.0 

C.  M.  Saville 46.0 


IN  LOOSE  BROKEN  STONE. 

Remarks. 

Limestone,  crusher  run  after  screening 

out  %-in.  and  under. 
Limestone     (i    part    screenings    mixed 

with  6  parts  broken  stone.) 
bcreened  and  washed,  2  ins.  and  under. 
Gneiss,   after   screening   out   %-in.   and 

under. 
Chiefly  about  egg  size. 
Chicago  limestone,  crusher  run. 
Chicago  limestone,  screened  into  sizes. 
Green    River    limestone,    2^/^    ins.    and 

snaller,  dust  screened  out. 
Hudson  River  trap,  2V2  in.  and  smaller, 

dust  screened  out. 
New  Jersey  trap,  crusher  run,  V«  to  2.1 

ins. 
Roxbury  conglomerate,  V2  to  2%  ins. 
Limestone,  V2  io  3  ins. 
**  2-in.  size. 

"  :Mi-in.  size. 

Stone,  1.6  to  2.4  ins. 
0.8  to  1.6  in. 
"       0.4  to  0.8  in. 
Bluestone,  89%  being  1V2  to  2%  ins. 
"  90%  being  Ve  to  i  ^^  ins. 

Trap,  hard,  i  to  2l^  ins. 
"     %  to  I  in. 
"     o  to  2^^  ins. 
soft,  %  to  2  ins. 
Canton,  111. 

Buffalo  limestone,  crusher  run,  dust  in. 
Crushed  cobblestone,  screened  into  sizes. 


(( 


« 


<< 


from  4  to  5  cu.  ft.,  being  usually  from  4.2  to  4.5  cu.  ft,  depending 
upon  its  specific  gravity,  the  method  of  measuring  when  loose 
and  the  density  with  which  it  is  packed.  The  manufacturers 
agree,  however,  upon  the  amount  of  cement  by  weight  per  barrel, 
380  lbs.  net  being  taken  as  the  standard.  The  American  Society 
for  Testing  Materials  recommends  a  weight  of  94  lbs.  per  sack 
and  4  sacks  or  376  lbs.  net  per  barrel. 

It  will  be  well  to  assume  each  barrel  of  380  lbs.  to  consist 
of  3.5  cu.  ft.,  and  use  this  as  a  basis  for  computing  the  quantities 
of  sand  and  stone  to  be  used.  For  a  1:2:4  mixture  we  will 
then  have  i  barrel=3.5  cu.  ft.  of  cement,  7  cu.  ft.  of  sand  and 
14  cu.  ft.  of  stone.  If  the  sack  be  taken  as  the  unit  we  have: 
I  sack  =  0.9  cu.  ft.  cement,  1.8  cu.  ft.  sand  and  3.6  cu.  ft.  stone. 
Multiples  of  these  quantities  may  be  used  when  batches  of  greater 
or  less  size  are  desired. 
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For  a  1:4:6  mixture  the  quantities  are  i  barrel  =  3.5  cu. 
ft.  cement,  10.5  cu.  ft.  sand  and  21  cu.  ft.  stone. 

Such  a  njethod  when  the  sand  and  stone  are  carefully  meas- 
ured will  give  a  definite  proportion  of  cement  for  the  sand  and 
stone,  whereas  if  a  volume  of  loose  cement  be  the  unit,  no  defi- 
nite proportions  can  be  assured  unless  a  definite  volume  be  ar- 
bitrarily assumed  for  the  loose  volume  of  a  barrel  of  cement. 

The  matter  of  standard  of  measurement  may  be  considered 
from  another  standpoint.  When,  in  specifying  the  proportions, 
the  volumes  of  the  aggregate  are  not  distinctly  stated  in  terms 
cf  cubic  feet  of  each  material  to  a  barrel  of  cement  or  the  volume 
in  cubic  feet  of  a  barrel  of  cement  is  not  specified,  undoubtedly 


Fig.  20. — Measuring  Box  for  Sand  and  Stone. 

the  contractor  has  the  legal  right  to  base  the  volumes  of  aggregate 
on  the  volume  of  a  barrel  of  cement  measured  loose.  Tables  IV. 
and  v.,  pages  54,  55,  are  based  on  cement  in  loose  volume,  it 
being  assumed  that  i  bbl.  of  cement  will  when  loose  measure 
4.12  cu.  ft. 

The  simplest  method  of  measuring  the  aggregate  is  by  the 
use  of  a  bottomless  box  8  or  10  ins.  high,  and  of  proper  lineal 
dimensions  to  give  the  desired  measuring  volume.  Thus  if  the 
volume  of  i  barrel  or  4  bags  of  cement  be  taken  as  3.5  cu.  ft.  and 
used  as  the  unit  of  measure  and  a  i  :  2  : 4  concrete  is  to  be  em- 
ployed,  a  box  (Fig.  20)  8  ins!  deep  and  2  ft.  71/2  ins.  by  4  ft.  may 
be  used  for  measuring  the  sand  and  stone.  This  box  should  be 
filled  once  with  sand  and  twice  with  broken  stone,  care  being 
laken  to  strike  it  off  level  and  in  no  case  permit  the  materials  to 
be  heaped  up  in  any  way. 

Amount  of  Water. — There  is  considerable  difference  of  opin- 
ion among  engineers  as  to  the  quantity  of  water  that  should  be 
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used  for  mixing  concrete.  It  was  formerly  supposed  that  a  dry 
mixture  gives  a  much  stronger  concrete  than  a  medium  or  wet 
mixture,  but  this  is  by  no  means  certain,  and,  on  account  of 
practical  considerations,  wet  mixtures  are  much  more  satisfac- 
tory for  concretes  used  with  reinforcement.  Myron  S.  Falk 
states,  in  his  *'Cements,  Mortars  and  Concretes,"  that  tests  made 
by  J.  W.  Sussex  in  thesis  work  at  the  Uuniversity  of  Illinois  in 
1903,  to  determine  the  relative  strength  of  wet  and  dry  mixtures, 
show  the  greatest  strength  for  wet  mixtures  (3  months  old). 
The  tests  were  made  on  forty-five  6-in.  cubes,  mixed  with 
three  different  percentages  of  water,  and  were  broken  at  the 
ages  of  seven  days,  one  month  and  three  months.  The  con- 
crete was  composed  of  one  volume  of  Portland  cement,  three 
volumes  of  sand  containing  a  small  percentage  of  fine  gravel, 
and  six  volumes  of  crushed  limestone.  The  tests  were  made 
with  the  three  degrees  of  plasticity  noted  in  Table  XV,  and  also 
two  degrees  of  tamping,  light  and  hard.  Each  result  shown  is 
the  average  of  three  tests.  At  the  end  of  three  months  the  wet 
concretes  furnished  the  greatest  ultimate  strength,  although  at 
the  end  of  seven  days  and  one  month  the  medium  specimens 
furnished  the  highest  ultimate  strength,  whether  tamped  light! v 
or  hard. 

TABLE  XV. 

Crushing    Strength    in    Lbs.  per    Sq.    Inch. 

Dry Medium 

Lightly           Heavily  Lightly  Heavily 

Age.                 Tamped.         Tamped.  Tamped.  Tamped.  Wet. 

7  days 1,200                1,340  2,280  1,330  1,040 

I  month    1,750                1,960  2,290  2,560  2,230 

3  months    2,500               2,600  2,150  2,590  3,040 

Mr.  George  W.  Rafter  has  recorded  in  the  report  of  the 
State  Engineer  of  New  York,  for  1897,  a  series  of  tests  show- 
ing the  relative  strength  of  concrete  mixed  with  varying  per- 
centages of  water.  Mr.  Rafter  does  not  express  the  ingredients 
of  a  concrete  in  the  usual  way.  In  order  to  make  his  tests  com- 
parable with  others  they  have  been  reduced  to  the  usual  form 
in  Table  XVL 

As  will  be  seen,  in  most  cases  the  dry  mixtures  have  a  slightly 
Sweater  strengfth  than  the  wet,  while  little  uniformity  is  shown 
in  the  strength  of  the  plastic  mixtures. 

Under  ordinary  conditions,  a  more  dense  and  homogeneous 
concrete  will  be  secured  by  using  a  wet  mixture  than  a  dry  mix- 
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ture.  Then,  too,  there  is  much  more  assurance  that  the  rein- 
forcement will  be  thoroughly  embedded  if  the  concrete  is  used 
wet  enough  to  flow  readily  with  moderate  ramming.  This  is 
especially  desirable  if  the  reinforcing  units  are  small  or  are  placed 
closely  together.  Again,  where  a  dry  mixture  is  us€d  much 
ramming  is  necessary  to  secure  good  results;  this  is  at  timcf 

TABLE  XVI. 


Ultimate    Crushing    Strength,    in    Lbs.,    per 
Sq.    In.     Average   of   4    Specimens. 


Proportion. 

1:4  

1:5  

2:6  

2:7  

3:8   

3:9% 


Excess  of  Water. 

3.256 

3764 

3.168 

2,847 

2,016 

1723 


4 :  ioV:i    1 ,670 

4:  12    1,767 

5:  12    1400 

5:  15    1,441 


Plastic. 

4,123 
4.072 
2,960 

2,777 
2,027 

2,056 
1,750 
1,600 

1465 
1,586 


Dry. 

3.966 
4,267 

3404 
2,888 
2,179 
2,207 

1,671 
1,810 

1,559 
1,537 


difficult  to  do,  is  expensive,  and,  on  account  of  confined  spaces, 
is  at  times  impossible.  Water  is  cheaper  than  ramming,  and  if 
used  with  judgment  will  give  practically  the  same  results.  Also 
there  is  less  danger  of  displacing  the  reinforcement.  In  some 
cases  where  pipes  are  formed  by  running  grout  of  quick  setting 
cement  into  moulds,  ramming  is  entirely  dispensed  with.  Until 
recently,  M.  Hennebique  used  dry  mixtures,  but  he  now  uses  more 
water  with  less  ramming. 


CHAPTER  V. 

MIXING  CONCRETE.    • 

Concrete  may  be  mixed  by  hand  or  by  machinery.  If  the 
work  is  thoroughly  and  conscientiously  done,  a  good  concrete 
can  be  secured  by  either  method.  If  the  job  is  a  small  one, 
in  almost  every  case  hand  mixing  will  be  found  to  be  the 
cheaper,  although  if  a  mixer  is  available,  it  should  be  used,  as  by 
its  use  there  is  less  liability  of  securing  a  poor  mix.  The  cost 
of  installing  a  plant,  by  which  economy  in  mixing  may  be  secured, 
will  more  than  balance  the  saving  obtained  by  machine  mixing, 
unless  considerable  concrete  is  to  be  used. 

Whichever  method  is  used,  the  inspection  should  be  careful 
and  continuous.  The  points  to  be  insisted  upon  are :  ( i )  exact 
measurement  of  materials;  (2)  thorough  mixing  until  the  color 
and  consistency  of  the  mass  are  uniform  throughout;  (3)  that 
the  correct  amount  of  water  is  used;  and  (4)  that  proper  care 
i:  taken  in  dumping  the  concrete  in  place. 

Long  Time  Mixing. — The  strength  of  a  concrete  will  depend 
largely  upon  the  thoroughness  with  which  the  surface  of  each 
and  every  particle  of  the  sand  and  broken  stone  is  coated  with  a 
film  of  cement  mortar.  Of  course  the  efficiency  of  the  machine 
or  the  thoroughness  with  which  the  men  do  their  work  will 
govern  to  a  large  extent  the  thoroughness  of  mixing,  but  other 
things  being  equal  the  strength  of  the  concrete  will  vary  with  the 
time  of  mixing. 

A  series  of  tests  was  made  bv  Mr.  Clarence  Coleman,  M.  Am. 
See.  C.  E.,  to  determine  the  effect  of  mixing  for  different  periods 
of  time.  The  tests  were  made  on  i  cement  to  3  sand  briquettes. 
The  mixing  was  by  hand,  in  a  cast-iron  box  with  inclined  ends, 
using  a  hoc  almost  as  wide  as  the  box.  As  shown  in  Table  XVII, 
the  briquettes  were  broken  at  ages  varying  from  7  days  to  2  years. 

Each  batch  for  making  five  briquettes  was  mixed  from  one  to 
ten  minutes,  advancing  one  minute  for  each  batch.  As  will  be 
seen,  the  gain  in  strength  from  i  to  10  minutes  was  54,  42  and 
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20.7  per  cent  for  i  month,  3  months  and  2  years  respectively. 
Hence  we  sec  the  desirability  of  thorough  mixing. 

TABLE  XVII. 
EFFECT  OF  TIME  OF-  MIXING  ON   STRENGTH   OF  CEMENT 

MORTAR   (I   CEMENT  TO  3  SAND). 

Water 
per  cent    Mean  Tensile  Strength  of  Briquettes  After 

Time  4  of       Days — Months —      — Years — 

of  dryingre-    7,  28,  3,  6,  i,  2. 

mixing.  dients.       lbs.  lbs.       lbs.       lbs.        lbs.        lbs. 

1  minute 8.25        231.6        317        397        437        435        4^9 

2  minutes 8.25        2744        366        425        447        468        430 

3  "        8.25  288.2  396  454  516  521  459 

4  *•        8.25  306.8  418  466  534  536  490 

5  "        8.25  3-246  436  495  546  532  515 

6  '•        8.25  335.0  446  5-28  554  559  481 

7  "        8.37  344.8  446  500  509  585  530 

'8  ••        8.50  387.2  471  530  571  563  5" 

5^       ••        8.75        362.2        469        538        603        601        530 

10       ••        8.87        368.6        488        564        612        615        524 

Hachine  vs.  Hand  Mixing. — Tests  made  by  U.  S.  Government 
engineers  at  Duluth,  Minn.,*  to  determine  the  relative  strength  of 
concrete  mixed  by  hand  and  by  machine  (a  cube  mixer)  showed 
that  at  7  days  hand  mixed  concrete  only  possessed  53  per  cent, 
of  the  strength  of  machine  mixed  concrete,  at  28  days  yy  per 
cent.,  at  6  months  84  per  cent,  and  at  i  year  88  per  cent. 

Details  of  these  tests  were  as  follows :  Concrete  was  composed 
of  I  part  Portland  cement,  10.18  parts  aggregates. 

TENSILE  TESTS. 

Age  7  days.  High.  Low.        Averag^e. 

Machine  mixed  sdmple 260  243  253 

Hand   mixed   sample 159  1 1 3  134 

Hand  mixture  had  53  per  cent  of  strength  of  machine  sample. 
Age  28  days.  High.  Low.        Average. 

Machine  mixed  sample 294  249  274 

Hand  mixed  sample 231  197  211 

Hand  mixed  sample  had  yj  per  cent  of  strength  of  machine  sample. 
Age  6  months.  High.  Low.        Average. 

Machine  mixed  sample 441  345  388 

Hand  mixed  sample 355  298  324 

Hand  mixed  sample  had  84  per  cent  of  strength  of  machine  sample. 
Age  I  year.  High.  Low.        Average. 

Machine  mixed  sample 435  367  391 

Hand  mixed  sample 369  312  343 

Hand  mixed  sample  had  88  per  cent  of  the  strength  of  machine  mixed 
sample  at  end  of  one  year. 

It  should  be  noted  in  this  connection  that  variation  in  strength 
from  highest  to  lowest  was  greatest  for  the  hand  mixed  samples. 


♦Report    Chief    of    Engineers,    U.    S.    Army,     19(M,    p.   3,795. 
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Thus  TTiore  uniform  results  are  to  be  expected  when  the  mixing 
is  done  by  machinery. 

Hand  Mixing. — For  hand  mixing  the  platform  should  be 
located  as  near  as  possible  to  the  work,  and  so  situated  that  the 
cement,  sand  and  stone  can  be  dumped  conveniently  near  to  it. 
Conditions  should  be  such  that  the  mixed  product  can  be  easily 
removed  and  deposited.  The  platform  should  be  from  12  to  20 
ft  square,  and  constructed  of  2-in.  plank  dreSvSed  on  one  side 
and  nailed  to  2x4-in.  stringers,  4  or  5  ft.  apart.  In  many  cases 
it  will  be  found  that  a  2  or  3-in.  strip  nailed  around  the  edge  of 
the  platform  will  prevent  wasting  the  material.  A  convenient 
method  of  measuring  the  materials  has  been  given  on  page  66. 

Different  methods  of  hand  mixing  are  employed  by  engineers. 
The  writer  prefers  to  mix  the  cement  and  sand  dry  on  a  platform 
or  mixing  board,  the  mixing  being  continued  until  the  dry  ma- 
terial is  of  uniform  color.  Water  is  then  added,  and  the  mixture 
turned  over  until  a  cement  mortar  of  uniform  consistency  is  ob- 
tained. The  stone,  having  been  previously  thoroughly  wet,  is 
then  added  and  the  whole  mass  turned  over  until  a  satisfactory 
mixture  is  obtained. 

Another  method  is  to  mix  the  cement,  sand  and  stone  dry; 
then  add  water,  slowly  turning  over,  and  mixing  as  the  water  is 
added.  It  is  customary  to  spread  the  materials  evenly  over  the 
board,  and  add  water  slowly  as  the  process  proceeds.  Four 
men  take  their  positions,  two  on  each  side  of  the  material,  two 
shoveling  left  and  two  right  handed.  The  material  is  then 
shoveled  towards  the  ends  of  the  board,  care  being  taken  to  turn 
the  shovel  completely  over  each  time.  The  material  at  the  next 
turn  is  shoveled  towards  the  centre  of  the  board.  Three  or  more 
turns  are  necessary  to  obtain  a  good  mixture. 

Machine  Mixers. — Machine  mixers  used  in  this  country  may 
be  grouped  into  three  classes:  (i)  Continuous,  (2)  batch  and 
(3)  gravity  mixers. 

The  continuous  mixer  usuallv  consists  of  a  central  shaft,  to 
which  are  attached  arms  or  paddles,  rotating  in  a  long  trough. 
The  paddles  are  set  at  such  an  angle  that  they  have  an  endless 
screw  action,  cutting  and  pushing  the  materials  down  toward 
the  lower  end  of  the  trough,  out  of  which  a  continuous  stream 
of  concrete  flows.  Two  types  of  machines  are  used:  Figure 
21  shows  that  in  which  the  materials  are  thrown  into  the  trough 
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FlB.  21-— Plain  Trough  Mixer, 
by  men  standing  at  the  sides  of  tht  machine,  part  shoveling 
sand  and  part  stone.  With  this  machine  the  uniformity  of  the 
prothict  depends  upon  the  abiHty  of  the  men  to  shovel  evenly,  a 
most  uncertain  quality.  In  the  other  type  of  machine,  shown  in 
Fig.  22,  the  materials  are  placed  in  hoppers  at  the  head  of  the 
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trough  and  are  automatically  measured.  The  figure  shows  the 
arrangement  of  the  cement,  sand  and  stone  hoppers.  It  also 
shows  the  operating  engine  and  the  various  shafts  leading  to 
the  feed  screws  in  the  several  hoppers.  With  this  machine  a 
more  uniform  mixture  is  obtained.  It  has  been  the  author's 
experience,  however,  that  continuous  mixers  should  be  avoided 
for  reinforced  concrete  work.  Many  specifications  prohibit  the 
use  of  continuous  mixers. 

Batch  mixers  may  be  classified  as  follows:     (i)   The  cube 
mixer,   (2)  the  double  cone  or  Smith  mixer,  and  (3)  .the  Ran- 
or  drum  mixer,  whiqh  does  not  tilt.    Many  other  mixers  are 


Pig.   23.— Twin   Cube  Mixer   Plant. 

on  the  market,  but  all  closely  resemble  some  one  of  the  above 
named  types.  In  operation  the  batch  mixer  is  turned  10  or  15 
times  or  more  after  charging  and  then  the  materials  are  dis- 
charged. 

Cube  Mixer. — One  of  the  oldest  forms  of  mixers  is  the  cube 
mixer  (Fig^te  23),  which  consists  simply  of  a  cubical  steel  box 
mounted  pil  trunnions,  or  a  shaft  passing  through  diagonally 
opposite  (Vomers.'  The  materials  are  put  in  through  a  door  in  the 
side  of  the  box ;  the  door  is  closed,  and  the  mixer  revolved  about 
the  tnmnions  as  an  axis;  the  door  is  then  opened  and  the  con- 
crete dumped  out.    Figure  24  shows  the  improved  Chicago  cube 
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Fig.   24— Improved   Chicago   Cub*   Miier. 
mixer.     In   Lliis   macliinc   the   materials  are   introduced  at  one 
corner  ami  flow  out  al  the  other. 

Smith  Uixer. — The  Smith,  or  double  cone,  mixer  is  shown  in 
Figure  25.  and  consists  of  a  revolving  dnun  having  the  shape  of 
a  double  cone.     This  machine  revolves  on  its   horizontal  axis. 
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Baffle  plates,  or  deflecting  wings,  are  attached  to  the  inside  of 
the  shell ;  these,  as  it  revolves,  lift  up  and  turn  over  the  materials, 
thoroughly  mixing  them.  The  drum  is  open  at  both  ends.  The 
materials  are  introduced  at  one  end,  and,  after  the  mixing  is  com- 
pleted, are  discharged  at  the  other  end  by  tilting  the  machine 
from  its  horizontal  position  so  that  the  materials  will  run  out. 
The  concrete  is  visible  throughout  the  whole  operation,  and  can 
be  discharged  without  stopping  the  machine. 

1  Kixer. — The  Ransome,  or  drum,  mixer   (Fig.  26) 


Fig.  20.— HanBome   Drum   Miner. 

Iias  a  cylindrical  drum  revolving  about  its  horizontal  axis.  The 
irachine  rests  upon  friction  rollers,  and  is  driven  by  cog  wheels 
working  in  the  cogged  rim  attached  to  the  circumference  of  the 
('rum.  The  whole  is  driven  by  steam,  compressed  air,  electricity 
rr  by  a  gas  engine.  Inside  the  drum  and  riveted  to  the  circum- 
ference of  the  shell  are  steel  scoops  by  which  the  concrete  is 
I'fted  and  turned  over.  The  scoops  are  staggered  in  such  a  way 
as  to  give  the  materials  a  back  and  forth  travel  in  the  drum. 
Passing  through  the  drum  and  supported  npon  the  truck  is  a  dis- 
charge chute,  which  can, be  tilled  so  as  to  receive  the  concrete  as 
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ii  drops  from  the  scoops  and  deliver  it  into  buckets,  cars  or  wheel- 
harrows  used  to  carry  it  to  tlie  work. 

Gravity  Mixer.^In  one  type  of  ^avity  mixer  the  falling  ma- 
terials strike  baffle  plates,  which  throw  them  together  in  their 
descent  through  the  machine. 
I-'igure  27  shows  the  Gilbreth 
gravity  mixer.  It  consists  of  a 
funnel -shaped  receiving  end  at- 
tached to  a  bos-shaped  chute 
having  deflector  plates  attached 
to  the  sides  and  set  at  an  angle 
of  20  or  25  degrees  to  the  ver- 
tical, together  with  rows  of  pins 
or  rods  set  at  frequent  intervals 
along  the  length  of  the  chute. 
The  baffle  plates,  or  deflectors, 
throw  the  material  from  side  to 
side,  and  the  pins  mix  it  as  it 
descends.  The  materials  arc 
measured  in  layers  on  a  plat- 
form above  the  machine,  and 
then  shoveled  into  it.  The  prin- 
cipal objection  to  this  machine 
seems  to  lie  the  difficidty  of  de- 
livering the  proper  amoupt  of 
each  material  to  th^^niachine 
simultaneously,  so  3s  to  secure  a 
perfectly   uniform    mixture. 

The  Mains  gravity  mixer 
(Fig.  28)  consists  of  a  series  of 
hoppers  placed  one  above  the 
other.  The  materials  are  dropped 
from  one  hopper  to  another. 
Fig.  27.— Gilbreth  Gravity  Mixer,  water  being  added,  and  are  sup- 
posed to  turn  over  and  mix  in  their  descent.  This  mixer  has 
been  used  by  government  engineers  on  work  of  great  magnitude, 
and  it  is  stated  that  a  very  good  concrete  was  secured. 

The  author  believes  that  gravity  mixers  should  not  be  used  on 
reinforced  concrete  work  where  it  is  almost  absolutely  essential 
that  a  perfectly  uniform  mix  shall  be  secured. 
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Automatic  Measurers. — A  number  of  machines  for  measuring 
the  materials  automatically  have  been  devised,  but  unless  a  large 
quantity  of  concrete  is  used  the  expense  of  their  installation  will 
rot  be  warranted.  Figure  29  shows  one  type  of  automatic 
measurer  known  as  the  Trump  measurer.  This  machine  consists 
of  several  bottomless  storage  cylinders,  from  beneath  which/ thj 
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Fig.  28:— Halns'  Gravity   Mixer. 

materials  flow  out  on  to  a  revolving  platform  and  are  scraped  off 
hy  stationary  arms  resting  upon  the  top  of  the  platform  and  pro- 
jecting into  each  material  a  sufficient  distance  to  scrape  off  the 
proper  amount  of  each.  Figure  30  shows  the  Treadwell  measurer, 
which  consists  of  several  drums,  one  for  each  material,  placed 
directly  under  bins  containing  cement,  sand  and  stone,  and  rotat- 
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ing  upon  the  same 
horizontal  shaft.  The 
quantity  of  material 
is  regulated  by  means 
of  gates  in  the  bins 
and  the  speed  of  rota- 
tion of  the  drums. 

Automatic  weighing 
machines  are  at  times 
used  when  the  pro- 
portioning is  done  by 
weight.  These  consist 
of,  a  series  of  auto- 
matic tipping  buckets 
placed  under  spouts 
leading  from  the  stor- 
age bins.  When  the 
proper  weight  of  ma- 
terial is  in  the  bucket 
it  automatically  tips, 
shuts  a  valve  in  the 
spout  and  empties  in- 
to the  hopper  leading 
to  the  machine.  When 
all  three  materials 
have  reached  the  hopper  a  valve  opens  and  they  are  emptied  into 
the  mixing  machine.  When  different  sizes  of  stone  are  used  to 
secure  a  well  balanced  aggregate  bins  and  automatic  tipping 
buckets  arc  supplied  for  each  size. 

Mixing  Plants. — Great  economy  may  often  be  effected  by 
carefully  designing  the  plant  for  handling  both  the  raw  ma- 
terials and  the  concrete.  Study  should  be  made  of  local  condi- 
tions, and  the  layout  of  the  plant  should  be  sketched  on  paper. 
Designs  should  be  made  of  several  arrangements  of  the  ma- 
chinery, together  with  estimate?  of  the  first  cost  of  the  plant 
and  the  probable  expense  of  operation.  Local  conditions  will 
l?rgely  affect  the  design  and  determine  the  layout  of  the  plant. 

When  iht  quantity  of  materials  to  be  handled  is  large,  the 
introduction  of  conveying  machinery  will  often  effect  a  great 
saving.       lioth    the    aggregate    and    the    mixed    product    are 


Fig,  2n. 
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handled  by  this  machinery.  One  of  the  simplest  and  most 
effective  methods  of  delivering  concrete  to  the  upper  stories 
of  a  reinforced  concrete  building  which  tlie  author  has  seen 
was  by  means  of  a  "mechanical  hod-carrier."  This  apparatus 
consists  of  a  light  tower  with  an  endless  double  chain  working 
ever  sheaves  at  the  top  and  bottom  and  driven  by  the  engine 
operating  the  mixer.  Hooks  are  attaclied  to  the  hoisting  chains, 
the  concrete  is  dehvered  by  the  mixing  machine  into  buckets, 
a  man  hangs  the  bucket  on  the  hooks  attached  to  the  hoisting 


chain,  and  another  man  removes  tlieni  wlien  they  reach  the  story 
where  the  concreting  is  being  done.  It  has  been  found  that 
this  machine  hoists  the  concrete  as  fast  as  it  can  be  conveniently 
put  in  place. 

The  raw  materials  should  be  delivered  as  near  as  possible  to 
the  machine.  At  times  they  are  unloaded  on  platfonns  or  into 
tins  placed  above  the  machine.  Chutes  are  provided  from  the 
bins  for  conveying  the  materials  to  the  machine  or  they  are 
shoveled  directly  into  it  after  Iwing  measured.  Bucket  eleva- 
tors may  often  be  used  with  economy  to  raise  the  materials  to 
the  platform  or  bins  above  the  machine. 

One  of  the  largest  cost  items  in  mixing  concrete  is  that  of 
shoveling  materials  into  the  machine.  The  hoisting  bucket 
shown    in    Fig.    24   is   used    for    raising   the    materials    to   the 
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hopper  of  the  mixing  machine.  The  materials  may  be  dumped 
directly  into  the  bucket  from  wheelbarrows  or  wagons,  and 
then  raised  by  a  power  hoist  operated  by  the  engine  used  to 
drive  the  mixer.  Various  modifications  of  this  power  hoist  are 
f.sed  on  different  types  of  machines. 

The  mixing  plant  shown  in  Fig.  23  was  used  by  United 
States  engineers  on  the  construction  of  a  canal  at  the  cascades 
of  the  Columbia  River,  Oregon.  The  capacity  of  the  plant 
was  250  cubic  yards  per  day.  It  is  stated  that  the  cost  of  mixing 
and  placing  by  a  chute  was  $0,434  per  cubic  yard. 

The  mixing  plant  shown  in  Figure  31  was  used  in  the  con- 


Fig  31.— Miilns  PUnt.   IlllnoiH  &  MlsHlsBippI   Canal  Lock  Work. 


struction  of  the  concrete  locks  on  the  Illinois  and  Mississippi 
Canal.  The  track  for  the  trolley  from  which  the  hoisting 
bucket  was  hung  was  the  lower  chord  of  a  King  post  truss. 
The  truss  was  supported  by  two  A-frames,  one  having  legs 
30  ft.  long  and  the  other  having  legs  38  ft.  long.  A  pit 
was  dug  under  the  truss  and  tracks  laid  on  each  side  of  the  pit 
so  that  dump  cars  could  readily  deliver  material  into  a  charg- 
ing box  placed  in  the  pit.  The  charging  bo.>:  was  3  ft.  8  ins, 
square  and  3  ft.  deep,  hoi.ling  40  cubic  feet,  and  was  raised  by 
a  J^-in.  steel  cable  running  through  a  pair  of  double  blocks. 
The  slope  of  the  lower  chord  of  the  truss  was  such  that  the 
cable  hoisted  the  bucket  and  carried  it  along  the  truss  without 
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the  use  of  latcliinfj  devices.    This,  it  should  be  noticed,  is  a  very 
simple  and  ingenious. hoisting  and  conveying  apparatus. 

A  15  H.  P.  portable  engine  operated  the  hoist  with  one  pulley, 
and  its  other  pnlley  operated  the  friction  clutch  driving  the 
4-ft.  cubical  concrete  mixer.  Above  the  mixer  was  a  hopper, 
and  under  the  mixer  the  track  for  the  dump  cars  that  carried 
the  concrete  to  the  lock  walls.  It  was  found  necessary  to 
lower  the  hopper  6  ins.  lower  than  shown  to  prevent  spilling 
the  materials.  It  was  also  found  desirable  to  reduce  the  dis- 
tance  between   the   mixer   and    the   lower   platform   by  9    ins. 


Fig.  :;:;.— Siao da rd  Ransone  Mixing  Plant. 

and  to  place  diagonal  timber  braces  imdcr  the  timbers  sup- 
porting the  axis  of  the  mixer.  Nine  revolutions  of  the  mixer 
secured  a  perfect  mixture  of  the  concrete.  The  belt  hoist,  trol- 
ley, charging  box  and  cubical  mixer,  with  the  necessary  shafting, 
gearing,  etc.,  cost  $706.  delivered,  and  the  timber,  framing  and 
erection  cost  $300  more. 

A  mixing  plant  designed  for  use  with  a  Ransomc  mixer  is 
shown  in  Fig.  32.  The  bins  for  holding  the  stone  and  sand 
^re  supported   by  a  scaffolding  above  a  hopi>er  in   which  the 
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Fig.  33.— RaoBome  Hoist  tor  Concrete. 
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proper  proportions  for  each  mix  are  deposited  and  then 
clumped  into  the  mixer.  After  the  batch  has  been  properly 
mixed  it  is  dumped  into  a  concrete  bin,  from  which  it  is  drawn 
as  needed.  The  proper  dimensions  for  the  various  parts  of 
the  plant  are  shown  in  the  following  table.  The  numerals  refer 
to  the  different  sizes  of  Ransome  mixers.    The  capacity  per  hour 
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of  each  of  these  mixers,  respectively,  is  20,  30  and  40  cubic  yards. 
Any  one  of  the  well-known  types  of  mixers  may  be  used  with 
this  mixing  plant. 

The  Ransome  hoist  may  be  used  in  connection  with  mixing 
plants,  either  for  elevating  the  sand  and  stone  or  the  concrete 
from  the  mixer  to  the  various  floors  when  used  in  building  con- 
struction. 

Figure  33  shows  the  arrangement  of  this  hoist,  which  consists 
essentially  of  a  framework  supporting  a  sheave  for  the  hoisting 
cable,  and  having  guides  for  hoisting  the  bucket.  When  the 
bucket  reaches  the  desired  height  it  is  self-dumping;  the  position 
is  shown  by  the  dotted  lines  in  the  annexed  figure. 

In  the  construction  of  the  Bush  Terminal  Building  in  Brook- 
lyn one  of  these  hoists  was  used.  The  chief  engineer  stated  to 
the  author  that  the  self-dumping  arrangement  did  not  prove 
satisfactory  and  it  was  necessary  to  use  a  crowbar  for  dumping 
the  bucket.  However,  if  the  macliinery  is  properly  adjusted 
the    self-dumping   arrangement    should    prove    satisfactory. 

In  Engineering-Contracting  for  February,  1906,  was  pub- 
lished the  following  description  and  costs  obtained  by  using  a 
mixing  plant  (Fig.  34)  with  a  Ransome  hoist  to  elevate  ma- 
terials to  the  bins.  This  was  used  in  connection  with  a  Ran- 
some No.  4  mixer  in  the  new  portion  of  the  terminal  at  the 
Grand  Central  Station  of  the  New  York  Central  R.  R.,  New 
Vork  City.  The  concrete  was  delivered  from  the  mixer  into 
two  dump  cars  of  the  end-dump  pattern,  each  holding  i  cubic 
yard.      These    cars    run    on    a    light  track    (2-ft.    gauge).     As 
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there  was  no  room  for  a  switcli  these  can:  were  run  on  a  single 
track  and  had  to  wait  tor  each  other,  l-'oiir  men  were  used 
to  push  each  car.  making  8  men  transjiorting  the  concrete. 
Two  more  men  were  necessar\'  to  assist  in  dumping  the  cars 
and  cleaning  the  track  of  an>'  concrete  which  lodged  upon  it. 
In  the  construction  of  a  retaining  wall  250  cubic  yards  of 
concrete  were  deposited  in  8  hours.  The  cost  of  operation  of 
this  plant  was  as  follows,  wages  being  $1 .50  per  day  for  laborers : 

Per  Day. 
2  men  carr)'ing   cement    %i-oo 

6  men  shoveling  sand  9.00 

17  men  shoveling    stont  ■ ZS-OO 

II  men  wheeling    stone    16.OO 

2  men  at  stone  and  sanil  bins , .  3.00 

2  men  opening   cemenl    bags 3.OO 

I  man  dumping  hopper    1 .50 

I  man  dumping  mixer   1.50 

I  man  chaining  chute  of  niixtr,  etc 1.50 

8  men  pushing  2  carts    li.oo 

a  men  cleaning   track 3.00 

7  men  spading  concrete   10.50 

I  motorman  or  engineer   3.00 

I  foreman    S-oo 

Electricity  or   steam  power    (eslimalfd ) 7.00 

Total,  250  cu.  yds.,  at  41.6  cts $104,00 

It    will    be    noted    that    (>    nwu    vvxrc    (.■inpluycfl    in    shoveling 
sand  and  17  men  in  shoveling  stone,  whilf  1 1   men  were  wlieel- 


■    Hanining   Concn- 


ing  stone,  making  a  total  cost  for  these  item.';  ni  $50.(xi.     Where 
dump  cars,  such  as  Fig.  35,  niamifactnred  by  L'oniincntal  Lar 
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&  Equipment  Co.,  or  those  of  other  well-known  firms,  can  be 
used  to  deliver  the  materials  at  the  site,  unloading  in  bins  having 
chutes  to  convey  the  sand  and  stone  to  the  hoisting  bucket, 
the  major  part  of  this  portion  of  the  cost  can  be  eliminated. 
Thus  we  can  see  that  if  a  plant  is  carefully  designed, 
and  a  moderate  outlay  made  for  bins,  tracks,  etc.,  the 
cost  of  mixing  can  be  reduced  to  a  surprisingly  low  figure. 
Thus  if  the  cost  of  this  part  of  the  handling  be  cut  in  two, 
v.'hich  may  easily  be  done  by  careful  designing,  the  total  cost 
of  mixing  will  be  $79-^250=^31.6  cents  per  cubic  yard. 
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-Concrete  Mixing  and  Hoisting  Plant,  Ingalls  Building, 

Cincinnati,  Ohio. 


The  concrete  mixing  plant  shown  in  Fig.  36  was  used  in 
the  construction  of  the  Ingalls  Building.  A  large  portion  of 
the  basement  was  utilized  for  the  storage  of  sand,  stone  and 
cement.  On  one  side  was  located  the  concrete  mixer  and  gas 
engine  used  in  driving  same.  Adjacent  to  this  was  the  hoist  used 
for  elevating  the  concrete  to  the  upper  floors.  The  hoist  con- 
sists of  the  usual  guides,  which  act  as  a  support  for  the  sheave 
at  the  top,  and  a  concrete  bucket  was  used  to  raise  the  material, 
the  concrete  being  dumped  directly  from  the  mixer  into  the 
bucket  and  then  hoisted  to  the  desired  floor. 


CHAPTER  VI. 

PLACING  COXXRETE. 

After  the  concrete  has  been  thoroughly  mixed  it  is  usually 
conveyed  to  the  work  in  wheelbarrows,  dump  cars  running  on  a 
light  tramway,  or  buckets  handled  by  cranes,  and  deposited  in 
6  or  8  in.  layers.  Push  carts  may  be  used  in  place  of  wheel- 
barrows. In  depositing  concrete  dumping  from  a  height  of 
several  feet  should  be  avoided  where  possible,  as  the  stone  and 
mortar  may  become  more  or  less  separated.  After  being  deposited 
the  concrete  is  thoroughly  rammed  until  a  film  of  water  flushes 
slightly  to  the  surface.  Too  severe  ramming  when  the  con- 
crete is  dry  will  injure  it,  by  forcing  the  larger  stone  to  the 
hottom,  and,  if  the  ramming  is  continued  too  long,  the  setting 
will  be  delayed  and  the  strength  permanently  impaired.  The 
r.mount  of  ramming  which  can  be  done  will  depend  upon  the 
amount  of  water  used  in  mixing.  Very  wet  concretes  can  not 
Ix'  rammed  at  all. 

When  possible  a  section  of  concrete  work  should  be  carried 
en  continuously  until  completed,  for,  if  the  work  is  stopped,  lines 
of  cleavage  are  apt  to  be  formed.  When  it  is  impossible  to  carry 
or  the  work  continuously  the  points  at  which  the  work  is  stopped 
should  be  chosen  so  that  any  weakness  which  may  develop  will 
do  the  least  possible  harm.  Before  beginning  concreting  anew, 
the  surface  at  the  joint  should  be  cleaned,  roughened  and  w^ashed 
with  neat  cement  paste  having  a  consistency  of  cream.  A  layer  of 
concrete  is  then  spread  on,  and  the  depositing  continued  as  before. 
Every  precaution  should  be  taken  to  place  the  reinforcement  in 
i*<^  proper  position  and  retain  it  in  place,  to  see  that  all  voids  are 
filled,  and  that  the  concrete  after  depositing  is  as  homogeneous 
ac  possible. 

The  consistency  of  the  mixture  will  often  govern  the  methods 
of  handling  and  depositing.  With  a  dry  mixture  there  is  a  ten- 
dency for  some  of  the  stone  to  separate  from  the  mortar  on  the 
slightest  provocation.  A  dry  mixture  may  be  described  as  having 
the  consistency  of  damp  earth.     A  medium  mixture  is  soft  and 
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quakes  like  liver  when  rammed.  A  wet  mixture  is  too  soft  to 
sustain  a  man,  and  so  thin  as  to  flow  easily.  Great  care  is  neces- 
sary in  handling  and  placing  dry  concrete  to  secure  a  uniform 
mixture  throughout  the  structure.  With  a  wet  mixture  there 
is  less  tendency  for  the  materials  to  separate.  When  quite  wet 
care  must  be  taken  that  a  part  of  the  semi-fluid  does  not  slop 
out  of  the  wheelbarrows  or  buckets  while  being  conveyed  from 
the  mixer  to  the  work. 

At  times,  when  the  mixer  can  be  located  conveniently  near, 
the  concrete  may  be  run  through  troughs  or  chutes  directly  into 
place.  Quite  a  wet,  slushy  consistency  will  prove  the  most 
satisfactory   under  these   circumstances. 

A  wet,  slushy  concrete  flows  more  readily  down  and  around 
the  reinforcement  when  the  latter  is  placed  in  confined  spaces. 
With  wet  concrete,  tamping  is  not  possible,  but  the  concrete  is 
usually  cut  with  a  spade,  a  wedged  shaped  tamping  bar  or  a 
tamping  bar  with  a  thin  narrow  blade. 

Care  must  be  taken  in  placing  the  concrete  in  the  narrow 
spaces  of  the  forms,  so  that  stone  pockets  will  not  be  formed. 
In  using  wet  concrete  the  forms  should  be  so  nearly  water  tight 
that  the  thin  cement  grout  will  not  drain  out,  leaving  voids 
and  stone  without  a  cement  coating. 

Orouting. — Grout  is  a  thin  or  liquid  cement  mortar.  The 
mortar  may  be  neat  or  have  various  proportions  of  sand  added, 
say  from  J/2  to  2  parts  to  one  part  of  cement.  The  neat  cement, 
however,  will  prove  the  most  satisfactory,  as  there  is  a  tendency 
for  the  cement  and  sand  to  separate  and  form  layers  of  sand  and 
cement.  Grout  was  formerly  extensively  used  in  the  construction 
of  bridge  i)iers.  It  was  customary,  after  laying  the  large  backing 
stone  in  place,  taking  care  in  all  cases  to  break  joints  in  both 
directions,  so  as  to  bond  the  entire  wall  together  both  longi- 
tudinally and  transversely,  to  fill  the  vacant  spaces  with  broken 
stone  of  various  sizes  and  then  the  grout  work,  i.  e.,  pour  liquid 
mortar  into  the  open  si)aces  until  entirely  filled.  There  is  danger 
of  not  filling  the  spaces  fully  if  the  grout  is  too  thick  or  the 
work  not  properly  done,  in  which  case  a  part  of  the  masonry 
will  not  be  much  better  than  dry  rubble. 

Grouting  is  not  now  considered  a  first-class  method  of  con- 
struction. It  has.  however,  been  used  successfully  in  many  cases, 
and  will  at  times  prove  useful  when, on  account  of  local  conditions. 


PLACING  COi\ CRETE,  89 

ether  methods  cannot  be  used.  It  has  been  successfully  used  for 
subaqueous  foundation  work  by  English  engineers,  both  in  India 
and  Europe. 

The  proper  method  of  mixing  grout  is  to  mix  the  cement,  on 
a  flat  platform  or  the  ordinary  mixing  board,  to  the  consistency 
of  stiff  paste,  then  place  it  in  a  tub  and  slightly  thin  it  down  by 
adding  water  in  very  small  quantities  and  stirring  until  the 
paste  is  reduced  to  a  thick  grout,  or  just  soft  enough  to  leave 
the  bucket.  It  should  be  poured  as  rapidly  as  possible  and  the 
pouring  continued  until  completed.  The  faster  the  grout  is 
poured  and  the  more  continuous  the  flow  is  kept  up  the  better 
will  be  the  results  obtained. 

Bubble  Concrete. — In  massive  work  large  stones  are  some- 
times embedded  in  concrete,  forming  what  is  known  as  rubble 
concrete.  In  such  structures  as  dams,  lock  walls,  breakwaters, 
retaining  walls  and,  in  many  cases,  bridge  piers  and  abutments, 
a  considerable  reduction  in  cost  may  be  obtained  by  the  introduc- 
tion of  large  stone  without  sacrificing  in  any  way  the  strength  or 
Rtness  of  the  structure.  The  stones  thus  embedded  should  be  per- 
fectly sound,  and  when  large  should  not  lie  nearer  one  to  another 
cr  the  face  of  the  wall  than  from  three  to  six  inches.  The  con- 
crete should  be  mixed  quite  wet,  and  much  care  taken  to  com- 
pletely surround  each  stone  with  a  compact  mass  of  concrete. 
The  stones  sUould  be  settled  in  the  concrete  already  laid  far 
enough  to  give  them  a  full  bed.  The  stone  may  be  placed  by 
iiand  or  with  a  derrick. 

Forms  may  be  used  as  in  ordinary  concrete  work,  but  at  times 
the  rubble  concrete  is  laid  as  a  backing  to  facing  masonry,  in 
which  case  the  facing  masonry  is  laid  first  and  retains  the  rubble 
concrete  until  set.  Masonry  of  this  kind  was  used  in  the  con- 
struction of  the  piers  of  the  Poughkeepsie -Bridge.  A  bed  of 
concrete  is  usually  put  in  place,  and  what  is  known  as  one  or 
two  man  stones  then  put  in  position,  care  being  taken  to  keep 
the  stones  from  bearing  directly  one  upon  another,  then  another 
bed  of  concrete  laid,  and  so  on. 

The  quantity  of  rubble  used  will  depend  on  the  size  and  shape 
cf  the  stone  and  the  method  and  care  with  which  they  are  placed. 
The  percentage  in  different  pieces  of  work  of  the  character  may 
vary  from  20  per  cent,  to  65  per  cent,  of  the  whole  mass. 

About  one-third  of  the  total  volume  of  the  concrete  used  in 
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the  construction  of  a  masonry  drydock  at  the  Charlestown  Navy 
Yard  was  rubble  stone.  A  dry  mixed  concrete  was  used.  Stones 
averaging  about  one-half  cubic  yard  in  volume  and  having  ap- 
proximately square  faces  and  level  beds  were  placed  about  i8 
ins.  apart  in  all  directions.  A  concrete  composed  of  one  part 
Portland  cement,  two  parts  sand  and  five  parts  gravel  was  de- 
posited with  buckets  and  thoroughly  rammed,  and  the  stones, 
after  being  thoroughly  washed  with  a  hose,  were  placed  by 
derrick.  If  a  stone  was  not  properly  bedded  when  dropped  in 
place  the  derrick  picked  up  a  heavy  weight  and  allowed  it  to 
drop  several  times  upon  the  stone  to  ram  it  in  place.  It  would 
appear  that  an  equally  good  result  at  considerably  less  labor 
cost  would  have  been  obtained  had  a  wet  concrete  been  used 
without  ramming. 

In  the  construction  of  a  dam  on  the  Quinebaug  River,  in 
Connecticut,  a  rubble  concrete  was  used.  The  dam  had  a  height 
varying  from  30  to  45  ft.  above  bedrock.  The  material  comjxjs- 
ing  the  concrete  consisted  of  bank  sand  and  gravel  excavated  from 
bars  in  the  bed  of  the  river.  The  gravel  was  granitic  in  character, 
uniform  in  composition  and  in  well  graded  sizes.  A  moist  con- 
crete was  used.  Care  was  taken  to  so  place  the  large  masses  of 
rock  that  no  voids  or  hollows  would  exist  in  the  finished  wall. 
The  rocks  and  boulders  were  taken  from  the  site  of  the  dam 
foundation  and  were  of  varying  sizes,  limited  by  the  size  of  the 
hoisting  machinery.  Stones  as  large  as  two  to  two  and  a  half 
cubic  yards  of  concrete  were  used  in  the  construction  of  this 
dam.  Above  them  other  rocks  were  placed,  gradually  reducing 
the  size  toward  the  top  of  the  dam.  The  concrete  was  used  for 
bedding  the  stone  in  a  manner  similar  to  that  in  which  ordinary 
mortar  is  used  in  building  a  rubble  masonry  wall.  Some  12,000 
cubic  yards  of  concrete  were  used  in  the  construction  of  this 
dam,  and  sometimes  over  one  and  a  half  cubic  yards  of  concrete 
were  secured  for  each  barrel  of  cement  used.  This  large  per- 
centage was  obtained  by  the  use  of  large  masses  of  stone  com- 
pletely embedded  in  the  primary  concrete. 

Rubble  concrete  was  extensively  used  for  the  construction  of  a 
dam  and  accompanying  masonry  work  for  the  Jersey  City  Water 
Supply  Co.,  at  Boonton,  N.  J.  This  concrete  was  placed  under 
contract  at  a  cost  of  $1.98  per  cubic  yard.  The  methods  used 
were  similar  to  those  described  above.     The  entire  work,  as  far 
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as  possible,  was  done  by  machinery,  only  a  few  laborers  bein^ 
necessary  to  operate  the  various  machines,  derricks,  etc.,  and  to 
dump  the  concrete  and  joggle  the  stones  in  place.  The  concrete 
used  consisted  of  one  part  Portland  cement,  2^  parts  sand  and 
6j^  broken  stone,  the  latter  being  crusher  run  up  to  3  ins. 
in  size.    This  masonry  contained  about  55  per  cent,  rubble. 

Tools  for  Xixing,  Conveying  and  Kunming. — The  tools  neces- 
sary   for    mixing   and    depositing   concrete    will    vary    with    the 


Pig.  3T. — Iron  Wheelbarrow  tor  Handling  Concrete. 
number  of  men  working  and  the  kind  of  work  to  be  done.  Square- 
pointed  shovels  are  usually  employed  for  mixing  and  handling 
(he  materials.  Size  No.  3  is  usually  employed.  Iron  wheel- 
barrows (Fig.  37)  and  push  carts  are  used  for  moving  the 
materials. 

Figure  38  shows  a  Ransome  push  cart  for  transporting  con- 
crete.    This  cart  is  bnilt  entirely  of  steel,  and.  as  it  has  large 


—Ran Borne   Concrete   Cart. 

wheels,  is  very  easy  to  move  about,  enabling  one  man  to  move 
several  times  as  much  material  as  he  could  handle  with  a  wheel- 
f^aiTow.  This  form  of  cart  is  easy  to  dump,  and  concrete  is  not 
readily  spilled  over  the  sides  of  the  bowl.  This  saves  both  time 
ind  material.  This  cart  may  in  many  cases  be  used  with  profit  to 
replace  the  old-fashioned  wheelbarrow.  It  is  stated  by  the  makers 
that  the  cost  of  moving  concrete  with  a  Ransome  push  cart  is  1% 
cents  per  cubic  yard  per  100  feet  of  average  haul. 
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A  bottomless  measuring  box,  as  described  on  page  66  (Fig. 
20)  will  be  necessary  if  the  materials  are  properly  measured. 
Hoes  are  sometimes  used  for  mixing  and  leveling  off  in  deposit- 
ing. In  no  case  should  rakes  be  allowed  on  the  work,  as  by 
their  use  the  larger  stones  will  be  loosened  and  separated  from 


Fig.  39.  Iron  Rammer  for  Dry  Concrete. 

the  mass  of  concrete.  Rammers  are  used  for  compacting  the 
materials.  When  dry  mixtures  are  used  the  style  of  rammer 
shown  in  Figure  39  is  employed :  while  for  wet  mixtures  a 
rammer  of  the  form  shown  in  Figure  40  may  be  used  to  cut  and 
compact  the  materials. 


D 


Fig.    40.      Wooden    Rammer   for    Wet    Concrete. 

For  thin  walls  a  tool  having  a  long  flat  steel  blade  mounted 
on  a  handle  like  that  shown  in  Figure  41  will  be  found  of  use  to 
cut  and  compact  concrete.  When  placed  in  thin  sections  a  wedge- 
shaped  rammer  will  at  times  be  of  service.    Various  shaped  ram- 


Fig.  41.— Ransoms  Rammer  for  Thin  Walls 

mers  of  small  section  are  used  for  compacting  concrete  in  con- 
tracted spaces. 

Laying  Concrete  During  Freezing  Weather.— As  a  rule  it  is  un- 
desirable to  lay  concrete  in  freezing  weather.    Certain  consideia- 
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tions,  however,  at  times  make  it  not  only  necessary  but  impera- 
tive to  carry  on  construction  work  during  cold  weather.  Under 
these  conditions,  if  proper  precautions  are  taken,  the  work  may 
be  carried  on  without  seriously  injuring  the  concrete;. 

The  effect  of  freezing  upon  cement  and  cement  mixtures 
will  be  discussed  in  Chapter  IX.  In  this  place  we  will  only 
consider  the  precautions  which  it  is  necessary  to  take  to  carry 
en  this  class  of  construction  work  in  freezing  weather. 

The  precautions  which  will  assist  in  preventing  the  injury  to. 
concrete  during  freezing  weather  are  as  follows: 

1st.  Preparation  of  the  concrete  materials  so  as  to  delay  the 
action  of  frost. 

2d.  The  protection  of  the  newly-laid  concrete,  either  by  cov- 
ering it  with  some  non-conductive  material  which  will  retam 
the  heat,  as  straw,  sand,  sawdust,  burlap  or  manure. 

3d.  By  enclosing  or  housing  the  work  under  construction. 

4th.  The  artificial  heating  of  the  enclosing  space. 

The  particular  method  to  be  used  will  depend  largely  upon 
the  character  of  the  work. 

When  laying  mortar  in  freezing  weather  as  little  water  as 
possible  should  be  used  in  mixing,  as  the  less  water  used  the 
cnicker  will  be  the  setting.  Soda  is  sometimes  used  to  hasten 
the  setting.  As  a  rule,  however,  it  is  not  desirable  to  add  such 
rn  ingredient,  as  there  is  danger  of  injuring  the  strength  of  the 
concrete.  Hot  water  is  sometimes  used  in  mixing  to  prevent 
freezing.  Again  the  materials  are  heated,  and  the  mix  is 
tempered  with  hot  water.  If  the  concrete  be  deposited  in  mass 
it  will  retain  the  heat  for  seveal  hours,  giving  the  cement  time 
to  take  its  initial  and  final  set.  In  each  period  there  is  little 
danger  of  injury  from  freezing. 

Salt  has  been  used  in  varying  amounts  depending  upon  the 
degree  of  cold  to  delay  the  action  of  freezing. 

Heating  the  Materials. — The  method  to  be  adopted  for  heat- 
ing the  materials  will  depend  largely  upon  the  character  of  the 
work  and  the  arrangement  of  the  mixing  plant.  If  the  mixing 
is  done  by  hand, 'sand  and  broken  stone  may  be  heated  by  means 
of  an  ordinary  sand  heater,  such  as  is  used  for  heating  gravel 
used  in  street  paving  work.  Figure  42  shows  an  apparatus 
which  has  been  used  on  the  New  York  Central  Railroad  for 
heating  concrete  materials.     This  apparatus  contains  a  tank  for 
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heating  the  water  as  well  as  providing  heating  surface  for  the 
stone  and  gravel.  These  heaters  weigh  about  1,200  pounds, 
and  are  easily  transported  from  one  job  to  another.  It  is  stated 
that  they  can  be  built  at  a  cost  not  exceeding  about  fifty  dollars.^ 
For  heating  concrete  materials  in  cold  weather  Mr.  Wm.  H. 
Ward  used  the  following  method:  A  large  watertight  tank, 
open  at  the  top,  was  constructed  of  such  dimensions  as  would 
allow  three  ordinary  dirt  boxes  to  be  lowered  into  it  at  the  same 
t-me.  This  tank  was  filled  with  water,  and  a  jet  of  steam  kept  the 
water  hot  in  the  coldest  weather.  The  broken  stone  was  loaded 
into  boxes  and  lowered  into  the  tank  of  hot  water.  A  few  minutes' 
immersion  was  sufficient  to  heat  the  stone  to  the  desired  tempera- 


Fig.  4r>. — Arrangement  for  Heating  Sand  and  Stone  in  Bins. 

tiire,  when  it  was  hoisted  out  and  dumped  at  the  mixing  machine. 
The  stone  was  found  to  retain  heat  until  setting  had  taken  place. 

Extremely  crude  methods  may  be  used  successfully  where  the 
importance  of  the  work  does  not  warrant  any  considerable  out- 
lay for  apparatus. 

In  the  construction  of  the  P^oster-Armstrong  Piano  Company's 
shops,  at  Rochester,  N.  Y.,  storage  bins  were  provided  with  ap- 
paratus to  heat  the  sand  and  gravel.  Platforms  or  gratings  of 
tubes  were  set  close  together  and  supported,  as  shown  in  Fig. 
43.  Beneath  these  cavities  V-shaped  openings  were  formed  in 
the  sand  and  gravel.  Pipes  project  through  one  end  of  the  bin 
through  these  cavities  from  a  hot-air  furnace  and  a  steam  boiler. 
The  hot-air  pipes  merely  pass  through  the  wall,  but  the  steam 
pipes  continue  nearly  to  the  opposite  side  of  the  bin  and  are  pro- 
vided with  open  crosses  at  intervals  along  their  length.     Where 
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the  pipes  penetrate  the  wall  and  partition  concrete  slabs  are  in- 
serted. In  addition  to  these  there  is  a  small  pipe  for  steam 
located  below  and  near  the  bottom  of  the  bin.  The  hot  air  pipes 
connect  with  a  small  furnace,  and  the  air  was  forced  through  them 
by  a  No.  6  Sturtevant  blower.  The  heating  power  furnished. by 
this  apparatus  proved  sufficient  to  keep  the  gravel  and  stone  from 
freezing,  although  the  top  of  the  bin  was  open  to  the  weather. 

Where  only  moderate  quantities  of  concrete  materials  are  to 
be  used  a  bottomless  box  containing  a  coil  of  steampipe  may  be 
used  for  heating  the  stone  and  gravel,  the  heated  materials  being 
drawn  off  from  the  bottom  of  the  box  to  the  mixing  board  or 
machine. 

Use  of  Salt. — Because  of  its  cheapness  and  the  ease  with  which 
it  may  be  obtained,  salt  has  been  extensively  used  to  lower  the 
freezing  point  of  water.  Other  materials,  such  as  glycerine, 
alcohol  and  sugar,  have  been  experimentally  employed,  but  appear 
to  have  a  tendency  to  lower  the  strength  of  the  mortar. 

A  common  rule  for  the  use  of  salt  is  to  dissolve  one  pound  of 
salt  in  eighteen  gallons  of  water  when  the  temperature  is  at  32 
degrees  Fahrenheit,  and  add  one  ounce  for  each  degree  of  lower 
temperature.  Professor  Tetmajer's  rule,  reduced  to  Fahrenheit 
units,  requires  i  per  cent.  by.  weight  of  salt  to  the  weight  of  the 
vater  for  each  degree  of  l^'ahrcnheit  below  freezing.  In  the 
construction  of  the  Xew  York  Subway  9  per  cent,  of  salt  to  the 
weight  of  water  was  used.  On  the  Wachusett  dam,  during  the 
winter  of  1902,  four  pounds  of  salt  were  used  to  each  barrel 
of  cement.  For  i  :  3  mortar  this  corresponded  to  about  2  per 
cent,  of  the  weight  of  the  water. 

Experiments  show  that  ordinary  ''quaking"  concrete,  in  prop>or- 
tions  of  1 :  2y2  :  5,  requires  about  120  pounds  of  water  per  barrel 
of  Portland  cement,  and  10  per  cent,  of  salt  when  used  in  such 
mixture  is  equivalent  to  12  pounds  per  barrel  of  Portland  cement. 
Ordinary  i  :  2)/>  mortar  recjuircs  about  120  pounds  of  water  per 
barrel  of  Portland  cement.  This  would  be  equivalent  to  12 
pounds  of  salt  per  barrel  of  cement.  The  effect  of  salt  seems  to 
te  to  increase  the  time  of  setting,  although  if  not  used  in  too 
hrge  quantities  no  material  decrease  in  strength  of  the  mortar 
or  concrete  results. 

Protecting  Snrface  With  Coverings. — After  the  concrete  has 
teen  deposited  the  heat  may  l>e  retained  for  several  hours  and 
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I'Htil  final  set  has  taken  place  by  covering  the  surface  with  sand, 
straw,  burlap,  sawdust  or  manure.  A  covering  of  sufficient 
thickness  should  be  used.  •  Sawdust  when  available  will  probably 
supply  the  best  protection  with  little  danger  of  injuring  the 
concrete.  Manure,  perhaps,  will  retain  heat  best  and  keep  the 
surfaces  warmer  than  the  other  materials,  as  the  decaying  ma- 
terials, on  account  of  the  chemical  change,  give  ©ff  considerable 
beat.  Ammonia  gases  are  generated  and  given  off  by  the  action 
of  decomposition  and  may  injure  the  concrete. 
Manure    should   be   used   with   care   for   protecting  concrete 


in  freezing  weather.  When  possible  the  concrete  should  first 
be  covered  with  boards  and  the  manure  placed  upon  them. 
This  will  keep  the  manure  from  soiling  the  concrete  and  prevent 
any  action  of  gases  generated  by  the  decaying  materials. 
When  there  is  liability  of  wet  weather,  follojved  by  alternate 
thawing  and  freezing  weather,  manure  should  not  he  used.  It  is 
stated  by  Mr.  Leon  D.  Conklin,  City  Engineer,  Elmira,  N.  Y., 
that  a  concrete  walk  covered  with  manure  for  about  a  month 
crumbled  and  became  badly  broken  up  a  short  time  after  the 
manure  was  removecf.  It  is  probable,  however,  that  only  green 
concrete  is  injured  by  manure,  as  it  has  been  used  widely  for 
stable  floors,  manure  bins,  etc.,  without  anv  evidence  of  failure. 
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The  other  materials  may  be  used  freely  without  any  attendant 
dang;ers. 

Honiing;. — A  suitable  housing  may  be  used  at  times  for  en- 
closing the  concrete  work.  At  Beverley,  Mass.,  the  three-story 
factory  building  described  later,  was  enclosed  in  a  house 
of  canvas  on  a  light  wooden  frame,  so  that  the  concrete  was 
mixed  and  laid  under  cover,  while  the  temperature  was  main- 
tained at  the  freezing  point  by  means  of  stoves. 

In  the  construction  of  a  dam  at  Chaudriere  Falls,  Province  of 
Quebec,  when  the  temperature  was  as  much  as  20  degrees  be- 
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Pig.  45.— CanvBH  CurtalD  tor  Enclosing  BulldingB. 

low  zero,  a  house  about  one  hundred  feet  long  b\'  twenty-four 
feet  wide,  was  built  over  a  portion  of  the  dam,  and  healed  by 
iron  stoves  burning  coke.  The  concrete  was  mixed  and  laid 
in  this  house.  When  one  portion  of  the  dam  was  completed, 
the  house  was  taken  down  and  erected  in  another  place  and 
the  work  continued. 
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In  the  construction  of  the  shops  for  the  Foster-Armstrong 
Piano  Company,  at  Rochester,  N.  Y.,  a  special  form  of  hous- 
ing was  used.  As  the  building  was  constructed  a  temporary 
structure  of  timber  and  canvas  was  erected  to  enclose  the  ex- 
terior walls.  The  open  sides  were  composed  of  canvas  cur- 
tains and  the  floor  covered  with  timber  shutters.  The  curtain 
(A).  Figs  44  and  45,  is  held  by  tying-rings  to  a  continuous 
sJring-piecc  (B),  the  upper  portion,  or  flap  D,  being  held  down 
by  a  metal  rod  or  other  heavy  object,  so  as  to  lap  over  the  floor 
cover  (E).  At  the  bottom  the  curtain  is  attached  the  stringpiece 
(C). 

Figure  44  shows  how  the  curtain  adjusts  itself  to  irregulat 
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fojections,  such  as  the  support'  for  the  belt  course  forms.  To' 
Drevent  the  canvas  from  tearing  on  the  tiuil>ers.  these  ar?  cush- 
roned  by  rolls  of  bagging  or  other  suitable  materials.  The  con- 
struction of  the  wooden  floor  panels  is  shown  by  Fig.  46.  They 
are  so  designed  that  a  hollow  space  is  left  between  them  and  the 
•iioor.  To  provide  for  the  circulation  of  air  in  this  space,  holes 
sre  formed  through  the  concrete  floor  slab,  as  shown  at  H  ( Fig, 
44).  The  drawing  (Fig.  46)  .shows  a  10  x  10  ft,  panel,  made 
of  13  X  i-in.  boards,  nailed  to  the  edges  of  2  x  3  in.  battens;  to 


lOO  CONCRETE    AND    REINFORCED    CONCRETE, 

the  opposite  edges  of  the  battens  were  attached  6  x  i  in.  bars  to 
stiffen  the  rods  and  give  a  good  bearing  on  the  green  concrete. 

Heating  the  Enclosed  Space. — The  space  enclosed  by  the  housing 
was  heated  by  means  of  coke  fires  in  braziers  and  by  a  system  of 
steam  pipes  from  a  central  boiler.  The  open  fires  were  scattered 
throughout  the  floor  area  and  were  simply  fires  of  coke  in  home- 
made braziers  of  reinforcing  metal.  Each  brazier  held  about  five 
cubic  feet  of  coke,  and  ten  braziers  were  used  for  the  enclosed 
floor,  50  X  200  ft.  X  13  ft.  high.  The  ten  braziers  and  the  steam 
piping  kept  the  temperature  at  about  80  degrees  Fahrenheit  in 
the  enclosed  space  below  the  floors,  and  at  about  40  degrees  in 
the  space  between  the  top  of  the  floor  and  the  outer  covering. 
These  temperatures  were  maintained  when  the  temperature  out- 
side ranged  from  zero  to  10  degrees  above. 

In  the  construction,  the  columns  were  concreted  first,  then 
the  belt  courses  and  the  floor  systems.  As  soon  as  the  belt 
courses  were  completed,  the  canvas  wall  curtains  were  hung  and 
likewise  the  floors  were  covered  with  wooden  panels  as  fast  as 
the  concreting  was  finished.  The  concrete  was  deposited  re- 
gardless of  the  temperature,  it  being  the  theory  that  when  once 
laid,  and  whether  freezing  or  not,  it  would  be  kept  above  the 
freezing  temperature  by  the  artificial  heating  arrangements  until 
it  was  thoroughly  set.  The  theory  worked  out  perfectly  and  no 
damage  resulted  to  the  work  because  of  the  frost. 

In  the  construction  of  a  number  of  one-story  buildings  for 
the  Bush  Terminal  Co.,  at  South  Brooklyn,  X.  Y.,  the  roof  slabs 
were  moulded  in  sections  and  allowed  to  set  in  a  building  heated 
by  means  of  open  coke  fires,  the  coke  being  contained  in  a  metal 
stove. 

Any  means  of  artificial  heating,  such  as  stoves,  hot  air  fur- 
naces or  steam  pipes,  may  be  successfully  used  in  a  manner 
similar  to  that  outlined  above. 

Depositing  Under  Water. — In  heavy  construction  concrete  is 
often  deposited  under  water.  Reinforced  concrete  cannot,  how- 
ever, be  constructed  under  water;  if  this  material  is  to  be  used 
for  submerged  structures  it  must  either  be  constructed  on  shore 
and  sunk  to  place  or  else  the  space  on  the  bed  to  be  occupied  by 
the  structure  must  be  laid  dry  bv  cofferdams,  and  the  reinforced 
concrete  construction  be  carried  on  as  in  the  open  air,  and  left 
until  thoroughly  hardened  before  the  water  is  let  in. 
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In  laying  concrete  under  water,  some  means  must  be  used 
by  which  it  may  be  laid  without  the  materials  becoming  sepa- 
rated as  they  pass  through  the  water.  This  may  be  done  in  sev- 
eral ways,  some  of  which  are  as  follows:  (i)  The  concrete  is 
lowered  in  large  buckets,  which  have  a  closed  top  and  a  hinged 
bottom  that  opens  when  the  bucket  reaches  the  bottom.  (2) 
The  concrete  may  be  passed  through  tubes  reaching  the  bottom, 
ill  which  case  the  concrete  should  completely  fill. the  tube  and 
flow  continuously  until  the  depositing  is  completed*;  stone 
grouted  in  place  has  also  been  used  for  foundation  work.  (3) 
Concrete  has  also  been  successfully  deposited  in  cloth  sacks  or 
paper  bags.  When  cloth  sacks  are  used  an  open  woven  cloth, 
like  that  used  for  gunny  sacks,  should  be  used.  The  sacks  should 
be  about  two-thirds  or  three-fourths  full  of  concrete,  and,  when 
practicable,  placed  in  courses,  header  and  stretcher  system, 
ramming  each  course  as  laid.  The  bagging  is  close  enough  to 
keep  the  cement  from  washing  out,  and  at  the  same  time  open 
enough  to  allow  the  whole  mass  to  be  united  into  one  compact 
mass.  This  method  has  been  successfully  used  for  bridge  pier 
foundations.  When  paper  bags  are  used  they  are  filled  with  a 
fairly  dry  mixture  and  lowered  into  place,  sometimes  by  means 
of  a  chute.  The  water  soon  softens  the  paper,  the  pressure  of  the 
concrete  breaks  the  bags,  and  the  concrete  becomes  united  into 
a  solid  mass. 

W.  M.  l^atton  recommends  that  concrete  be  allowed  to  take 
an  initial  set  before  placing  it  in  water,  as  this  will  prevent 
the  materials  from  separating  and  the  cement  being  washed  out. 
The  author  knows  of  no  case  in  which  this  method  has  been 
used  to  any  great  extent. 

Concrete  blocks  are  at  times  moulded  on  land  and  then  placed 
in  position  by  means  of  a  stationary  or  floating  derrick.  This 
method  has  been  extensively  used  by  government  engineers  for 
building  breakwaters,  sea-wall  foundations  for  light-houses,  etc. 
The  blocks  are  usually  moulded  in  large  sizes,  weighing  several 
tons,  at  a  convenient  yard.  When  it  is  desired  to  place  them  in 
position  they  are  conveyed  to  the  site  of  the  work  and  lowered 
into  place  by  means  of  a  derrick.  A  diver  is  usually  employed  to 
see  that  the  blocks  are  lowered  into  proper  position. 

Orouting  Loose  Stone  Fill  for  Foundation. — Concrete  for  sub-, 
aqueous  foundations  may  be  placed  by  filling  in  the  foundation 
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area  with  loose  stone  or  rubble,  then  sinking  at  intervals  pipes  per- 
forated at  the  bottom  and  grouting  the  stone  work  with  a  grout 
made  of  neat  cement  paste.  This  method  has  been  extensively 
used  by  English  engineers,  both  in  England  and  India.  The 
grout,  on  account  of  its  heavy  specific  gravity,  if  given  sufficient 
head,  replaces  the  water  in  the  interstices  between  the  stones  and 
firmly  cements  the  stone  into  one  mass  of  concrete.  Neat  ce- 
ment is  preferable,  as  there  is  a  tendency  for  sand  and  cement 
to  separate  when  passed  through  water.  Mr.  H.  F.  White, 
M.  Inst.  C.  E.,  states  that  a  i  :  i  grout  was  the  leanest  mortar 
that  could  be  forced  down  a  2-in.  pipe.  In  tl>e  construction  of  a 
breakwater  at  St.  Helier  on  the  coast  of  Jersey,  England,  the 
entire  foundation  area  was  filled  in  with  rubble  stone  and  gravel, 
a  diver  then  sunk  the  grouting  pipes  well  down  into  the  loose 

Line  "for 
Lowering  Bo^'^ 

Bar:. 


,    rig.  47. — Bag  for  Depositing  Concrete  Under  Water. 

stone  fill  at  intervals  of  lo  to  12  ft.  apart.  These  pipes  were  3  ins. 
in  diameter  with  the  bottom  end  open,  and  were  perforated 
with  ^-in.  holes  for  12  ins.  above  the  bottom.  The  grout  was 
then  poured  into  the  pipes  and  kept  flowing  until  the 
diver  observed  the  cement  coming  to  the  top  of  the  stone. 
Grouting  was  then  stopped  and  the  pipes  placed  in  new  positions. 
The  water  varied  from  20  to  60  ft.  in  depth  for  the  St.  Helier 
breakwater  foundation. 

A  Concrete  Depositing  Sag. — I^'igure  47  shows  a  bag  for  de- 
positing concrete  under  water.  The  bag  tapers  3  ins.  on  the  side 
tr  facilitate  discharging.  The  mouth  of  the  bag  is  closed  by  one 
turn  of  a  line,  which  is  provided  with  loops  through  which  is  a 
hard  wood  pin  attached  to  a  tripping  line.  The  folds  of  the  bag 
hold  the  pm  in  place  while  it  is  being  lowered ;  when  in  position 
a  sharp  pull  on  the  line  releases  the  pin  and  the  concrete  is  re- 
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leased.  This  bag  may  be  made  any  desired  size  of  canvas  or 
ether  suitable  material  anti  is  adapted  for  use  when  expensive 
depositing  machinery  is  un<lesirable. 

Depositing  Concrete  in  Backets. — Figure  48  shows  a  concrete 
bucket  used  by  Prof.  W.  D.  Taylor  for  depositing  concrete  under 
water  for  foundation  of  bridge  piers  for  the  Coosa  River  bridge, 
Louisville  and  \ashvilie  Railroad.  Concrete  was  deposited  as 
deep  as  26  feet.  When  the  water  was  pumped  out  of  the  coffer 
dams  the  concrete  was  foun<l  to  be  very  hard,  and  required  very 
little  leveling  up  over  an  area  of  15  x  38  ft.  The  bucket  holds  i 
cu,  yd.  of  concrete  and  is  liandle<l  with  a  derrick.    The  bucket  is 


Fig,  49. — Cyclopean  BottoiD-DumplQR 


so  designed  that  when  iis.  sides  rest  upon  the  bottom,  the 
"scissors"  unhook,  releasing  the  dogs  that  hold  the  swinging 
bottom  doors,  allowing  them  to  drop.  It  was  found  necessary  to 
make  the  flanges  on  the  bucket  wider  than  shown,  to  keep  them 
from  cutting  into  the.  fresh  concrete. 

In  the  construction  of  the  foundatioii  fur  a  masonry  dock  at 
\ew  Rochellc.  \.  Y.,  concrete  was  deposited  at  a  depth  of  from 
14  to  19  ft.  below  mean  low  tide.  The  concrete  was  lowered 
into  place  by  means  of  a  V;  cu.  yd.  Iwttcjm  dump  Cyclopean 
bucket.  The  bucket  was  lowered  into  the  water  b}'  a  derrick 
operated  by  a  Lidgerwooil  hoisting  engine  on  a  scow,  and 
dumped  when  near  the  bottom   by  means  of  a  line  operated  by 
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a  man  on  the  scow.  Very  little  cement  was  washed  out  of  the 
concrete  when  the  bucket  was  submerged.  To  provide  for  any 
possible  waste,  25  per  cent,  excess  of  cement  was  used  in  mix- 
ing the  concrete. 

Figure  49  shows  the  style  of  Cyclopean  bucket  most  often  used, 
while  a  style  especially  adapted  for  use  in  sub-aqueous  work  is 
shown  open  and  closed  in  Figs.  50  and  51. 

In  the  construction  of  the  foundation  for  the  South  Pier  at 
Superior  Entry,  Duluth  Harbor.  Minn.,  a  steel  bucket,  so  de- 
signed that  after  it  had  been  set  upon  the  bottom,  it  was  tripped 
by  a  special  designed  latch  from  which  a  rope  led  to  the  derrick 
man.  was  used.  The  bucket  was  covered  with  canvas  covers  or 
curtains  quilted  with  sheet  lead  and  fastene<l  to  opposite  sides  of 


the  buckets.  When  in  position  the  curtains  overlap  at  the  middle 
of  the  bucket,  completely  covering  the  exiK).scd  coucretf.  It  is 
stated  by  U.  S.  Engineers  in  charge  of  this  work  that  these 
covers  proved  entirely  satisfactory.  Covers  of  this  kind  could 
with  httle  difficulty  be  attached  to  the  Cyclopean  and  similar 
buckets,  thereby  further  protecting  concrete  when  placed  under 
water. 

The  O'Eourkft  Bucket. — A  similar  bucket  designed  aiul  pat- 
tnted  by  John  F.  O'Rourke,  M.  Am.  Soc.  C.  E..  was  used  in  the 
construction  of  the  foimdations  for  the  City  Island  Hridge  in 
New  York  City.  Figure  52  shows  the  bucket  closed  to  carry, 
its  load  of  concrete.     It  is  rectangular  in  form,  with  llap  doors 
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at  the  top,  white  the  bottom  is  left  open.  The  timber  frame  at 
the  bottom  gives  the  bucket  a  wide  bearing  when  it  rests  upon 
the  soft  <leposited  concrete,  and  prevents  it  from  sinking  into 
and  cutting  up  the  concrete.  For  holtling  the  concrete  in  the 
bucket  there  are  two  interior  ftap  doors,  which,  when  closed. 
form  a  V'-shaped  interior  hopper  bottom,  and  wiien  open  swing 
back  against  the  sides  of  the  shell,  and  leave  the  bucket  open  its 
full  bottom  dimensions.  The  doors  are  held  closed  by  chains 
attached  to  the  bail,  which  is  held  by  the  key  or  pin  shown  just 
above  the  chain  connections  to  the  bail,  When  filled,  the  bucket 
is  swung  clear  <.f  ilic  ground,  and  the  pin  or  key  is  pulled  out. 


FiB.  52.— O'Rourk^  Concrete  Bucket,  Cloaed. 
leaving  the  pull  of  the  load  on  the  bail  to  hold  the  doors  ciosed 
In  this  condition  ihe  bucket  is  swung  over  the  spot  where  it  is 
desired  to  dciJosit  its  load,  and  then  lowered  until  it  reaches  the 
bottom.  As  the  bucket  comes  to  rest,  the  load  of  concrete  on 
the  doors  pulls  on  ilie  chains,  and  this  pull,  added  to  the  wciglrt 
cf  (he  bail,  which  is  purposely  made  very  heavy,  causes  the  bail 
to  slide  down  into  the  position  shown  by  Fig.  5_(,  and  also 
caiises  the  door  to  swing  open  as  shown.  As  the  doors  swing 
open  ihey  tend  to  force  the  water  out  of  the  shell,  while  the 
shutter  aiuclied  to  the  door  closes  the  slots,  in  which  the  pin? 
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at  the  ends  of  the  doors  slide  back  and  forth.  As  soon  as 
the  doors  have  swung  clear  open  the  latches  on  the  bail  catch 
3s  shown  in  Fig.  53,  and  hold  the  bail  from  sliding  up  until  the 
latches  are  released  by  hand. 

This  bucket  thoroughly  protects  the  concrete  until  the  mo- 
ment of  dumping,  discharges  automatically  with  the  largest  possi- 
ble opening  for  the  size  of  the  bucket,  and  is  extremely  simple 
in  construction.  The  discharge  of  the  load  is  effected  simply  by 
raising  the  bucket  free  from  it. 

Beponting  b7  Chstes. — h  tube  or  chute,  sometimes  called  a 
tremic,  is  used  at  times  for  depositing  concrete  under  water.    It 


Fig.  ! 


consists  of  a  tube  open  and  usually  flared  at  the  top,  to  receive 
the  concrete.  The  tube  is  built  in  detachable  sections,  so  that 
its  length  may  be  adjusted  to  the  depth  of  water.  The  tube  is 
suspended  from  a  crane  upon  a  track  so  that  it  can  be  moved 
•ibout  as  the  work  progresses.  The  upper  end  is  kept  above 
water,  while  the  lower  end  sets  upon  the  bottom.  The  tremie 
is  first  filled  by  placing  its  lower  end  in  a  box  with  a  movable 
bottom  filling  the  tube,  lowering  it  to  the  bottom,  and  then  de- 
taching the  bottom  of  the  box.  If  it  is  not  convenient  to  first 
fill  the  tube,  it  is  lowered  to  the  bottom  and  filled  by  dropping 
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the  concrete  in  the  tube.  When  this  method  is  used  the  first  charge 
of  concrete  is  lost. 

Figure  54  shows  a  tube  of  this  character 
used  by  Mr,  Wm.  H.  Ward  in  the  construc- 
tion of  the  Harvard  bridge  foundations,  for 
the  foundations  of  the  Brooklyn  Heights 
Power  House,  and  for  a  number  of  other 
structures  the  depths  of  water  varying  up 
to  18  ft.  This  system  was  also  used  in  con- 
structing the  foundations  of  the  Boucicault 
Bridge  over  the  Saone  River  in  France. 
A  chute  of  this  kind  was  used  in  the  con- 
stuction  of  the  foundations  for  the  piers  of 
the  Charlestown  Bridge,  Boston,  Mass.  At 
this  place  the  piers  were  enclosed  with  cof- 
ferdams and  the  concrete  deposited  on  piles 
driven  to  such  a  depth  as  to  secure  a  suit- 
able foundation. 

The  chute  was  a  tube  14  ins.  diameter  at 
the  bottom,  and  1 1  ins.  at  tl:c  neck,  with  a 
hopper  at  the  top  to  receive  the  concrete. 
This  tube  was  made  in  removable  sections 
with  outside  flanges  to  adapt  it  to  different 
depths.  It  was  suspended  by  a  differential 
hoist  from  a  truck  that  moved  laterally  on 
a  frame,  which  traveled  the  length  of  the 
pier.     (See  Fig.  55.) 

In  operation  the  foot  of  the  chute  rested 
on  the  bottom  and  concrete  was  dumped  into 
the  hopper.    The  chute  was  then  raised  and 

^ the  concrete  allowed  to  run  out  in  a  conical 

■^fta^K^'^^^^^^^^^     heap,  the  loss  being  made  good  by  dumping 
••••''*•*'"'*''       in  more   concrete  at  the  top.     By    moving 
Fig.  ,-)4.— Tremie  or  the  truck  on  the  traveler,   a   ridge   of   con- 
Tube    for    Depositing  crctc    was    deposited    across    the    pier,    the 

Concrete  Under  Water.   ^^^^^^^     ^^^^^,^^,^     ^^.^^     ^^^^^     ^^^jj     ^^     ^^^^^^. 

so.  When  a  ridge  was  finished  the  traveler  was  moved  and  an- 
other ridge  buih,  this  operation  being  continued  until  the  whole 
surface  was  covered.  The  thickness  deposited  depended  upon 
the  height  to  which  the  foot  of  the  chute  was  lifted  above  the 
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bottom.  Concrete  was  laid  up  to  6  ft.  in  thickness,  but  it  was 
found  that  the  best  results  were  obtained  when  layers  about  2^ 
ft.  in  thickness  were  deposited.  If  the  chute  was  raised  too 
high  or  too  quickly,  a  charge  was  lost. 


PiK. 


^HauDtlDK   tor   Tremle,   Cbi 


Bridge   Work. 


The  chute  seemed  to  work  best  when  the  concrete  was  mixed 
not  quite  moist  enough  to  be  plastic.  If  mixed  too  wet,  tlie 
charge  was  liable  to  be  lost;  if  too  dry,  there  was  a  tendency  to 
choke  the  chute. 


CHAPTER  VII. 
COST  OF  CONCRETE. 

The  cost  of  concrete  varies  widely,  depending  upon  the  char- 
acter of  the  construction,  local  conditions,  and  the  cost  of  ma- 
terials and  labor.  For  ordinary  work,  when  concrete  is  laid  in 
large  masses,  the  cost  per  cubic  yard  will  vary  from  $3  to  $7. 
For  pavement  foundations  in  Brooklyn,  N.  Y.,  when  competition 
was  sharp,  bids  as  low  as  $3  a  cu.  yd.  for  a  1:3:6  mixture,  thick- 
ness about  6  ins.,  secured  the  work.  Under  usual  conditions  in 
New  York  and  Brooklyn  for  this  class  of  work,  the  bids  average 
from  $4.50  to  $6.50  per  cu.  yd.  For  footings  for  wall  founda- 
tions in  building  construction  in  Xew  York  City,  a  common  price 
is  25  cts.  a  cu.  ft.,  or  $6.75  per  cu.  yd.,  for  a  1:3:5  mixture, 
where  the  yardage  is  small.  W  hen  concrete  is  laid  in  thin  sec- 
tions, as  in  sewers,  small  arch  bridges,  thin  walls,  etc.,  costs 
will  range  from  $7.00  to  $15.00  per  cu.  yd.,  including  cost  ot 
centering. 

For  reinforced  concrete  work,  as  in  buildings,  when  thin  slabs, 
beams  and  columns  arc  used,  the  cost,  including  forms,  finish, 
etc.,  will  vary  from  $10.00  to  $22.00  per  cu.  yd.  The  cost  will 
be  found  to  be  nearer  the  higher  figure  when  first-class  work  is 
insisted  upon. 

The  items  to  be  considered  in  figuring  the  cost  of  concrete  are 
as  follows: 

(i).  Cost  of  cement,  sand  and  broken  stone  or  gravel  de- 
livered at  the  work. 

(2).  Cost  of  loading  the  barrows,  buckets,  carts  or  cars  used 
to  convey  the  materials  to  the  mixing  board  or  machine. 

(3).     Cost  of  transpoi^ting  and  dumping  materials. 

(4).     Cost  of  mixing  by  turning  with  shovels  or  by  machine. 

(5).  Cost  of  loading  concrete  into  barrows,  buckets,  carts  cr 
cars. 

(6).     Cost  of  transporting  the  concrete  to  place. 

(7).    Cost  of  dumping  and  spreading. 

(8).    Cost  of  ramming. 
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(9).     Cost  of  forms. 

(10).     Cost  of  runways,  cement  house,  bins,  platforms,  etc. 

(11).     Cost  of  finishing  the  surface. 

(12).     Cost  of  superintendence  and  general  expense. 

(13).     Interest  on  capital  invested  and  depreciation  of  plant. 
The  cost  of  cement  will  vary  with  market  prices,  freight  rates 
and  cost  of  transportation  to  the  work. 

The  first  two  items  must  be  determined  for  each  piece  of  work. 
The  cost  of  transportation  will  be  15  cents  a  ton-mile,  assum- 
ing team  wages  at  $3.75  a  day,  and  length  of  haul  10  miles,  the 
wagon  going  one  way  empty.  This  gives  a  cost  of  3  cents  a 
barrel  of  400  lbs.  per  mile  of  haul. 

Cost  of  Sand. — The  cost  of  sand,  under  exceptioral  con- 
ditions, may  be  as  low  as  20  or  30  cents  per  cu.  yd.  delivered  at 
the  mixer,  but  under  usual  conditions  will  be  found  to  range 
from  50  cents  to  $1.00  per  cu.  yd.  When  sand  is  very  diflScult 
to  obtain,  and  must  either  be  brought  from  a  long  distance  or 
made  by  crushing  rock,  the  cost  may  range  from  $1  to  $3  per 
cu.  yd. 

The  cost  of  hauling  sand  will  depend  somewhat  upon  its  unit 
weight.  The  weight  will  depend  upon  the  character  of  rock  from 
which  it  is  made  and  upon  its  physical  condition.  Sabin*  gives 
the  following  data  in  regard  to  the  weight  of  sand :  Natural 
sand,  as  it  ordinarily  occurs,  will  weigh  about  as  follows,  accord- 
ing to  its  condition  : 

Lbs.  per  cu.  ft. 

Moist  and  loose  70  to    90 

Moist  and   shaken    75  to  100 

Dry  and  loose  75  to  105 

Dr>'  and  shaken   90  to  125 

When  settled  in  water  weight  of  wet  sand,  voids  full. . . .     100  to  140 

If  the  rock  from  which  the  sand  is  made  weighs,  say,  160  lbs. 
per  cu.  ft.  solid  (sp.  gr.  2.56)  the  sand  will  weigh  per  cubic  foot 
120,  100  and  80  lbs.  for  voids  of  25,  37.5  and  50  per  cent,  re- 
spectively. 

Assuming  the  weight  at  100  lbs.  per  cubic  foot,  one  cubic  yard 
'vill  weigh  2,700  lbs.,  and  the  cost  for  transportation  in  wagons 
at  15  cents  per  ton-mile  as  given  for  cement,  will  make  the  cost 
for  transportation  20  cents  per  cu.  yd.  per  mile. 

Cost  of  Gravel  and  Stone. — The  cost  of  gravel  or  broken  stone 
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will  depend  upon  the  locality.  Under  exceptional  circumstances 
when  the  gravel  pit  is  near  the  work,  the  gravel  may  be  dc- 
livered  at  the  mixing  platform  for  from  25  to  40  cts,  per  cubic 
yard,  but  usually  it  must  be  brought  from  a  distance,  and  will 
cost  from  60  cts.  to  $1.00  per  cu.  yd.,  or  more. 

The  cost  of  broken  stone  will  depend  upon  the  cost  of  quarry- 
ing, crushing  and  delivering  at  the  work.  The  cost  of  quarry- 
ing and  crushing  will,  under  average  conditions,  vary  from  50 
cts.  to  $1.00  per  cu.  yd.  See  also  page  47.  Therefore  stone 
delivered  at  the  work  will  cost  from,  say  $1.00  under  good  con- 
ditions to  $2  or  $3  per  cu.  yd.  under  less  favorable  conditions. 

Total  Cost  of  Materials. — Let  us  assume  that  a  1:2:4  mixture 
is  to  be  used,  and  that  cement  costs  $1.60  per  bbl.  delivered,  sand 
$1.00,  gravel  $1.00  and  broken  stone  $1.50  per  cu.  yd.  delivered. 

Referring  to  Table  IV.,  page  54,  we  find  that  the  quantities 
of  materials  required  for  i  cu.  yd.  of  gravel  concrete  are  1.34 
bbls.  cement,  0.41  cu.  yds.  sand,  and  0.81  cu.  yds.  of  gravel.  The 
cost  estimate  will  be : 

Cement,  1.34  at  $1.60   $2.14 

Sand,  0.41  at  $1    .41 

Gravel,  0.81   at  $1    .81 

Total  cost  for  materials  per  cu.  yd $3-36 

For  broken  stone  concrete,  referring  to  Table  IV.,  page  54, 
the  quantities  of  materials  when  stone  i-in.  and  under  are  1.46 
bbls.  cement,  0.44  cu.  yds.  sand,  and  0.89  cu.  yds.  stone!  The 
cost  estimate  will  be : 

Cement,  1.46  at  $1.60   t^3^ 

Sand,  0.44  at  $1    44 

Stone,  0.89  at  $1.50   1.33 

Total  cost  for  materials  per  cu.  yd $4.11 

The  cost  of  the  materials  for  a  cubic  yard  of  concrete  will,  of 
course,  vary  for  other  proportions  as  well  as  for  other  costs  for 
raw  materials. 

The  cost  of  loading  harrows,  buckets  or  carts  is  as  follows: 
One  man  should  shovel  15  cu.  yds.  of  sand,  gravel  or  broken 
stone  into  a  barrow  in  10  hours.  With  good  supervision,  and  a 
willing  worker,  the  amount  may  be  increased  to  20  cu.  yds.,  but 
for  poor  supervision    it  may  be  less  than  15  cu.  yds. 

Assuming  wages  at  $1.50  for  a  lo-hour  day,  and  that  15  cu. 
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yds.  are  handled  by  one  man,  this  gives  us  a  cost  of  10  cents 
per  cu.  yd.  For  the  1:2:4  broken  stone  mixture  given  above 
the  cost  of  loading  will  be: 

Stone,  0.89  cu.  yd 8.9  cts. 

Sand,  044  cu.  yd 44    " 

Cement,    say    2.0    " 

Total  for  i  cu.  yd.  of  materials  loaded  in  barrows  or  carts       15.3  cts. 

Cost  of  Transporting  and  Dumping  Materials. — This  cost  item 
will,  of  course,  depend  upon  the  length  of  haul  and  whether 
wheelbarrows,  carts,  cars  or  some  other  means  of  transportation 
are  used.  When  possible  the  stock  piles  should  be  so  located  that 
the  materials  will  not  have  to  be  wheeled  up  hill.  When  wheel- 
ing on  a  level  with  a  plank  runway,  one  man  can  wheel  about  3 
cu.  ft.  of  sand  or  stone,  while  if  he  must  wheel  up  a  steep  rise 
about  2  cu.  ft.  will  be  about  the  maximum  load  handled.  Gillette* 
states  that  *'a  man  wheeling  a  barrow  travels  at  the  rate  of 
200  ft.  per  minute,  going  and  coming,  and  loses  ^  minute  each 
trip  dumping  the  load,  fixing  runway  planks,  etc.  An  active 
man  will  do  20  or  25  per  cent,  more  work  than  this,  while  a  lazy 
man  may  do  20  per  cent.  less.  With  wages  at  15  cts.  per  hour, 
the  cost  of  wheeling  the  materials  for  one  cubic  yard  of  con- 
crete may  be  obtained  by  the  following  rule :  To  a  fixed  cost  of 
4  cts.  (for  lost  time)  add  i  cent  for  every  20  feet  of  distance 
from  stock  pile  to  mixing  board,  if  there  is  a  steep  rise  in  the 
runway ;  but,  if  the  runway  is  level,  add  i  cent  for  every  30  feet 
of  haul." 

When  the  distance  to  be  hauled  is  more  than  50  feet,  the  ma- 
terials can  be  transported  at  a  less  cost  in  ouc-horse  dump  carts. 
A  cart  should  be  loaded  in  4  minutes  and  dumped  in  about  i 
minute,  making  5  minutes  lost  time  each  round  trij).  It  should 
travel  at  a  speed  of  not  less  than  200  feet  per  minute.  A  cart 
should  carry  about  ^2  cu.  yd.  of  stone  or  sand,  arid,  at  a  cost 
of  30  cts.  per  hour  for  wages  of  horse,  cart  and  driver,  the  cost 
of  hauling  materials  for  i  cu.  yd.  of  concrete  is  determined  bv 
Gillette*  from  the  following  rule : 

"To  a  fixed  cost  of  5  cts.  (for  lost  time  at  both  ends  of  the 
haul)  add  i  cent  for  each  100  feet  of  distance  from  the  stock 
piles  to  the  mixing  board." 
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With  carts  it  will  be  found  that  the  stock  piles  may  be  located 
some  distance  from  the  work  without  materially  increasing  the 
cost  of  haul. 

Cost  of  Hand  Mixing. — The  cost  of  mixing  concrete  by  hand 
will  depend  upon  the  number  of  times  the  materials  are  turned 
over  with  shovels.  A  good  worker  should  turn  over  mortar  or 
concrete  at  the  rate  of  3  cu.  yds.  per  hour,  lifting  each  shovelful 
and  casting  it  into  a  pile.  This  is  at  the  rate  of  5  cts.  per  cu.  yd. 
per  turn,  wages  being  15  cents  per  hour.  The  cement  and  sand 
forming  the  mortar  will  measure  about  0.4  cu.  yd.  per  yard  of 
concrete.  If  6  turns  be  given  to  these  before  adding  the  stone, 
we  have  for  the  cost  of  turning  the  mortar  0.4  x  6  x  5  cts.  =  12 
xrents.  If  the  stone  and  mortar  are  turned  3  times,  we  have 
1x3x5  cts.  =  15  cts.,  or  the  total  cost  of  turning  is  12  cts.  +  15 
cts.  =  2y  cts.  per  cubic  yard.  If  more  or  less  turns  be  given  to 
the  materials  the  cost  will,  of  course,  vary  accordingly. 

The  amount  of  work  done  by  each  mixing  gang  will  dej)end 
upon  the  supervision,  a  good  foreman  at  times  getting  50  per 
cent,  more  work  out  of  the  men  than  a  poor  one. 

Gustave  R.  Tuska*  states  that  the  cost  of  mixing  alone  of  the 
concrete  for  the  Lonesome  V^alley  Viaduct,  colored  labor  being 
employed  at  $1.00  per  day  of  11  hours,  was  8  cts  per  cu.  yd. 
This  is  exceptionally  low,  for  assuming  wages  at  15  cts.  an  hour 
as  above,  the  cost  would  have  been  13.2  cts.,  less  than  half  of  the 
cost  given  above ;  but  the  mixing  may  not  have  been  as  thorough. 

The  Cost  of  Machine  Mixing. — This  will  depend  upon  the  kind 
r.nd  size  of  mixer  used.  With  the  old  style  of  cubical  mixer, 
which  has  for  a  long  ti*ne  been  used  on  government  work,  the 
cost  of  mixing  as  ^iven  in  Government  Reports  is  as  follows: 
On  the  Buffalo  breakwater,  mixing,  including  engine  men  and 
derrick  men,  was  12.9  cts.  per  cu.  yd.  For  another  piece  of 
work,  when  the  mixing  was  done  with  a  Chicago  improved 
cube  mixer,  the  cost  of  mixing  alone  was  2.73  cts.  per  cu,  yd. 
Ransome  states  that  he  has  mixed  concrete  at  a  cost  as  low  as 
2  cts.  per  en.  yd. 

Hence  it  will  be  seen  that  considerable  economy  will  result  if 
machine  mixing  be  used.  Assuming  a  cost  for  machine  mixing 
at  10  cts.,  and  for  hand  mixing  27  cts.,  as  given  above,  a  saving 
of  17  cts.  per  cu.  yd.  will  result  if  a  machine  be  used.     If  the 
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cost  be  as  low  as  7  cts..  a  saving  of  20  cts.  will  result.  Assum- 
ing that  a  mixing  machine  with  a  capacity  of  100  cu.  yds.  per 
day  will  cost  $800.  the  machine  will  pay  for  itself  if  4,000  cu. 
yds.  of  concrete  are  mixed,  or  in  40  working  days.  Any  con- 
crete mixed  in  excess  of  4,000  cu.  yds.  will  yield  20  cts.  per  cu. 
yd.  clear  profit  to  the  contractor,  besides  having  his  machine  paid 
for. 

Cost  of  Loading  and  Transporting  Concrete. — The  cost  of  load- 
ing  concrete  after  it  is  mixed  is  less  than  the  cost  of  loading  the 
law  material  before  mixing,  as  the  volume  of  the  concrete  is  less 
than  the  volume  of  the  unmixed  ingredients.  This  cost  should 
not  exceed  12  cents'per  cu.  yd.  When  the  mixing  is  done  by  ma- 
chinery the  cost  should  be  practically  nothing,  as  the  concrete  is 
dumped  directly  into  the  barrows  or  carts. 

The  cost  of  transportation  will  be  about  the  same  as  was 
given  for  transporting  the  raw  material. 

Where  hoistmg  machinery  is  used  for  elevating  the  concrete 
from  the  machine,  as  in  a  building,  the  concrete  is  dumped 
directly  into  the  hoisting  bucket  or  conveyor,  which  is  usually 
self-dumping.  The  expense  of  hoisting  will  only  be  that  of  the 
power  used,  which  should  not  exceed  from  i  to  5  cents  per  cu. 
yd.,  depending  upon  conditions. 

Cost  of  Dumping  and  Spreading. — The  cost  of  dumping  is 
usually  included  in  the  cost  of  transportation.  The  cost  of 
spreading  will  depend  upon  the  consistency  of  the  mixture,  a 
dry  mixture  requiring  considerable  work,  while  little  attention 
if  needed  for  a  wet  mixture.  The  cost  when  a  wheelbarrow  is 
used  for  transportation  will  probably  not  exceed  4  or  S  cents  per 
cu.  yd.,  while  for  carts,  owing  to  the  larger  amount  dumped  in 
one  place,  the  cost  is  probably  double  this,  or  somewhere  near 
10  cents  per  cu.  yd.  These  figures  are  for  street  paving,  founda- 
tions and  similar  work,  where  the  materials  are  placed  in  layers 
6  or  8  ins.  in  thickness. 

Cost  of  Ramming. — The  cost  of  ramming  depends  upon  the 
dryness  of  the  mixture  and  number  of  cubic  yards  delivered  to 
the  rartimers.  A  dry  concrete  needs  a  great  deal  of  ramming 
to  compact  it  so  that  water  will  flush  to  the  surface,  while  a  wet 
concrete  can  not  be  rammed  at  all,  and  need  only  be  spaded  a 
little  to  release  imprisoned  air.  The  amount  of  concrete  de- 
livered affects  the  cost  of  ramming,  as  if  considerable  concrete 
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is  delivered  the  men  must  keep  quite  busy  to  ram  it  properly  in 
place;  and,  when  the  amount  is  smaller,  there  is  a  tendency  for 
the  men  to  soldier.  The  ramming  of  a  moderately  dry  concrete 
should  not  cost  more  than  15  or  20  cts.  per  cu.  yd.,  although  at 
times  it  may  be  as  high  as  40  cts. 

Cost  of  Forms. — Forms  may  vary  from  the  simplest  to  very 
elaborate  construction  in  wood,  requiring  skilled  and  costly  car- 
penters' work.  No  general  cost  figures  can  be  given.  The  most 
satisfactory  way  of  arriving  at  their  cost  is  to  estimate  the  amount 
of  lumber  required.  Then  secure  a  carpenter's  estimate  of  the 
cost  of  framing  them  as  desired.  This  cost  may  be  as  low  as  $4 
or  $5  per  1,000  feet  board  measure,  and  will  at  times  greatly  ex- 
ceed this  when  the  framing  is  intricate. 

The  usual  way  of  estimating  the  cost  of  forms  is  to  make  an 
allowance  per  cubic  yard  of  concrete  to  be  laid.  Some  cost  data 
will  be  given  in  connection  with  descriptions  of  various  classes  of 
work  in  later  chapters  of  this  book. 

Summary  of  Cost. — Local  conditions  will  govern  the  outlay  nec- 
essary for  storage  sheds,  bins,  runways,  platforms,  etc.  Cost  of 
finishing  will  depend  upon  the  kind  of  finish  used.  Some  data 
are  given  in  another  chapter  in  connection  with  descriptions 
of  methods  of  finishing. 

Cost  of  superintendence  will  depend  upon  the  amount  of  work 
to  be  done  and  the  organization  used  for  the  work.  For  average 
.<;ized  jobs  this  item  should  not  exceed  10  per  cent.,  and  for  large 
jobs  it  may  be  much  less. 

Summarizing  the  above  items  to  determine  the  cost  of  concrete 
for  a  street  paving  job,  we  have  for  cost  of  labor : 

Hand  Machine 

Mixing.  Mixing. 

For  loading  cement,   sand   and   stone $0.15  $0.15 

Wheeling  40  ft.  in  barrows  (4  -I-  2  cts.) 06  .06 

Mixing    27  .07 

Loading  concrete  into  barrows 12 

Wheeling  60  ft.    (4  +  2  cts.)    06  .06 

Spreading  and  ramming 20  .20 

$0.86  $0.54 

Superintendence,    lo'}? 09  .05 

Total  cost  of  labor  $0.95  $0.59 

Cost  of  materials,  stone  concrete,  4. 11  4.1 1 

Total  cost  per  cu.  yd $506  $4-70 


CHAPTER  VIII. 
FINISHING  CONCRETE  SURFACES. 

Methods  of  Finishing  Concrete  Surfaces. — Special  precautions 
are  necessary  to  secure  a  good  finish  to  the  exposed  faces  of  con- 
crete work.  In  Europe  it  is  customary  to  finish  the  surfaces  with 
a  thin  coat  of  mortar,  a  i :  2  or  i :  3  mixture  being  floated  or  trow- 
eled on  the  rough  surface  of  the  concrete  as  soon  as  the  forms 
have  been  removed,  and  while  the  concrete  is  still  green.  In  no 
case  should  a  plaster  finish  be  used,  as  sooner  or  later  it  will  shell 
off,  leaving  the  surface  most  unsightly. 

Where  a  mortar  facing  is  desired,  it  is  customary  to  make  it 
from  I  to  ij,4  in.  in  thickness,  although  it  is  sometimes  made  as 
thin  as  J/2  in.,  or  as  thick  as  3  ins.  The  mortar  facing  is  usually 
comix)sed  of  i  part  Portland  cement  to  2  or  3  parts  of  sand. 
When  a  special  glossy  finish  is  desired,  a  i :  i  mixture  is  used. 
However,  the  best  results  will  be  obtained  when  the  ratio -of  sand 
to  cement  in  the  mortar  is  the  same  as  that  in  the  concrete.  When 
?  granolithic  surface  is  desired,  grit  or  crushed  granite  containing 
po  particles  greater  than  .>8  to  i  in.  is  used,  in  place  of  sand,  and 
i^  to  2y2  parts  stone  to  i  of  cement  are  used. 

The  facing  may  be  applied  in  several  ways.  A  layer  of  mortar 
an  inch  or  so  in  thickness  may  be  troweled  against  the  face  of  the 
form,  and  the  concrete  immediately  deposited  against  it,  holding 
it  in  place.  By  throwing  the  concrete  against  the  face  of  the 
moulds  with  considerable  force  the  larger  stones  will  rebound  and 
the  mortar  remain  against  the  mould.  Another,  and  more  com- 
mon method,  is  to  force  a  spade  down  the  side  of  the  moulds, 
pushing  back  the  stones  and  allowing  the  mortar  to  flow  in 
rgainst  the  moukl  face.  Sometimes  a  broad,  flat  shovel  is  used 
and  mortar  poured  down  between  it  and  the  mould. 

Another  method  by  which  a  definite  thickness  of  mortar  facing 
is  secured  is  to  place  a  mould  like  that  shown  in  Fig.  56  against 
the  form  and  fill  the  space  between  it  and  the  mould  with  mortar. 
This  mould  consists  of  a  sheet-iron  plate  6  or  8  ins.  wide  and  5  or 
6  ft.  long,  having  riveted  across  it  on  the  side  which  faces  the 
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mould  small  angles  the  size  of  the  thickness  of  facing  desired, 
usually  lyi  X  lyz  ins.,  and  spaced  close  enough  together  to  sup- 
port the  plate.  The  upper  edge  of  the  plate  is  flared,  as  shown,  to 
ciSsist  in  placing  the  mortar,  and  it  has  two  handles  to  facilitate  its 
removal.  This  form  is  placed  with  the  projecting  legs  of  the 
angles  against  the  face  of  the  mould  and  forms  with  the  mould 
an  open  space  about  1^4  in.  wide.  The  space  is  filled  with  the 
facing  mortar,  which  is  lightly  tamped :  the  concrete  is  then  filled 
in  behind  the  mould;  the  iron  mould  is  then  withdrawn,  and  the 
v'hole  mass  thoroughly  tamped.  The  mortar  is  mixed  in  small 
hatches  and  deposited  with  shovels.  Care  should  be  taken  not  to 
mix  the  mortar  too  wet,  or  the  larger  stones  in  the  concrete  will 
be  forced  through  the  mortar  face  against  the  form  when  the 
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Fig.  no. — Mould  for  Applying  Mortar  Pacing. 

mass  is  tamped.  To  secure  a  satisfactory  bond,  the  mortar  and 
concrete  should  be  placed  at  the  same  time. 

Treating  a  Pitted  or  Mottled  Surface. — Whether  or  not  a  special 
mortar  facing  is  used,  the  surface  of  the  concrete  will  often  con- 
tain pittings,  bubble-holes,  rough  spots  and  grain  marks  from  the 
v.'ood  of  the  mould.  A  mottled  appearance  due  to  variations  in 
the  color  of  the  sand,  etc.,  may  also  occur,  and  some  special  treat- 
ment is  necessary  to  secure  a  uniform  and  pleasing  finish. 

Immediately  after  the  forms  are  removed,  the  surface  should  be 
cleaned  of  any  grease  or  oil  from  the  forms.  Any  small  depres- 
sions or  holes  may  then  be  filled  with  mortar  well  rubbed  in ;  pro- 
jections or  ridges  due  to  holes  or  joints  in  the  forms  are  rubbed 
down,  and  the  entire  face  may  then  be  washed  with  a  grout  of 
T  part  Portland  cement  and  2  parts  fine  sand.  This  should  be 
applied  with  a  brush. 
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A  pleasing  finish  may  be  obtained  by  using  plaster  of  Paris  in 
place  of  the  sand. 

A  mixture  of  equal  parts  of  Portland  cement  and  plaster  of 
Paris  gives  a  very  light  grey  shade,  and  3  parts  of  cement  to  i 
part  of  plaster  of  Paris  gives  a  darker  shade. 

A  Enbbed  Finish. — This  may  be  obtained  by  removing  the  forms 
before  the  concrete  has  set  very  hard,  and  rubbing  the  surface 
with  a  circular  motion  with  a  white  fire-brick  or  a  wooden  float. 
The  time  the  forms  are  allowed  to  stand  before  removing,  will 
vary  from  12  to  48  hours,  depending  upon  the  cement,  amount  of 
water  used  in  mixing  and  the  3tate  of  the  weather.  Before  rub- 
bing, any  voids  in  the  surface  should  b':  filled  with  mortar  well 
rubbed  in. 

If  the  concrete  is  quite  green,  an  effect  similar  to  rubbing  is 
obtained  by  brushing  the  surface  with  brooms  or  stiff  brushes. 
When  the  concrete  is  not  green  enough  to  dress  easily,  water 
may  be  used  when  dressing  with  the  brush,  and  water  and  sand 
v/ith  the  wooden  float. 

A  very  satisfactory  surface  which  has  the  appearance  of  cut 
stone  may  be  obtained  where  a  surface  mortar  of  cement  and 
crushed  stone  is  employed.  The  color  and  texture  of  the  crushed 
stone  affects  the  appearance  of  the  surface,  special  surfaces  being 
obtained  by  the  use  of  red  or  grey  granite,  sandstone,  etc.  It  is 
customary  to  use  for  the  facing  a  coat  of  i  :  2  or  i  :  3  mortar.  After 
the  forms  are  removed  the  mortar  covering  the  face  of  the  par- 
ticles of  crushed  rock  is  removed  by  brushing  or  washing  the  sur- 
face with  a  weak  solution  of  acid.  The  surface  is  then  washed 
with  clean  water  and  finally  with  an  alkali  solution  to  neutralize 
the  action  of  the  acid.  This  treatment  leaves  the  granular  parts 
of  the  stone  partly  exposed  and  gives  to  the  finished  work  a  sur- 
face which  is  difficult  to  distinguish  from  natural  stone.  The  size 
of  crushed  stone  used  in  the  facing  will  (lei)en(l  upon  the  character 
cf  the  finish  desired.  Usually  it  should  pass  through  a  sieve  of  10 
to  30  meshes  per  inch. 

Pebble  Dash  Facing. — A  unique  surface  finish  which  may  some- 
times be  used  with  good  effect  is  secured  by  using  rounded  pebbles 
ip  place  of  the  usual  stone  for  the  surface  layer  of  the  concrete. 
After  the  forms  are  removed,  and  while  the  concrete  is  still  soft, 
the  cement  and  sand  on  the  exposed  face  are  removed  until  about 
half  of  the  surface  of  the  pebbles  is  tmcovered.    This  finish  was 
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used  ill  the  construction  of  a  reinforced  concrete  bridge  in  the 
National  Park  at  Washington,  D.  C.  It  was  found  that  the  peb- 
bles were  brushed  loose  12  hours  after  the  concrete  was  laid,  and 
?t  36  hours  the  mortar  became  so  hard  that  it  was  removed  with 
difficulty.  The  brushing  was  most  successfully  done  when  the 
concrete  was  about  24  hours  old.  The  mixture  employed  con- 
s'sted  of  I  part  Portland  cement,  2  parts  sand  and  5  parts  gravel 
between  11/2  and  2  ins.  in  the  smallest  diameter.  The  cost  of 
brushing  was  about  60  cts.  per  sq.  yd.,  or  nearly  7  cts.  per  sq,  ft. 
lool-Dreaaed  Surfaces. — When  the  surface  of  the  concrete  has 
set  so  hard  as  to  prevent  its  being  treated  by  any  of  the  methods 
already  described,  it  may  be  tool-dressed  b\'  any  of  the  methods 
employed  for  dressing  stone.  This  is  usually  done  either  by  hand 
or  by  the  use  of  the  pneumatic  hammer.     Hand  work  consists 


Pig.    57. — RanBome    Ax   tor   DreBaing   Concrete   Surfaces. 

rsually  of  bush  hammering  or  jwinling  with  a  chisel.  Bush  ham- 
mering may  be  dune  by  ordinary  labor  at  a  cost  of  about  Ij4  cts. 
per  sq.  ft.,  as  a  man  can  bush  hammer  100  sq.  ft.  in  a  lohour  day. 
The  Ransome  concrete  ax  {Fig.  57)  may  be  used  to  give  a  ham- 
mer dress  finish  to  the  surface  of  the  concrete.  It  consists  of  a 
double-bit  ax,  having  steel  blades  Ijolted  to  a  tasting  in  which  the 
handle  is  inserted.  The  blades  may  be  removed  .vheii  dull  and  are 
sharpened  with  a  file  or  an  emery  wheel.  It  is  stated  that  a 
common  laborer  will  average  100  sq.  ft.  of  wall  surface  in  ten 
hours  with  a  Ransome  ax.  at  a  cost  »f  ij-i  cts.  per  sq.  ft. 
From  400  to  500  sq.  ft.  may  be  covered  in  a  day  with  a  pneumatic 
hammer,  however,  using  a  special  pointed  tool. 

Grooves  are  sometimes  moulded  in  the  face  of  t!ie  concrete, 
dividing  it  into  imitation  rectangular  bliick'^  resembling  stone 
masonry.  This  is  done  by  nailing  triangular  strips  on  the  face  of 
the  moulds.    The  same  effect  is  obtained  at  a  greater  expense  by 
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chisel  cutting.  A  chisel  draft  is  at  times  cut  an  inch  or  two  in 
width  about  these  grooves.  The  concrete  within  these  pitch  lines 
may  be  roughly  dressed  in  any  manner  desired.  It  is  sometimes 
customary  to  remove  the  forms  while  the  concrete  is  still  green 
and  pick  over  the  whole  surface  rapidly  with  light  picks.  This 
gives  an  imitation  of  rough  dressed  stone.  One  man  can  pick 
over  about  100  sq.  ft.  per  day.  By  choosing  the  stone  for  the 
facing  carefully,  a  very  close  imitation  of  natural  stone  may  be 
secured.  Granite  crushed  to  the  size  of  buckshot,  or  fine  gravel, 
if  carefully  graded  and  selected  for  color,  gives  a  very  fine  surface 
which  will  closely  resemble  natural  stone. 

Colon  for  Concrete  Finisli. — Coloring  matter  may  be  added  to 
the  cement  to  produce  imitation  stone  of  various  colors.  Lamp- 
black is  employed  to  give  various  shades  of  grey,  according  to 
the  amount  used.  Dry  mineral  colors,  mixed  in  the  proportion  of 
2  to  10  per  cent,  of  the  amount  of  cement,  gives  various  shades  of 
the  colors  used.  The  following  colors  have  been  used  without 
any  apparent  injurious  eflFect:  I-ampblack  (boneblack).  Prussian 
blue,  ultramarine  blue,  yellow  ochre,  burnt  umber  and  red 
iron  ore.  Red  lead  is  injurious,  even  in  so  small  quantities 
as  I  per  cent.,  and  greater  amounts  sliouki  never  be  used. 
Common  lampblack  and  Venetian  red  should  not  be  used,  as  they 
are  apt  to  run  and  fade.  It  has  been  found  that  ultramarine 
blue  does  not  aflfect  the  strength  of  the  mortar  if  not  used  in  ex- 
cessive quantities.  Other  coloring  matter  should  be  used  in  mod- 
erate quantities.  Germantown  lampblack  is  also  a  good  material 
to  use  on  account  of  the  small  quantity  it  is  necessary  to  use  to 
secure  good  color.  The  color  of  a  mortar  or  concrete  will  vary 
with  tKe  color  of  the  cement,  sand  and  stone  used ;  the  color  of 
these  ingredients  will  also  aflFect  the  final  color  when  coloring 
matter  is  used.  To  produce  a  colored  mortar  the  coloring  matter 
should  be  thoroughly  mixed  with  the  cement,  the  sand  then  added 
and  the  whole  thoroughly  mixed  dry,  and  when  stone  or  gravel  is 
to  be  used  it  should  be  incorporated  in  the  mixture  dry,  the  whole 
mixed  until  of  a  uniform  color  and  then  water  added  gradually, 
the  mixing  being  continued  until  the  proper  consistency  is  ob- 
tained. Table  XVIII.  gives  the  usual  proportion  by  weight  of 
different  coloring  matters  to  l)e  added  to  i  sack  of  cement  and 
2  cu.  ft.  of  sand  (a  1:2  mixture)  to  secure  different  colored 
mortars. 
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TABLE  XVIII.— COLORING  MATTER  FOR  CEMENT 

MORTAR. 

Weight  of  coloring  matter  to  i  sack  of  cement  for  a  i   :  2  mixture. 
For  white  stone: 

White  Portland  cement,  i  part; 
Pulverized  lime,  %  part; 
Pulverized  marble,  %  part; 
Light  colored  sand,  i  part. 
On  account  of  the  inferiority  of  white  Portland  cement  the  above  is 
seldom  used. 

For  black  stone: 

3  lbs.  Excelsior  carbon  black,  or 
II  lbs.  manganese  dioxide. 
Grey  stone: 

1  lb.  Excelsior  carbon  black,  or 

%  lb.  Germantown  lamp  black   (bone  black). 
Brov^n  stone: 

4  to  5  lbs.  brown  ochre,  or 

6  lbs.  roasted  iron  oxide,  best  quality. 
Bnlf  stone: 

4  lbs.  yellow  ochre. 
Red  stone: 

5  lbs.  violet  iron  oxide  (raw). 

Brijsht  red  stone: 

From  5%  to  7  lbs.  English  or  Pompeiian  red. 

Tellov^  stone; 

5%  lbs.  ochre. 

Green  stone: 

6  lbs.  of  greenish  blue  ultramarine  blue. 
Bine  stone: 

2  lbs.  ultramarine  blue. 
Dark  bine  stone: 

4  lbs.  ultramarine  blue. 
Pnrple  stone: 

5  lbs.  Prince's  metallic. 
Violet  stone: 

5%  lbs.  violet  oxide  of  iron. 
In  the  construction  of  six  emplacements  at  Fort  Wadsworth,  New  York, 
the  exterior  surface  was  coated  with  colored  mortar  mixed  according  to 
the  following  formulas: 
For  sreen  color: 

Cement,   i   bbl. ; 

Sand,  2  bbls. ; 

Ultramarine  blue.  50  lbs. ; 

Yellow  ochre,  y^  lbs.; 

Soft  soap,  7  lbs. ; 

Alum,  7  lbs. 
For  slate  color: 

Cement,  i  bbl. ; 

Sand,  2  bbls. ; 

Lampblack,  50  lbs.; 

Ultramarine  blue.  35  lbs.; 

Soft  soap,  7  lbs. ; 

Alum,  7  lbs. 
After  completion  of  the  batteries,  the  color  became  much  lighter  with 
-ige.    It  was  found  that  spraying  with  linseed  oil  very  materially  deepened 
its  shade. 
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Table  XIX.  is  given  by  Sabin*  for  various  colored  mortars. 

TABLE  XIX.— TABLE   SHOWING   COLORS   GIVEN   TO   PORTLAND 
CEMENT  MORTARS  CONTAINING  TWO  PARTS  YELLOW 

RIVER  SAND  TO   ONE   CEMENT. 

Cott  of 

Weight  of  Dry  Coloring  Matter  to  100  pounds  of  Cement. 


coloring 

matter 

per  lb.  Qt. 


Dry 

material 

used. 


15        Lamp  Black 

50  Prussian 

Blue 

20  Ultra  Ma- 

rine Blue 

3  Yellow 

Ochre 

10  Burnt 

Umber 

2  ^         Venetian 
Red 

2        Chattanooga 
Iron  Ore 

2^        Red  Iron 
Ore 


hi  pound. 
Light  Slate 

Light  Green 
Slate 


Light  Green 

Light  Pink- 
ish Slate 

Slate.  Pink 
Tinge 

Light  Pink- 
ish Slate 

Pinkish 
Slate 


1  pound. 
Light  Grey 

Light  Blue 
Slate 

Light  Blue 
Slate 


Pinkish 
Slate 

Br'g't  Pink- 
ish Slate 

Dull  Pink 
Dull  Pink 


2  pounds. 
Blue  Grey 

Blue  Slate 

Blue  Slate 


4  pounds. 

Dark  Blue 

Sltte 

Bright  Blue 
Slate 

Bright  Blue 
Slate 

Light  Bufif 

Dull  Laven-      Chocolate 
der  Pink 

Light  Dull       Dull  Pink 
Pink 

Light  Terra     Light  Brick 
Cotta  Red 

Terra  Cotta     Light  Brick 

Red 


When  a  wet  mixture  is  used,  the  color  should  appear  several 
shades  darker  than  will  be  required,  as  wet  mortar  looks  darker 
than  it  really  is,  owing  to  the  gloss  of  the  water. 

As  a  rule,  light  shades  should  be  chosen  for  artificial  stone  work, 
as  dark  colors  are  contrary  to  nature,  stone  in  its  natural  state 
being  of  light  color  and  shade.  Coloring  matter,  however,  should^ 
be  used  conservatively,  as  there  is  more  or  less  liability  of  the 
colors  fading  with  time. 

It  will  be  found  that  b^  varying  the  amount  oi  water  used  for 
mixing  ordinary  mortars  and  concretes  different  shades  of  con- 
crete can  be  obtained.  Again,  by  the  use  of  colored  sands,  dif- 
ferent colored  concretes  will  result.  Concretes  thus  obtained  are 
to  be  desired  over  artificially  colored  ones,  as  the  shades  approxi- 
mate more  nearly  those  found  in  nature. 

Painting.  Concrete  Surfaces. — In  some  cases  concrete  surfaces 
may  be  colored  by  painting.  Ordinary  paints  are  sometimes  used, 
hut  will  not,  as  a  rule,  prove  satisfactory.  When  such  paints  are 
used  it  is  customary  to  wash  the  surface  of  the  wall  with  dilute 
sulphuric  acid,  i  part  of  acid  to  loo  parts  of  water,  before  apply- 
ing the  paint. 

A  grey  finish  may  be  obtained  by  painting  with  a  thin  grout 
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cf  cement  and  plaster  of  Paris.  The  sheathing  should  be  re- 
moved as  soon  as  possible,  the  surface  cleaned  from  any  oil  or 
grease,  and  the  grout  applied  with  a  whitewash  brush.  A  mixture 
of  equal  parts  of  Portland  cement  and  plaster  of  Paris  gives  a 
very  light  grey  finish,  and  i  part  of  plaster  of  Paris  to  3  parts 
of  cement  gives  a  trifle  darker  shade.  Similar  methods  may  be 
useck  with  dry  mineral  colors.  One  pound  of  red  iron  ore  to 
10  lbs.  cement,  mixed  dry,  and  then  made  into  a  very  thin  grout 
and  applied  to  a  clean  concrete  surface  gives  a  pleasing  brick- 
red  color.  A  rich  dark  red  may  be  obtained  by  using  i  lb.  of  red 
iron  ore  to  3  lbs.  of  cement.  The  greener  the  concrete  is  when 
any  of  these  preparations  are  applied  the  more  likely  they  are  to 
be  permanent.  In  any  event,  such  treatment  should  be  more 
permanent  than  ordinary  paint. 

Masonry  Facing  has  been  frequently  employed  on  reinforced 
concrete  bridges,  and  gives  a  very  satisfactory  surface.  Any 
kind  of  masonry  used  in  stone  arch  bridges  may  be  successfully 
used  for  the  purpose.  Ashlar,  rubble  and  bovilder  masonry  fac- 
ing have  all  been  employed.  Plenty  of  headers  should  be  used, 
r.nd  especial  care  taken  to  bind  the  facing  firmly  to  the  concrete 
backing.  Metal  clamps  are  sometimes  used  to  assist  in  binding 
the  facing  to  the  concrete.  The  same  care  should  be  taken  in 
cutting  and  setting  the  arch  rin;:i:  stone  as  in  a  masonry  arch 
bridge.  The  soffit  of  the  arch  is  never  stone  faced.  Brick  facing 
is  sometimes  used  in  place  of  a  stone  facing. 

Monldings,  Ornamental  Shapes  and  Veneering  Slabs. — Mould- 
ings and  ornamental  shapes  are  used  in  various  parts  of  build- 
ings, bridges,  etc.,  for  mouldings,  corbels,  medallions,  keystones, 
railings,  posts,  etc.  These  are  sometimes  cast  in  place,  but  where 
many  duplicates  are  to  be  used  it  is  most  economical  to  mould 
them  in  advance,  using  the  same  sets  of  moulds  over  and  over 
again.  Sand  moulds  are  often  used,  but  the  moulds  may  also 
be  of  wood,  metal  or  plaster  of  Paris. 

Casting  in  Sand  Moulds. — The  method  of  casting  in  sand  moulds 
is  similar  to  that  followed  in  making  iron  castings.  A  pattern  in 
wood  of  the  exact  size  and  shape  of  the  desired  casting  is  made, 
no  allowance  for  shrinkage  being  necessary.  The  die  is  then 
moulded  in  iron  moulders'  sand  in  a  manner  entirely  similar  to 
that  used  in  preparing  the  moulds  for  cast  iron,  and  poured  with 
a  concrete  mixture  of    the  consistency  of    cream,  composed  of 
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cement  and  finely  crushed  stone.  The  excess  water  soaks  into 
the  sand,  keeping  the  concrete  moist  during  setting.  The  moulds 
are  removed  at  the  end  of  three  or  four  days  and  the  project- 
ing fins  cut  off.  The  sand  mould  gives  a  satisfactory  surface  to 
the  castings.  Care  should  be  taken  not  to  use  too  rich  a  mortar 
in  making  concrete  mouldings,  as  imsightly  hair  cracks  will  be  ' 
likely  to  form  on  the  surface  of  the  concrete,  thereby  destroying 
their  beauty  and  possibly  eventually  their  durability. 

Where  it  is  desired  to  use  cement  mouldings  for  various  pur- 
poses they  can  be  run  in  long  lengths  in  a  sand  or  metal  mould  and 
then  cut  ^o  the  length  desired  for  use.  This  method  is  espccialiy 
to  be  recommended  when  the  pattern  to  be  moulded  repeats  a 
g^ven  figure  at  intervals.  Mouldings  thus  formed  are  especially 
adapted  for  cornices,  belt  courses  and  panel  facings  in  buildings, 
hand  rails  on  bridges,  etc. 

Wood  Moulds. — Wood  moulds  have  been  successfully  used. 
There  is  danger,  however,  of  wood  warping  and  cracking,  and 
care  should  be  taken  to  keep  the  surface  of  the  wood  well  shel- 
laced to  prevent  moisture  from  penetrating  the  wood  and  caus- 
ing it  to  swell  and  crack  or  warp. 

Cement  Moulds. — Cement  moulds  may  Ixi  used  in  many  cases 
for  making  the  plainer  ornaments  or  moulding^s.  To  make  a 
cement  mould  a  reverse  impression  of  the  original  is  obtained 
by  first  coating  the  pattern  witli  linseed  oil  to  keep  the  cement 
from  sticking,  then  pouring  cement  over  the  original  pattern. 
When  the  cement  has  hardened  it  can  be  removed  and  the  reverse 
impression  obtained  used  as  a  mould  for  casting  the  ornament. 
Before  using  the  cement  mould  thus  obtained  it  should  be  given 
a  coat  of  liquid  asphalt,  cut  with  turpentine  or  benzine.  This 
will  give  the  mould  a  smooth  surface,  which,  if  coated  with  soap 
solution,  will  not  stick  to  the  casting. 

Stamped  Metal  and  Olue  Moulds. — Stamped  metal  may  be  used 
as  moulds  for  ornamental  work.  The  metal  may  be  stamped  in 
one  piece  or  consist  of  several  pieces  soldered  together.  This 
mould  may  be  used  direct,  but  finer  detail  will  be  secured  if  a  glue 
coating  is  used  to  take  the  impressions.  Glue  moulds  give  much 
finer  lines  than  those  obtained  by  other  methods.  With  a  well 
made  glue  negative  as  many  as  twenty  impressions  may  be  ob- 
tained, as  its  elasticity  permits  the  removal  of  work  having  con- 
siderable undercut.     The  most  intricate  designs  can  be  made 
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from  glue  moulds,  and  a  little  practice  should  enable  tiie  work- 
man to  turn  out  very  satisfactory  ornainenls. 

The  gkie  mixture  for  making  moulds  is  prepared  as  follows: 
Take  tlie  required  amount  of  the  very  best  glue  that  can  t>e  ob- 
tained, place  il  in  cold  water  over  night;  the  next  morning,  when 
removed,  it  will  be  found  to  have  swollen.  The  water  absorbed 
will  be  sufficient  to  melt  it  when  heated.  Mix  with  this  glue  an 
equal  amount  of  ghcerine,  place  the  vessel  containing  them  in  a 
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steam  or  hot  water  bath  until  ihe  water  is  nearly  all  evaporated 
and  until  the  combined  weight  of  t!ie  glue  and  glycerine  about 
equals  the  weight  of  dry  glue  and  glycerine  used.  This  compound 
of  glue  and  glycerine  wiil  never  dry,  and  a  mould  of  it  can  be 
melted  and  used  over  again  many  times, 

i'igure  58  shows  two  more  or  less  intricate  designs  of  cement 
or  cast  stone  ornaments  which  give  some  idea  of  ihe  possibilities 
of  cast  mouldings,  Cast  ornaments  can  be  made  ai  a  cost  far 
below  that  of  hand-cut  stone  ornaments. 
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Concrete  Sidewalks. — Concrete,  when  carefully  placed,  proves 
very  satisfactory  for  constructing  sidewalks.  After  the  ground 
has  been  excavated  to  the  required  sub-grade,  a  sub- foundation 
usually  of  broken  stone,  gravel  or  cinders  is  carefully  tamped 
in  place.  Care  should  be  taken  to  properly  drain  the  foundation, 
as  if  water  collects  and  freezes  there  is  danger  of  cracking  and 
displacing  the  surface  of  the  walk.  The  foundation  consists  of  a 
layer  of  i :  2 :  4  ,or  1:3:6  concrete,  3  or  4  ins.  in  thickness.  Port- 
land cement  should  be  used  with  stone  and  gravel  less  than  i  in. 
in  size,  the  concrete  being  mixed  medium  wet,  so  that  moisture 
will  show  on  the  surface  without  excessive  tamping. 

A  top  surface  of  cement  mortar,  usually  a  i :  i  or  1 :  2  mixture, 
is  then  spread  over  the  concrete  and  well  worked  in  to  form  a 
wearing  surface.  Usually  a  coarse  sand  or  fine  gravel  is  used 
for  the  aggregate.  When  great  wear  is  expected,  crushed  gran- 
ite chips  or  flinty  pebbles  may  be  used  for  the  aggregate.  Hard, 
clean  sknd^  however,  will  usually  answer. 

Special  care  is  necessary  to  secure  a  uniform  and  evenly 
graded  surface.  After  the  sub-foundation  is  placed,  side  pieces 
to  act  as  forms  to  retain  the  concrete  are  put  in  place  and  held 
from  spreading  by  stakes  driven  3  or  4  ft.  apart  to  proper  grade. 
These  side  pieces  act  as  guides  for  the  straight-edge  used  in  level- 
ing oflF  the  concrete  and  wearing  surface. 

The  sub-foundation  should  be  well  sprinkled  and  the  concrete 
well  tamped  in  place  in  sections  about  the  width  of  the  walk.  A 
board  is  placed  across  the  trench  to  retain  the  concrete.  The 
concrete  may  be  lined  up  with  a  straight-edge,  as  shown  in  Fig. 

« 

59,  leaving  from  3^  to  i  in.  for  wearing  surface.  Three-eighth- 
inch  sand  joints  should  be  used  to  separate  adjacent  sections,  and 
should  not  be  placed  more  than  6  or  8  ft.  apart.  These  joints 
will  prevent  expansion  cracks,  or  in  case  of  settlement  will  confine 
the  cracks  to  these  joints.  The  location  of  the  joints  should  be 
marked  on  the  side  of  the  forms,  and  care  takon  to  form  the 
joints  in  the  wearing  surface  on  the  same  vertical  plane. 

The  top  dressing  should  follow  up  closely  the  concrete  work, 
as  it  is  desirable  that  the  two  set  together.  This  top  dressing 
should  be  worked  well  over  the  concrete  with  a  trowel,  pressing 
it  heavily  onto  the  concrete  surface.  Care  should  be  taken  that 
no  air  spaces  are  left  in  the  mortar.  The  leveling  off  of  the  sur- 
face may  be  done  with  a  straight-edge.     The  success  or  failure 
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cf  the  walk  will  depend  upon  the  thoroughness  with  which  this 
work  is  done,  since  a  good  bond  between  the  wearing  surface  and 
concrete  base  is  absolutely  essential.  The  mortar  will  work  best 
when  somewhat  stiff.  As  soon  as  the  film  of  water  begins  to 
leave  the  surface  a  wooden  float  is  used,  followed  up  by  a  plaster- 
er's trowel,  the  operation  being  similar  to  that  of  plastering  a 
wall.  The  floating  should  not  befcontinued  too  long,  as  it  will 
bring  a  layer  of  neat  cement  to  the  surface  and  probably  cause 
the  walk  to  crack.  The  floating  should  be  done  lightly,  to  com- 
pact the  surface  and  give  it  an  unmarked  appearance.  The  sur- 
face is  then  divided  into  sections  over  the  joints  in  the  con- 
crete.    This  is  done  with  a  trowel,  guided  by  a  straight-edge. 


Fig.   59. — Sketch  Showing  Sidewalk  Construction   of  Concrete. 

after  which  the  edges  are  rounded  oflF  with  a  special  tool  called  a 
jointer,  having  a  thin,  shallow  tongue.  A  special  tool  called  an 
edger  is  run  around  the  outside  of  the  walk  next  to  the  mould, 
giving  it  a  neat,  rounded  edge.  A  toothed  roller,  having  small 
projections  on  its  face,  is  frequently  used  to  produce  sHght  in- 
dentations on  the  surface,  adding  somewhat  to  the  appearance 
of  the  walk.  The  complete  work  must  be  protected  from  the 
sun  and  kept  moist  by  sprinkling  for  several  days. 

Figure  60  shows  the  tools  usually  employed  for  finishing  side- 
walk surfaces  and  similar  cement  constructions. 

The  above  method  of  finishing  sidewalk  surfaces  may  be  used 
with  slight  modifications  in  finishing  almost  any  kind  of  surface 
where  a  smooth,  uniform  surface  is  desired. 
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▼afiatioii  in  Color  of  Conerete. — Variation  in  the  color  of  con- 
crete surfaces  may  result  from  one  of  several  causes.  A  varia- 
tion in  the  color  of  sand  used,  the  presence  of  dirt  or  other 
impurities,  may  cause  a  difference  in  color  in  different  parts  of  the 
same  wall.  A  change  in  the  brand  or  even  different  batches  of 
the  same  brand  of  cement  may  change  the  shade,  as  no  two 
cements  are  the  same  in  color.  A  variation  in  the  wetness  of  the 
mixture  may  change  the  character  of  the  concrete  and  also  its 
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For  marking  cemeni 
driveways. 


Fig.  GO.— Tools  Used  in  Finishing  Cement  Surfaces. 

coloring.  The  remedy  for  any  of  these  causes  evidently  consists 
of  as  careful  a  selection  of  materials  as  is  possible,  the  use  of  only 
one  brand  of  cement  on  a  piece  of  work  where  a  uniform  ap- 
pearance is  desirable,  and  the  use  of  a  mixture  of  uniform  con- 
sistency throughout  the  structure.  Care  should  be  taken  to  keep 
the  forms  clean,  and  avoid  allowing  any  dirt  to  get  into  the  con- 
crete while  mixing  or  depositing,  as  this  will  often  permanently 
soil  the  concrete. 
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Efflorescence. — ^Another  cause  of  ugly  blotches,  consisting  of 
white  and  yellow  stains  on  the  surface  of  concrete  exposed  to 
the  action  of  the  weather,  is  termed  efflorescence.  The  real  cause 
of  the  deposition  of  this  incrustation  is  not  positively  known, 
but  it  may  probably  be  explained  in  one  of  the  following  two 
ways : 

First,  the  failure  of  the  most  finely  pulverized  portion  of  the 
cement  to  be  acted  upon  chemically  by  the  water,  the  cement  re- 
maining inert  and  afterwards  being  washed  to  the  surface,  where  ^ 
it  is  deposited  and  there  forms  an  unsightly  incrustation.  The 
incrustation  is  at  first  white,  and  afterwards  turns  yellow.  This 
action  is  not  unlike  that  which  takes  place  in  concrete  deposited 
under  water.  As  concrete  is  placed  in  water  a  light  colored, 
powdery  substance  is  held  in  suspension  by  the  water  and  is 
usually  called  *'laitance."  When  a  concrete  is  mixed  very  wet 
the  same  action  usually  occurs.  An  analysis  of  this  laitance 
shows  a  composition  agreeing  very  closely  with  that  of  cement, 
and  it  must  be  inferred  that  the  laitance  represents  an  actual  loss 
of  cement. 

Second,  it  has  been  observed  that  eflFlorescence  rarely  occurs 
when  certain  brands  of  cement  are  used,  and  when  others  are 
employed  it  is  much  more  apt  to  appear.  It  seems  probable  that 
in  many  cases  the  trouble  is  caused .  by  the  presence  of  certain 
ingredients  in  the  cement,  probably  sulphates  of  calcium,  magne- 
sium, etc. 

These  sulphates  are  soluble  in  water,  and  when  the  wall  is 
soaked  they  are  dissolved  and  carried  to  the  surface,  where  they 
are  deposited  when  the  water  evaporates.  A  careful  chemical 
investigation  of  various  cements  which  do  and  do  not  eflFloresce 
would  doubtless  prove  of  great  value  in  this  connection. 

Whether  the  efflorescence  is  due  to  one  or  the  other  of  these 
causes,  the  action  and  the  results  are  the  same.  If  the  wall  be 
kept  continuously  wet  the  water  will  finally  dissolve  out  all  dis- 
coloring matter,  and  will  deposit  it  on  the  face  of  the  wall.  The 
rain  beating  continuously  on  the  face  of  the  wall  will  gradually 
dissolve  and  wash  oflF  the  incrustation,  and  after  a  time  the  whole 
discoloration  will  disappear.  However,  this  action  is  more  or  less 
uncertain.  In  fact,  the  efflorescence  may  appear  soon  after  the 
wall  is  built,  or  it  may  be  that  a  long  period  w  ill  pass  before  this 
action  takes  place.     The    bleaching   process    may  be  extremely 
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slow,  sometimes  lasting  for  years  before  the  discoloration  iinalty 
disappears,  and  on  this  account  any  attempt  to  remove  it  by 
scraping  or  dressing  the  wall  will  prove  futile. 

This  discoloration  is  most  frequently  noticed  at  and  below  re- 
newal joints  where  the  laying  of  the  concrete  has  been  stopped 
perhaps  over  night.  Laitance  appears  at  the  surface  where  the 
concrete  was  stopped.  A  close  examination  of  this  surface  shows 
its  presence  in  the  form  of  a  very  thin  layer  of  a  soapy  consistency. 
Where  new  work  is  joined  to  old,  there  is  an  excess  of  cement  at 
the  joint  which  makes  it  much  more  waterproof  than  the  body  of 
the  wall.  Water  percolating  through  the  wall  washes  out  the 
above-named  soapy  material  at  this  joint,  thus  causing  efflores- 
cence. 

Mr.  C.  H.  Cartlidge,  M.  Am.  Soc.  C.  E.,  Bridge  Engineer, 
C,  B.  &  Q.  R.  R..  states  that  the  removal  of  this  material  by 
scrubbing  the  joint  with  wire  brushes  and  then  flushing  with 
water  from  a  hose  prevents  entirely  the  appearance  of  efflores- 
cence at  or  below  renewal  joints. 

While  this  method  may  avail  for  the  removal  of  efflorescence 
due  to  laitance  at  renewal  joints,  as  has  been  stated,  the  efflores- 
cence may  be  due  to  the  presence  throughout  the  mass  of  the  con- 
crete of  uncombined  cement  or  soluble  salts,  which  will  be  dis- 
solved out  and  stain  the  wall ;  hence  wc  see  that  (^ther  methods 
of  treatment  may  be  necessary. 

By  the  use  of  one  of  the  methods  used  to  make  concrete  im- 
pervious by  the  addition  of  alum  and  soap  to  the  mixture  the 
efflorescence  can  be  effectually  prevented. 

Again,  if  the  concrete  be  laid  fairly  dry  and  deposited  in  layers 
slightly  slanting  downward  toward  the  back  of  the  wall,  the 
drainage  will  be  carried  away  from  the  face,  and  all  objection- 
able incrustation  be  deposited  on  the  back.  This  may  be  rendered 
doubly  effective  by  treating  the  face  of  the  wall  with  a  wash  for 
rendering  it  impervious,  such  as  Sylvester  Process,  page  14T. 

Again,  this  process  may  be  ap])lie(l  to  walls  made  of  very  wet 
concrete,  the  wash  preventing  the  escape  of  the  efflorescence  to 
the  face  of  the  wall.  Other  similar  methods  for  rendering  the 
concrete  waterproof,  which  n?e(l  not  be  described  here,  may  be 
used  equally  well. 

The  efflorescence  may  be  removed  by  the  use  of  wire  brushes, 
the  sand  blast,  tool. dressing  the  surface  by  hand  or  with  a  pneu- 
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matic  hammer,  or  by  washing  it  with  diluted  acids.  Washes  of 
diluted  hydrochloric,  acetic,  or  oxalic  acids  may  be  used  for  this 
purpose.  A  wash  consisting  of  a  solution  of  i  part  of  hydro- 
chloric acid  and  5  parts  of  water  was  successfully  used  in  re- 
moving the  efflorescence  from  a  reinforced  concrete  bridge  at 
Washington,  D.  C.  This  wash  was  applied  vigorously  with 
scrubbing  brushes  and  immediately  washed  off  with  water  from 
a  hose  to  prevent  the  penetration  of  the  acid.  The  cost  for  plain 
walls  was  about  20  cents  per  sq.  yd. 

But,  as  already  explained,  there  is  no  assurance  that  further 
efflorescence  will  not  take  place,  and  that  such  mechanical  re- 
moval may  prove  only  temporary. 

Protecting  Concrete  Surfaces. — After  the  concrete  has  been  de- 
posited it  is  necessary  to  keep  it  moist  if  its  surface  is  exposed  to 
the  direct  rays  of  the  sun.  If  the  weather  is  hot  and  dry,  it  is 
also  desirable  to  keep  the  surface  moist,  as  a  certain  amount  of 
water  is  necessary  to  the  process  of  setting.  If  this  is  not  done, 
the  concrete  will  crack  and  the  surface  become  unsightly,  the 
cracks  varying  from  a  hair  line  to  those  of  considerable  size 
Whenever  it  is  feasible  the  surface  may  be  sprinkled  with  water 
two  or  three  times  a  day  to  keep  it  in  condition.  Burlap  may  be 
spread  over  the  surface  and  kept  wet.  This  will  retain  moisture 
for  some  time,  and  thus  prevent  danger  from  cracks.  Sand  and 
sawdust  may  be  used  in  the  same  manner,  but  are  not  as  effect- 
ive. 


CHAPTER  IX. 

GENERAL  PHYSICAL  PROPERTIES. 

Eetempering. — It  is  customary  in  specifications  to  require  that 
cement  or  concrete  be  put  in  place  before  a  certain  interval  of 
time  has  elapsed,  as  there  is  danger  of  injuring  the  strength  of 
the  concrete  if  it  is  disturbed  after  the  initial  set  has  begun.  Very 
few  data  are  available  in  regard  to  the  effect  of  disturbing  cement 
or  concrete  after  the  period  of  initial  set  has  begun. 

A  series  of  tests  was  made  bv  Messrs.  Goddard  and  Evans,  at 
Ohio  State  University,  in  1892,  to  determine  the  effect  of  retem- 
pering.  A  batch  of  mortar  was  mixed  in  the  morning  to  about 
the  consistency  of  mortar  as  used  in  practice  and  was  left  on  a 
clean  glass.  At  intervals  during  the  day  the  batch  was  stirred 
up  and  enough  water  was  added  each  time  to  make  the  batch 
plastic.  After  eight  hours  the  mortars  were  placed  in  the  moulds 
and  left  over  night.  Generally  the  briquettes  were  sufficiently 
hardened  in  the  morning  to  be  removed  from  the  moulds.  Com- 
parative tests  were  made  on  mortars  of  the  same  mixture  without 
retempering.  The  briquettes  were  broken  at  7,  28,  56  and  84 
davs. 

It  was  found  that  the  Portland  cement  mortars  lost  45  per 
cent,  of  their  strength  at  the  end  of  7  days,  20  per  cent,  at  the 
end  of  28  and  56  days,  and  28  per  cent,  at  the  end  of  84  days, 
while  the  Rosendale  cements  lost  83,  65,  54  and  42  per  cent,  at 
the  ages  of  7,  28,  56  and  84  days,  respectively. 

A  series  of  tests  was  made  at  the  Watertown  Arsenal  to  ascer- 
tain the  effect  on  the  final  strength  of  delaying  the  time  of  put- 
ting the  gauged  material  into  the  moulds.  Some  samples  were 
prepared,  tamped  into  the  moulds  and  allowed  to  set  without  be- 
ing disturbed.  At  later  intervals,  other  materials  were  taken  from 
the  mixing  bed  and  similarly  treated.  In  one  series  material  was 
kept  in  the  mixing  bed  a  period  of  102  liours  before  the  last  sam- 
ple was  drawn.  It  was  found  that  ccnientitious  properties  still 
remained  in  the  material,  as  shown  by  the  possession  of  tensile 
strength  when  subsequently  tested  at  the  age  of  one  month. 


'34 


CONCRETE    AND    REINFORCED    CONCRETE. 


Chief  interest,  however,  is  attached  to  the  behavior  of  mate- 
rials which  were  kept  in  the  mixing  board  for  a  few  hours  only, 
and  were  used  during  the  day  the  material  was  first  mixed.  The 
lesutts  of  some  of  these  representative  tests  are  shown  on  the 
diagram  {Fig.  6i)  of  cement  held  in  the  mixing  beds  at  differ- 
ent periods  before  the  final  setting. 

A  domestic  Portland  is  shown  by  the  lower  curve.  This  was  28 
days  old  at  the  time  of  testing ;  28.6  per  cent,  of  water  was  used 
in  the  initial  gauging.  More  water  was  added  from  time  to 
time  as  samples  were  taken  out  at  two-hour  intervals,  in  order 
to  keep  the  batch  plastic.  The  largest  increment  of  water  needed 
for  these  periods  was  added  at  lo  hours  after  mixing.    The  total 
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quantity  of  water  eventually  used  was  nearly  double  the  original 
amount. 

Tests  were  made  on  4-in.  cubes  that  had  reached  the  age  of 
aljout  one  month.  Those  which  were  placed  in  the  moulds  imme- 
diately after  ganging  had  a  crushing  strength  of  7,000  lbs.  per 
sq.  in.  The  strength  was  well  niainlained  for  a  peritxl  of  8  hours, 
at  which  time  the  strength  was  still  alniut  '1.000  lbs.  per  sq.  in. 
Cubes  at  a  peri(Kl  of  24  bnnrs  bad  nearly  3,000  lbs.  strength,  and 
those  after  a  period  of  2";  days  (lis]>layed  a  strmgth  of  about 
one-fifth  of  the  original  batch. 

A  German  Portland  was  also  used.  Ix'ing  kcjit  in  the  mixing 
bed  a  total  period  of  23  hours.  The  nriginal  gauging  strength 
was  about  3.600  lbs.  per  sq.  in.  .At  the  end  of  8  hours  it  had 
a  strength  of  2400  lbs.  per  s(].  in. ;  that  is,  two-thirds  of  the  orig- 
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inal  strength  remained.  At  25  hours,  44  per  cent,  of  the  original 
strength  remained. 

In  another  case,  not  shown  on  the  diagram,  a  domestic  Port- 
land developed  practically  the  same  strength  in  each  of  the  sev- 
eral samples  up  to  the  limit  of  8  hours'  delay;  and  still  another 
domestic  brand  showed  a  higher  strength  in  the  6  and  8-hour 
samples  than  those  taken  out  of  the  mixing  bed  at  earlier  hours. 
There  were  brands  which  did  not  display  so  favorable  results  as 
those  described,  but  in  general  a  considerable  part  of  the  strength 
was  retained  by  samples  at  a  period  not  over  8  hours. 

These  results  should  tend  to  relieve  undue  anxiety  concerning 
the  necessity  of  the  very  early  use  of  cement  after  gauging.  It 
should,  however,  be  remembered  that  the  mortar  must  be  re- 
mixed or  broken  up  thoroughly  before  it  is  finally  deposited. 

The  above  tests  were  made  under  the  conditions  usual  to 
be  met  with  in  a  testing  laboratory,  and  should  not  be  taken  as 
giving  a  criterion  of  the  conditions  met  with  in  practical  work. 

The  tendency  to  use  concrete  that  has  been  mixed  for  some 
time  is  to  place  it.  after  it  has  stood  (juiescent  on  account  of  un- 
avoidable delays,  without  remixing  and  retempering.  If  the  re- 
tempering  or  remixing  with  an  additional  amount  of  water  is  not 
(lone,  the  mix,  if  deposited,  will  he  absolutely  worthless. 

It  is  interesting  to  note  in  connection  with  the  above  experi- 
ments that  the  inquiry  was  extended  to  embrace  material  which 
had  hardened  for  several  da\'s  and  was  then  broken  up  and  re- 
ground  to  a  mortar.  A  Portland  which  had  become  so  hard  that 
a  pickaxe  was  needed  to  break  it  up  was  reground  and  regauged 
6  days  and  2  hours  after  the  original  gauging,  and  even  after  so 
long  a  time  as  this  it  was  found  that  the  material  acquired 
strength,  and  at  the  age  of  i  month  had  a  compressive  strength 
of  700  lbs.  per  sq.  in,  The  normal  strength  at  this  age  was  ap- 
proximately 6,000  lbs. 

A  natural  cement  was  experimented  upon  which  had  set  suf- 
ficiently in  four  or  five  months  to  become  resonant.  The  ma- 
terial for  test  purposes  was  scraped  oflF  the  main  batch.  That 
which  was  scraped  off  two  days  after  the  original  gauging,  and 
then  made  into  cubes,  harl  a  strength  at  the  end  of  the  month 
about  one-half  the  normal  value.  Grouts  were  made  in  the  after- 
noon and  set  the  following  morning  and  then  retempered.  In 
some  cases  surplus  water  was  removed.     At  the  end  of  30  days 
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the  compressive   strength  rang^ed  from  2,000  to  3,000  lbs.  per 
sq.  in. 

The  lesson  to  be  drawn  from  these  experiments  seems  to  be 
that  the  ordinary  properties  of  cement  continue  active  for  some 
time  after  what  is  known  as  the  final  set  has  taken  place.  The  loss 
of  strength,  as  shown  by  these  experiments,  due  to  breaking  the 
materials  up,  represents  the  strength  gained  up  to  the  time  of  dis- 
turbing the  mix.  The  additional  or  remaining  strength  shown  at 
the  end  of  the  testing  period  represents  the  gain  in  strength 
from  the  time  of  remixing  up  to  the  time  of  final  testing. 

Table  XX.  shows  the  effect  of  retempering  cement  mortars  in 
tests  made  by  Philip  L.  Wormeley,  Jr.,  Testing  Engineer,  Office 
of  Public  Roads  (see  Farmers'  Bulletin  X'o.  235,  Department  of 
Agriculture).  The  mortar  used  consisted  of  Portland  cement  and 
crushed  quartzite.  In  each  case,  after  the  initial  or  final  set  had 
taken  place,  sufficient  water  was  added  in  retempering  to  restore 
the  normal  consistency.  The  briquiettes  were  tested  at  the  age 
of  four  months. 

TABLE  XX. 

SHOWING  THE    EFFECT  OF    RETEMPERING    ON    CEMENT 

MORTARS. 

/ — Tensile  strength  in  pounds  per  square  inch. — 
1  part  ce-     1  part  ce-       1  part  ee- 
Treatment  of  mortar. 

Mortar  made   up    into   briquettes 
immediately  after  mixing. 


Average 


Mortar  allowed  to  take  initial 
set,  then  broken  up  and  made 
into  briquettes. 


Average 


Mortar  allowed  to  take  final  set, 
then  broken  up  and  made  into 
briquettes. 


Average    540  563  499  353 

(a)  Initial  set.  1  hour  42  minutes;    final  set,  7  hours  15  minutes. 

(b)  Initial  set,  1  hour  .W  minutes-    final   set,   7   hours   15   minutes. 

(c)  Initial  set.  2  hours;  final  set,  7  hours. 

(d)  Initial  set.  2  hours  20  minutes:   final  set.  7  hours. 


Neat  ce- 

ment, 1 

ment.  2 

ment,  3 

ment,  (a) 

part 

parts 

parts 

sand,  (b) 

sand,  (c) 

sand,  (d) 

651 

624 

527 

417 

650 

701 

493 

385 

673 

624 

529 

421 

634 

581 

480 

403 

679 

610 

492 

409 

657 

628 

504 

407 

671 

692 

589 

326 

593 

670 

554 

349 

644 

654 

559 

330 

633 

676 

534 

358 

724 

700 

532 

267 

653 

678 

554 

326 

455 

527 

492 

364 

S22 

569 

491 

380 

525 

587 

497 

361 

558 

566 

486 

315 

642 

568 

531 

345 
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Effect  of  Freeang  on  Concrete. — There  is  considerable  differ- 
ence of  opinion  among  American  engineers  in  regard  to  whether 
or  not  freezing,  and  even  alternate  freezing  and  thawing,  will 
injure  Portland  cement  concrete.  Falk  states  in  his  **Cements, 
Mortars  and  Concretes,"  "that  the  hardening  properties  of 
frozen  cement  are  not  impaired  if  the  freezing  has  taken  place 
before  the  initial  setting  of  the  cement  has  begun.  Under  those 
conditions  the  physical  action  of  the  changing  of  the  water  into 
globules  of  ice  has  prevented  the  chemical  action  of  the  crystal- 
lizing of  the  cement  particles;  crystallization  can  not  take  plac^ 
until  the  ice  globules  return  to  the  liquid  form.  No  damage  will 
then  have  been  done  if  freezing  does  not  again  take  place  be-* 
fore  the  cement  has  set,  but  if  continued  thawing  and  freezing 
take  place,  allowing  an  intermittent  action  of  setting,  it  is  very 
Hkely,  under  those  conditions,  that  the  cement  will  be  injured. 
It  is  only  necessary  to  bear  in  mind  that  the  physical  action  of 
freezing  must  so  far  precede  the  beginning  of  the  chemical  action 
as  to  preclude  the  latter 's  taking  place." 

Prof.  Spencer  B.  Newberry  states  that  "freezing  does  no 
harm  to  Portland  cement  after  the  mass  has  fully  set.  The  hard- 
ening of  the  cement  is  interrupted  by  freezing,  but  proceeds 
again  without  hindrance  after  thawing  takes  place.  Damage 
from  frost  is  to  be  feared  before  the  setting,  especially  if  excess 
of  water  is  used.  When  work  in  extreme  cold  cannot  be  avoided, 
the  sand  and  water  should  be  warmed  and  the  proportion  of 
water  reduced  to  a  minimum.  After  putting  in  place,  the  work 
should  be  covered  with  straw  or  other  non-conductor  to  protect 
it  from  frost.  Mortar  for  use  in  freezing  weather  is  often  made 
with  the  addition  of  salt  (about  one  pound  to  one  gallon  of 
water)  and  appears  to  give  good  results." 

Edwin  Thacher  states  that  the  Melan  Arch  Bridge  at  Mish- 
awaka,  Ind.,  having  three  spans  of  no  ft.,  was  buflt  between 
Oct.  26,  1903,  and  Feb.  25,  1904,  in  a  temperature  ranging  from 
^  to  55®  above.  The  concrete  was  heated  by  admitting  hot 
water  to  the  mixer,  and  was  deposited  at  about  blood  heat,  and 
retained  enough  heat  to  melt  snow  at  the  end  of  48  hours.  No 
injury  to  the  concrete  could  be  observed.  In  this  case  the  mass 
of  concrete  was  of  considerable  thickness,  and  retained  heat  much 
longer  than  it  would  under  ordinary  conditions. 

There  are,  however,  innumerable  examples  of  concrete  which 
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has  been  seriously  injured  by  freezing.  It  would  seem  advis- 
able whenever  possible  to  avoid  laying  concrete  for  reinforced 
structures  during  freezing  weather.  When  it  is  necessary  to 
lay  concrete  in  low  temperatures,  every  precaution  should  be 
taken  to  secure  the  safety  of  the  work,  and  no  loading  should 
be  placed  upon  it  until  a  sufficiently  long  time  has  elapsed  for  it 
to  set  after  thawing  out. 

Calcium  chloride  is  also  used  to  lower  the  freezing  point  of 
mortar  and  concrete.  It  has  a  somewhat  lower  freezing  point 
than  salt  brine,  which  is  usually  assumed  to  lower  the  freezing 
point  about  i>^°  for  each  per  cent,  added.  Salt  has  the  effect 
of  slightly  reducing  the  early  strength  of  cement,  but  probably 
does  not  affect,  the  ultimate  strength  when  used  in  quantities 
not  exceeding  10  per  cent.  Salt  also  delays  the  setting  of  cement. 
No  tests  are  available  which  give  the  effect  of  calcium  chloride 
on  the  strength  and  activity  of  cement.  However,  neither  of 
these  ingredients  will  give  the  necessary  action  under  low  tem- 
peratures for  10  per  cent,  only  reduces  the  freezing  point  to 
17°  F.  and  20  per  cent,  to  2°  l\  Ingredients  used  to  lower  the 
freezing  point  of  concrete  should  be  used  with  care ;  in  fact,  the 
author  does  not  feel  that  when  other  methods  can  be  used  that 
they  should  be  employed  when  great  strength  is  required  as  in 
reinforced  concrete. 

Impermeable  Concrete. — At  times  an  impermeable  concrete  is 
desired,  as  in  reservoirs,  concrete  pipes  or  to  keep  dry  inclosed 
spaces  below  the  water  level.  Numerous  experiments  have  been 
made  to  determine  the  most  efficient  means  of  accomplishing 
this  result.  I'rom  these  experiments  the  following  general  state- 
ments have  been  deduced :  ( 1 )  The  richest  mortar  and  concrete 
show  the  least  permeability;  (2)  when  water  passes  continuously 
through  concrete  its  permeability  decreases  very  rapidly,  and  it 
will  generally,  after  a  time,  become  practically  impermeable; 
(3)  the  ingredients  should  be  proportioned  so  as  to  secure  the 
densest  possible  concrete  with  an  excess  of  cement;  (4)  the 
mixing  should  be  done  with  great  care  to  secure  a  thoroughly 
homogeneous  mass;  (5)  plenty  of  water  should  be  used,  as  wet 
mixtures  do  not  pass  water  as  readily  as  dry  ones;  (6)  mixtures 
from  I  cement  and  3  of  sand  and  broken  stone  to  i  cement  and 
6  of  sand  and  stone   will  usually  give  satisfactory  results  for 
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moderate  pressures.    A  mixture  richer  than  i :  3  is  liable  to  crack 
or  check. 

In  general  ft  may  be  stated  that  in  monolithic  construction  a 
wet  mixture,  a  rich  concrete  and  an  aggregate  proportioned  to 
secure  great  density  will  in  the  majority  of  cases  give  the  desired 
results. 

« 

During  the  construction  of  the  arched  concrete  dam  at  Barossa, 
South  Australia,  a  number  of  tests*  were  made  to  determine  the 
permeability  of  concrete  under  high  heads.  The  aggregate  was 
broken  sandstone,  J^  to  2  in.  size,  with  sizes  mixed  so  as  to 
have  35  per  cent,  voids.  The  sand  was  a  mixture  of  natural 
sand  and  stone  dust  (%  in.  and  less  in  size)  m  about  equal 
proportions.  The  sand  used  was  thoroughly  washed.  The  con- 
crete was  mixed  bv  machine  in  Vi  cu.  vd.  batches. 

Six  cubes,  2  x  2  x  2  ft.,  were  made.  In  the  center  of  each  block 
a  T-piece  pipe  was  embedded  and  a  pressure  equal  to  100  ft. 
cf  water  was  applied  througli  a  j/2  in.  diameter  pipe  from  the 
top  of  an  adjacent  cliff.  To  prevent  the  ends  of  the  T-piece 
becoming  blocked  with  mortar,  it  was  bound  around  with  hemp 
and  small  rope  to  form  a  bulb  about  5  ins.  in  diameter. 

Table  XXI.  summarizes  the  results  of  these  percolation  tests : 

TABLE  XXT. 

V 

GIVING  RESULTS  OF  PERCOLATION  TESTS  ON  CONCREIE 
BLOCKS   SUBJECTED    TO    HYDROSTATIC    PRESSURE. 


■Proportions  of  Ingredients — »  / Head  of  Water  -^  100  ft.- 


0 


I 
2 

3 

4 

5 
6 

7 
8 


1.84  5.26  28          5  II         Unreliable.  Unreliable. 

1.84  5.26  26          5  II  34  %  in  7  weeks. 

1.50  4.63  yj          5  10  18  Vao  in  4  weeks. 

2.00  4.50  27  15  10  14  14  in  2  weeks. 

1.75  4.13  28  15  9  12  2"]  in  7  weeks 

1.50  4.12  27  10  8  35  V50  in  2  weeks 

1.50  3.90  24  12^  6  28  %  in  2  weeks^ 

1 50  370  23  15  5  30  Vio  in  2  weeks. 


At  the  end  of  80  weeks  the  same  blocks  were  subjected 
tr)  a  200-ft.  head,  but  the  percolation  was  not  measured,  as  in 
each  block  the  effect  closely  resembled  the  results  obtained  from 
the  head  of  100  ft. 


.    •Mr.  Alex.   B.   Moncrieff,   M.   Am.    Son.   C.   E.,   M.   Inst.   C.    E.   Trans.   Assoc,   of 
C.  K.,  Ck>mell  University.   Vol.   XIII. 
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While  the  above  results  seem  to  vary  through  a  great  enough 
range  for  all  practical  purposes,  even  the  greatest  percolation 
here  shown  for  loo  ft.  head,  is  negligible. 

Bich  Surface  Coatings. — On  horizontal  or  inclined  surfaces,  a 
rich  coating  of  i  to  i  or  i  to  2  mortar  may  be  used  to  secure  an 
impervious  surface.  This  should  be  laid  while  the  concrete  is 
still  green  and  carefully  troweled  in  place.  This  coating  varies 
from  34  ^^-  to  I  in.  in  thickness.  There  is  danger,  however,  when 
such  a  surface  coating  is  used  of  its  cracking  and  peeling  off  if 
exposed  to  the  direct  rays  of  the  sun.  If  it  is  covered  with  water, 
as  in  the  bottom  and  sides  of  a  reservoir,  no  danger  of  this  kind 
should  be  apprehended. 

Alum,  Lye  and  Cement  Wash. — A  waterproof  mixture  of  alum, 
lye  and  cement  from  which  good  results  have  been  obtained  is 
made  in  the  following  proportions:  Dissolve  i  lb.  of  concen- 
trated lye  and  5  lbs.  of  alum  in  2  gallons  of  water,  care  being 
taken  to  have  every  particle  dissolved.  Heating  to  near  the  boil- 
ing point  will  quickly  insure  this  without  injury  to  the  mixture. 
This  constitutes  the  stock  mixture  and  may  be  used  in  any  quan- 
tity. To  one  pint  of  the  stock  add  10  lbs.  of  cement,  thinning 
it  with  water  until  the  mixture  spreads  easilv  and  well  on  the 
surface  to  be  treated  with  a  calcimine  or  whitewash  brush,  filling 
all  the  pores.  The  mixture  will  be  found  to  be  satisfactory 
when  it  lathers  freely  under  the  brush.  Usually  one  pint  of  the 
stock  put  into  a  12-gallon  pail  and  10  lbs.  of  cement  stirred  in. 
with  enough  water  added  to  well  fill  the  bucket,  makes  the  wash 
about  right. 

Much  depends  upon  the  condition  of  the  surfaces  to  be  coated. 
If  they  are  too  dry,  wet  them  down  with  a  brush  ahead  of  the 
water-proofing,  the  object  being  to  apply  the  wash  as  thin  ^as 
practicable  without  running,  rubbing  it  well  into  the  surface 
with  the  brush.  The  wash  should  be  applied  while  the  concrete 
is  still  green,  of  within  three  or  four  days  from  the  time  it  has 
been  laid. 

The  wash  is  not  found  to  be  satisfactory  on  old  work,  and 
should  be  applied  while  the  concrete  is  protected  from  the  sun 
and  while  it  is  still  moist ;  otherwise,  too  rapid  evaporation  of 
the  water  in  the  wash  will  leave  the  cement  without  the  necessary 
moisture  to  set  and  leave  it  so  that  it  can  be  brushed  oflF.  The 
wash  should  not  be  applied  too  thick,  as  it  is  liable  to  scrape 


GENERAL  PHYSICAL  PROPERTIES.  141 

Dff.  Where  a  i :  2  facing  mixture  is  used  on  the  concrete,  a  i 
part  stock  to  about  30  parts  water  will  give  good  results.  This 
leaves  the  surface  as  it  comes  from  the  moulds,  without  show- 
ing the  marks  of  the  brush.  Mr.  U.  G.  Hayne  states  that  he 
has  seen  this  wash  used  successfully  on  fortification  work  and 
for  water-proofing  tanks,  etc.  In  one  case,  two  tanks  made  to 
hold  6  ft.  of  water  are  stated  to  have  been  in  continuous 
use  for  over  seven  years  without  any  loss  of  water,  except  by 
evaporation.  Two  coats  of  wash  were  applied  to  the  inside  and 
bottom  of  the  tanks  and  also  to  the  outside  walls.  In  this  case 
the  concrete  was  first  plastered  with  a  coat  of  i  part  cement 
to  2  parts  of  stock  mortar.  It  is  also  stated  that  this  wash  will 
prevent  fungus  growth  or  discoloration  of  surfaces  covered  with 
it.  It  may  be  successfully  used  for  closing  the  pores  of  plaster 
ind  insure  dry  walls  in  building  construction. 

Prof.  Ira  O.  Baker  gives  the  following  formula  for  making 
impervious  mortar:  i  per  cent,  by  weight  of  powdered  alum  is 
added  to  the  dry  cement  and  sand,  and  i  per  cent,  of  potash  soap 
(ordinary  soft  soap  is  good)  is  dissolved  in  the  water  used  in 
mixing.  The  chemical  action  set  up  makes  an  insoluble  com- 
pound, which  practically  fills  all  pores,  making  an  impervious 
concrete. 

Prof.  W.  K.  Hatt,  Assoc.  M.  Am.  Soc.  C.  P2..  has  successfully 
used  a  5  per  cent,  solution  of  alum  and  water  and  a  7  per  cent, 
solution  of  soap  and  water,  these  solutions  being  used  in  equal 
parts  in  mixing  the  concrete.  European  engineers  have  exten- 
sively used  a  coating  of  from  y^  to  1  in.  of  rich  cement  mortar  to 
secure  impermeability. 

Sylvester  Process  of  Waterproofing. — If  it  is  desired  to  render 
a  wall  waterproof  after  construction,  it  may  be  treated  with 
waterproofing  washes,  as  in  the  Sylvester  process.  This  process 
consists  in  applying  two  washes  or  solutions  to  the  surface  of  a 
wall,  one  composed  of  castile  soap  and  water,  and  the  other  of 
alum  and  water.  The  proportions  are  three-quarters  of  a  pound 
of  soap  to  one  gallon  of  water,  and  half  a  pound  of  alum  to  four 
gallons  of  water,  both  substances  to  be  perfectly  dissolved  in 
water  before  using.  The  walls  should  be  perfectly  clean  and 
dry,  and  the  temperature  of  the  air  not  below  50°  F.  when  the 
compositions  are  applied. 

The  first,  or  soap  water,  should  be  applied  when  boiling  hot. 
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with  a  flat  brush,  taking  care  not  to  form  a  froth  on  the  masonryo 
This  wash  should  remain  24  hours,  so  as  to  become  hard  and  dry 
before  the  second  or  alum  wash  is  applied,  which  should  be  done 
in  the  same  manner  as  the  first.  The  temperature  of  the  alum 
wash,  when  applied,  may  be  60°  or  70°  *F.,  and  this  also  should 
remain  24  hours  before  applying  a  second  coat  of  the  soap 
wash  and  so  on.  Several  coats  are  necessary  to  secure  an  im- 
pervious coating,  the  soap  and  alum  combined  forming  an  inso- 
luble compound,  filling  the  pores  of  the  concrete  and  preventing 
the  passage  of  water. 

Cost  of  Sylvester  Process. — According  to  Mr.  W.  C.  Hawley,  as 
given  in  Gillette's  "Cost  Data,"  the  cost  of  Sylvester  wash  and 
mortar  is  as  follows:  The  Apollo  Water-Works  Co.'s  covered 
concrete  water  well  leaked,  and  it  was  therefore  plastered  with 
a  Sylvester  mortar;  ij4  lbs.  of  a  light  colored  soft  soap  were 
dissolved  in  15  gallons  of  water.  Three  pounds  of  powdered 
alum  were  mixed  with  each  bag  of  cement.  The  mortar  was 
I  :  2.  Two  coats  of  this  mixture  were  applied  to  the  walls,  giving 
a  thickness  of  3 4  in.    This  stopped  the  leaking  completely. 

The  cost  was  as  follows: 

2  lbs.  soap    (with   24   gals,   water),   at   7%   cts $0.15 

12  lbs.  alum,   at  3^   cts 42 

Total     $0.57 

or  57  cts.  for  soap  and  alum  per  bbl.  of  Portland  cement. 

A  Sylvester  wash  was  used  in  repairing  the  bottom  of  a  reser- 
voir lined  with  4  to  6  ins.  of  concrete.  The  soap  solution  was 
composed  of  ^  lb.  of  Olean  soap  to  i  gal.  of  water,  both  being 
well  dissolved  and  the  soap  solution  boiled.  This  boiling  hot 
soap  solution  was  applied  to  the  clean  dry  concrete,  24  hours 
later  the  alum  wash.  24  hours  later  the  soap  wash,  and  then 
24  hours  later  the  alum  wash  again.  Two  men  applied  the  solu- 
tions, using  whitewash  brushes,  while  a  third  man  carried  pails 
of  the  solution.  While  making  the  soap  solution,  two  men  at- 
tended the  4  kettles,  one  man  kept  up  the  fires  and  two  men 
carried  the  solutions  to  tlic  men  applying  it.  It  required  fewer 
men  to  make  the  alum  solution  as  it  was  made  cold  in  barrels. 
After  the  second  soap  wash  had  been  applied  to  the  concrete 
slope,  it  became  so  slippery  that  the  men  had  to  be  held  by  ropes 
to  prevent  falling.     A  rope  was  placed  around  two  men  who 


GENERAL  PHYSICAL  PROPERTIES. 


143 


started  work  at  the  top  of  the  slope,  while  a  third  man  payed 
out  the  rope.  The  work  was  done  in  83^  days,  and  cost  as 
follows : 

Labor: 

1,140  hrs.    labor,  at  15  cts $171.00 

83  hrs.    foremen,  at  30  cts 24.90 

83  hrs.    waterboy,  at  6  cts 4.98 

Add  for  supt.,  15% ^ 30.13 

Total  labor  $231.01 

Materials : 

900  lbs.  Olean  soap,  at  4%  cts $39.00 

210  lbs.  alum,  at  3  cts .  6.30 

6  whitewash  brushes  ( 10  in. ),  at  $2.25 i3-5o 

6  stable  brushes,  at  $1.25    7.50 

Total   materials    $66.30 

Total   labor  and  materials    $297.31 

This  covered  131,634  sq.  ft.,  hence  the  cost  of  the  two  coats 
of  soap  and  alum  was  $2.26  per  1,000  sq.  ft.,  or  about  0.23  cts. 
per  sq.  ft.    All  but  one  leak  from  a  small  crack  were  stopped. 

The  concrete  lining  of  a  new  reservoir  near  Wilmerding  was 
waterproofed  by  using  caustic  potash  and  alum  in  the  finishing 
mortar  coat.  The  45tock  solution  was  2  lbs.  of  caustic  potash 
*nd  5  lbs.  alum  to  10  quarts  of  water.  This  was  made  in  barrel 
I^ts  from  which  3  quarts  were  taken  for  each  batch  of  finishing 
mortar,  which  consisted  of  2  bags  of  cement  mixed  with  4  bags 
of  sand.  A  batch  of  mortar  covered  an  area  6  ft.  by  8  ft.  by  i  ft. 
thick.    The  extra  cost  of  this  waterproofing  was: 

100  lbs.  caustic  potash,  at  10  cts $10.00 

70  lbs.  caustic  potash,  at  9  cts 6.30 

960  lbs.  alum,  at  3%,  3'>4  and  4  cts 3438 

60  hours'  mixing,  at  15  cts 9.00 

Freight,  express  and  hauling  n.50 

Total  for  74,800  sq.  ft $71.18 

It  will  thus  be  seen  that  the  cost  was  95  cts.  per  i  ,000  sq.  ft. 
cr  less  than  o.i  ct.  per  sq.  ft.  The  cost  was  less  than  by  using 
the  Sylvester  wash,  and  the  result  was  better,  for  with  the  latter 
the  penetration  is  only  1/16  to  >^  in.  It  was  found  that  if  less 
than  2  parts  of  sand  to  i  part  of  cement  was  used  the  mortar 
cracked  in  setting.  Clean  sand  is  imperative,  as  any  organic 
matter  soon  decomposes  and  leaves  soft  spots.  Do  not  use  an 
excess  of  potash;  a  slight  excess  of  alum,  however,  does  not 
decrease  the  strength  of  the  mortar. 
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Other  Waterproof  Compounds. — There  are  a  number  of  com- 
Dounds  on  the  market  of  a  fatty  or  waxy  nature,  which,  when 
mixed  with  cement  to  the  amount  of  one  or  two  per  cent,  of  its 
weight,  increase  its  water-resisting  quaHties  to  a  marked  de- 
gree. By  a  thorough  mixing  of  one  to  two  pounds  of  a  suitable 
compound  to  each  sack  of  cement  a  mortar  which  is  practically 
waterproof  may  be  obtained  at  a  small  additional  cost.  In 
purchasing  these  waterproof  compounds,  however,  care  should 
be  taken  to  select  such  as  have  proved  to  be  permanent  in  effect, 
as  some  materials  used  for  this  purpose  lose  their  effect  after  a 
few  days  exposure  to  the  weather  and  are  entirely  worthless. 
Data  in  regard  to  the  permanency  and  waterproof  qualities  of 
these  various  compounds  are  not  available,  and  it  will  be  neces- 
sary to  use  much  care  and  judgment  in  selecting  them,  otherwise 
their  use  will  prove  a  disappointment  and  a  needless  outlay  of 
money. 

One  of  the  best  known  waterproofing  compounds  of  this  char- 
acter is  manufactured  by  the  Sandusky  Portland  Cement  Co., 
an^  is  known  as  the  Medusa  Waterproof  Compound.  It  is  stated 
by  the  manufacturers  that  the  addition  of  this  compound,  to  the 
amount  of  i  to  13/2  per  cent,  of  the  weight  of  cement  used,  is 
sufficient  to  render  concrete  building  blocks,  made  from  a  I 
cement  5  aggregate  sufficiently  waterproof  to  allow  plastering 
direct  on  the  inside  surface,  and  that  walls  so  built  are  perfectly 
dry.  The  compound  is  prepared  by  mixing  from  one  to  two 
per  cent,  of  the  preparation  with  the  dry  cement  before  adding 
the  sand  and  water.  This  preparation  is  sold  in  40  lb.  sacks  at 
12  cts.  per  pound  f.o.b.  cars  at  Sandusky,  Ohio.  An  absorption 
test  was  made  by  the  manufacturers  as  follows :  Hollow  blocks 
8  X  9  X  16  inches  made  of  i  part  cement  and  4.8  parts  limestone 
screenings  bv  weight  with  and  without  the  waterproofing  com- 
pound were  exposed  to  weather  for  9  months,  and  then  allowed 
to  become  air  dry  in  the  laboratory,  then  placed  in  water  and 
weighed  at  i,  2,  3,  4  and  24  hours.    The  results  were  as  follows: 

Amonnt  waterp">'>f  cmnponnd,  per  cent.  Wnter  absorbed,  per  cent,  of  total  weight. 

of  weight  of  cement.  Weight  dry.   1  hr.    2  hrs.   3  hrs.  4hr8.  24  hrs. 

No.  I — Waterproof  compound  o^J  60.62  lbs.  4.38  4.84  4.94  4.99  5.16 
No.  2 — Waterproof  compound  \^r  62.34  lbs.  44  44  4^  54  70 
No.  3 — Waterproof,  compound  2%    62.06  lbs.       .09      .09      .14       .14       .30 

Waterproof  Portland  Cement. — It  is  stated  that  the  Star- Stettin 
Portland  Cement  Works  have  recently  invented  a  process  by 
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which  a  waterproof  cement  is  obtained.  The  process  is  secret 
and  details  cannot  be  obtained,  but  it  is  probable  that  the  water- 
proofing qualities  of  this  cement  are  obtained  by  mixing  some 
substance  with  the  cement  during  the  process  of  manufacture. 
The  chemical  action  taking  place  on  the  cement  in  setting  affects 
the  material  in  such  a  way  that  it  closes  the  pores  in  the  con- 
crete without  injuring  in  any  way  the  strength  of  the  cement. 
It  is  stated  that  this  preparation  will  successfully  resist  the  action 
of  frost,  heat,  hot  water,  sea  water  and  dilute  acids.  If  this 
proves  to  be  the  case,  the  problem  of  securing  a  waterproof  con- 
crete for  engineering  structures  has  been  solved.  Dr.  Michaelis 
recommends  the  use  of  barium  chloride  for  this  purpose  when 
'.he  concrete  is  subjected  to  the  action  of  sea  water.  Pages  152- 
154  should  be  read  in  this  connection. 

Asphalt  Waterproofing. — Asphalt  is  extensively  used  as  a 
waterproofing,  material.  It  may  be  used  alone  or  with  paper  or 
felt.  When  applied  to  concrete  surfaces  it  will  generally  be  found 
most  satisfactory  to  first  coat  the  dry  surfaces  of  the  concrete 
with  a  coat  of  asphalt  cut  with  naphtha.  This  is  applied  as  a 
paint  to  the  concrete  when  the  latter  is  perfectly  dry  and  then 
the  surface  is  covered  with  an  asphaltic  mastic  composed  of  one 
part  of  asphalt  to  four  parts  of  sand.  Tliis  is  smoothed  off  with 
h-ot  smoothing  irons  and  thoroughly  tamped  and  pressed  into 
place.  When  this  coating  is  applied  to  the  surface  of  a  struc- 
ture, which  is  later  to  be  covered  with  earth  or  broken  stone,  it 
is  better  to  cover  the  surface  of  the  asphalt  with  washed  roofing 
gravel  so  that  the  broken  stone  will  not  cut  or  damage  the  asphalt 
surfaces. 

Various  methods  are  employed  in  waterproofing  concrete  sur- 
faces with  asphalt,  such  as  embedding  burlap,  felt,  paper,  or 
other  fabric,  in  the  asphalt  coating. 

It  is  very  difficult  to  make  hot  asphalt  adhere  to  a  concrete 
surface,  however  dry  the  same  may  be,  unless  it  is  heated  by 
artificial  means.  1  lot  asphalt  laid  on  ordinary  dry  concrete  will 
not  adhere  and  can  be  rolled  up  like  a  blanket  after  it  is  cool. 
By  heating  the  surface  of  the  concrete  with  hot  sand  before 
applying  the  asphalt,  the  latter  may  be  caused  to  adhere  to  the 
same.  It  will,  however,  generally  be  found  preferable  to  use 
the  asphalt  cut  with  naphtha,  applying  it  as  a  painting  or  swab- 
bing coat.     The  cost  of  this  work  with  the  present  prices  of 
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first-class  asphalt  will  range  from  10  to  20  cts.  per  sq.  ft.,  de- 
pending upon  open  conditions.  No  special  expert  knowledge 
is  needed  for  its  application.  Some  judgment  should  be  used  in 
selecting  the  asphalt  to  be  used  for  waterproofing  purposes. 

The  following  specifications  for  asphalt  and  naphtha  water- 
proofing are  used  by  the  Chicago  &  Northwestern  Ry.  :* 

/'The  asphalt  used  shall  be  of  the  best  grade,  free  from  coal 
tar  or  any  of  its  products,  and  which  will  not  volatilize  more  than 
y2  per  cent,  under  a  temperature  of  300°  F.  for  ten  hours.  It 
#  must  not  be  affected  by  a  20  per  cent,  solution  of  ammonia,  a 
35  per  cent,  solution  of  hydrochloric  acid,  a  25  per  cent,  solu- 
tion of  sulphuric  acid,  nor  by  a  saturated  solution  of  sodium 
chloride. 

**For  metallic  structures  exposed  to  the  direct  rays  of  the 
sun,  the  asphalt  should  not  flow  under  212°  F.,  and  it  should 
not  become  brittle  at  15^  1'.  when  spread  thin  on  glass.  For 
structures  underground,  such  as  masonry  arches,  abutments,  re-" 
taining  walls,  foundation  walls  and  building  subways,  etc.,  a 
flow  point  of  185°  F.  and  a  brittle  point  of  0°  F.  will  be  required. 
The  asphalt  covering  must  not  perceptibly  indent  when  at  a  tem- 
perature of  130°  V.  under  a  load  at  the  rate  of  15  lbs.  per  sq. 
in.,  and  it  must  remain  ductile  at  a  temperature  of  15°  F.  on 
metal  structures,  and  at  o^  F.  on  masonry  structures  underground. 

''Before  ai)plying  as])halt  to  a  metal  surface,  it  is  imperative 
that  the  metal  be  cleaned  of  all  rust,  loose  scale  and  dirt,  and  if 
previously  coated  with  oil,  this  must  be  burnt  oflf  with  benzine 
or  other  suitable  means.  The  metal  surface  must  be  warm  to 
cause  the  asphalt  to  stick  to  it,  and  the  warming  is  best  ac- 
complished by  covering  it  with  heated  sand,  which  should  be 
swept  back  as  the  hot  as]:)halt  is  ai)plie(l.  When  waterproofing 
masonry  structures,  if  the  surface  cannot  be  made  dry  and  warm 
it  should  be  first  coated  with  an  asphalt  paint  made  of  asphalt  * 
reduced  with  naphtha.  This  is  particularly  necessary  for  vertical 
structures. 

*'The  asphalt  should  be  heated  in  a  suitable  kettle  to  a  tempera- 
ture not  exceeding  450*^  F.  If  this  is  exceeded,  it  may  result  in 
'pitching*  the  as])]ialt.  Before  the  'pitching*  i)()int  is  reached,  the 
vapor  from  the  kettle  is  of  a  bluish  tinjj:e,  which  changes  to  a 
yellowish  tinge  after  the  danger  point  is  i)ast.    If  this  occurs  the 

•W.  H.  Flnley,  M.  Am.  Soc.  C.  E.    P.iper  read  before   Cement  Users*  Association. 


GENERAL  PHYSICAL  PROPERTIES.  147 

material  should  be  tempered  by  the  addition  of  fresh  asphalt. 
The  asphalt  has  been  cooked  sufficiently  when  a  piece  of  wood 
can  be  put  in  and  withdrawn  without  the  asphalt  clinging  to  it. 

"The  first  coat  should  consist  of  a  thin  layer  poured  from 
bucjcets  on  the  prepared  surface  and  thoroughly  mopped  over. 
The  second  coat  should  consist  of  a  mixture  of  clean  sand  or 
screenings,  free  from  earthy  admixtures,  previously  heated  and 
dried,  and  asphalt,  in  the  proportion  of  i  of  asphalt  to  3  or  4 
of  sand  or  screenings  by  volume.  This  is  to  be  thoroughly  mixed 
in  the  kettle  and  then  spread  out  on  the  surface  with  warm 
smoothing  irons,  such  as  are  used  in  laying  asphalt  streets. 
The  finishing  coat  should  consist  of  pure  hot  asphalt  spread 
thinly  and  evenly  over  the  entire  surface  and  then  sprinkled  with 
washed  roofing  gravel,  torpedo  sand  or  stone  screenings  to  harden 
the  top.  The  thickness  of  the  coating  will  depend  on  the  char- 
acter of  the  work,  and  may  vary  from  ^  in.  to  2  ins. 

"Where  a  quantity  of  asphaltic  concrete  is  required,  such  as 
in  trough  floors  on  bridges,  the  concrete  should  be  made  in 
the  prof)ortion  of  i  part  asphalt,  2  parts  sand  and  3  parts  lime- 
stone screenings,  thoroughly  mixed  and  rammed  into  place  with 
tamping  irons  on  the  first  coat  of  pure  asphalt  with  which  the 
metal  was  originally  covered.  At  all  drainage  holes  large  size 
stones  should  be  carefully  placed  by  hand  to  secure  perfect 
drainage." 

Asphalt  or  Felt  Waterproofing. — Layers  of  waterproofing  paper 
or  felt  cemetited  together  with  asphalt,  bitumen  or  tar  are  ex- 
tensively used  for  waterproofing  purposes  in  concrete  floors, 
roofs  and  walls  of  underground  structures,  as  tunnels,  subways, 
etc.  The  materials  range  from  ordinary  tar  paper  laid  with  coal 
tar  pitch  to  asbestos  or  asphalted  felt  laid  in  asphalt.  Coal  tar 
products  will  not  prove  permanent,  as  they  will  deteriorate  when 
exposed  to  moisture.  Asphaltic  mixtures  when  exposed  to  the 
action  of  illuminating  gas  will  also  deteriorate.  In  the  con- 
struction of  the  New  York  subway,  layers  of  felt  laid  on  with 
hot  asphalt  were  used  for  waterproofing  purposes,  but  trouble 
was  experienced  in  several  stations  as  the  roof  was  found,  after 
n  time,  to  leak.  After  a  careful  investigation  it  was  found  that 
the  asphaltic  compound  had  been  seriously  injured  by  gas  escap- 
ing from  the  mains  in  the  street.    Care  should  be  taken  under 
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similar  conditions  to  prevent  gas  from  coming  in  contact  with 
waterproofing  mixtures. 

Method  of  Laying^  Paper  or  Felt. — It  is  customary  to  first 
place  a  layer  of  concrete  or  some  other  material  upon  which 
to  place  the  waterproofing  compound,  then  mop  over  the  pre- 
pared surface  with  hot  asphalt,  spread  the  felt  or  paper,  lapping 
the  latter  from  4  to  6  ins.  After  the  first  layer  of  the  felt  is  in 
place  the  whole  is  mopped  over  with  the  hot  asphalt  compound. 
Another  layer  of  paper  is  placed  and  the  operation  continued 
until  the  desired  thickness  is  secured.  From  two  to  six  layers 
were  used  in  the  construction  of  New  York's  rapid  transit 
subway.  After  this  coating  is  in  place  the  remaining  concrete, 
forming  the  floor  or  upper  surface,  is  then  laid  upon  the  top 
layer  of  the  asphalt. 

Cost  of  Waterproofing  with  Tar  Felt  and  Asphalt. — The  cost 
of  waterproofing  the  New  York  subway  with  asphalt  felt,  and 
asphalt,  as  given  in  Engineering-Contracting,  July  18,  1906,  is 
as  follows: 

Per  sq.  yd., 
single. 
I.I  I  sq.  yds.  asphalt  felt,  at  4%  cts.  (including  15%  for  laps)         5  cts. 

0.37  gal.  asphalt,  at  12  cts 4%  ** 

Labor 5V6  " 

Total    15  cts. 

This  is  for  one  thickness  of  felt,  so  that  for  three  thicknesses 
the  cost  would  be  45  cts.  per  sq.  yd.  for  labor  and  materials. 
Both  labor  and  materials  are  high  in  cost.  Labor  cost  was  high 
because  of  poor  supervision.  The  material  was  high  priced,  be- 
cause asbestos  felt  dipped  in  asphalt  was  specified. 

The  cost  of  lining  a  large  asphalt  reservoir,  as  given  in  Gillette's 
"Handbook  of  Cost  Data,"  page  296,  is  as  follows:  Cost  of  first 
asphalt  coat  on  concrete  bottom  ^34,434  sq.  ft.). 

Labor;  Total  Cost.             Cost  per  sq.  ft 

Building  sheds,  25  hrs.  at  20c.  $500  $0.00015 

Spreading,            38     "     *'    20c.  7.60  0.00022 

Boiling.                 7,7     "     "    15c.  5.55  0.00016 

Helpers,               48     "    "    15c.  6.45  0.00019 

Sweeping,             44     '*     "    15c.  6.60  0.00019 

Materials: 

Asphalt,  18.490  lbs.  at  $0.01225  226.50  0.00658 

Fuel,    T    cord    2  50  0.00012 

Hauling  925  tons,  at  $0.47..  4.35  0.00007 

Totals    $264.55  $0.00768 

This.gives  a  cost  of  $0.06912  per  sq.  yd. 
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Cost  of  second  asphalt  coat  on  bottom  (34,454  sq  ft.). 

Labor :  Total  Cost.  Cost  per  sq.  ft. 

Building  sheds  $5.00            •  $0.00015 

Spreading,  35  hrs.  at  15c 5.25  0.00015 

Boiling,       30     *'    "    15c 4.50  0.00013 

Helpers,      52V6 "    **    15c 7.88  0.00023 

Sweeping,    44^"    '*    15c 6.68  0.00020 

Foreman,     17^  "    "   25c 4.38  0.00013 

Materials : 

Asphalt,  19,591  lbs.,  at  $0.01225  239.99  0.00702 

Fuel,  I  cord,  at  $2.50 2.50  0.00007 

Hauling  9.8  tons,  at  $0.47....  4.61  0.00013 

Totals    $280.79  $0.00821 

This  gives  a  cost  for  the  second  coat  of  $0.07389,  or  a  total  cost 
for  two  coats  of  .14301  cts. 

The  waterproofing  used  for  the  Atlantic  Ave.  subway  of  the 
Long  Island  Railroad  consisted  of  a  tar  felt  paper,  mopped  with 
a  coating  of  pitch.  Over  this  was  spread  a  i  in.  coat  of  cement 
mortar. 

The  roofing  felt  consisted  of  pine  wood  paper  pulp,  or  asbestos 
pulp,  which  had  been  thoroughly  treated  and  soaked  in  refined 
coal  tar,  and  which  weighs  for  single  ply  at  least  15  lbs.  per 
100  sq.  ft.  What  is  known  as  ^'medium  hard"  coal  tar  pitch  of 
somewhat  softer  grade  than  used  for  roofing  purposes,  was 
swabbed  over  the  masonry  after  it  was  thoroughly  set  and  dried 
out.  This  pitch  was  poured  or  mopped  onto  the  concrete  surface 
imtil  it  had  a  perfectly  uniform  thickness  over  every  part  of  not 
less  than  1-16  in.  The  roofing  felt  was  then  laid  upon  the  coat 
of  pitch,  while  it  was  still  soft,  the  felt  being  lapped  at  least  4 
ins.  on  all  cross  joints,  and  at  least  12  ins.  on  all  longitudinal 
joints.  This  was  mopped  over  with  a  coating  rf  pitch,  and  upon 
that  a  second  thickness  of  roofing  felt  was  placed,  and  there- 
upon a  third  coating  of  not  less  than  1-16  in.  of  coal  tar  pitch 
was  deposited.  The  i  in.  coating  of  i  to  2  cement  mortar  was 
then  laid  in  uniform  squares,  in  every  respect  similar  to  the 
plaster  on  top  of  granolithic  pavement. 

The  average  labor  cost  of  placing  the  two  layers  of  felt  and 
three  coats  of  tar  pitch  was  53^2  cts.  per  sq.  yd.  The  average 
bbor  cost  of  mixing  and  placing  the  i  in.  layer  of  cement  mortar 
was  I4J/^  cts  per  sq.  yd.,  making  a  total  cost  for  labor  of  20  cts. 
per  sq.  yd. 

Assuming  that  the  cost  of  paper  felt  was  3  cts.  per  sq.  yd.  and 
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the  coal  tar  pitch  at  12  cts.  a  gallon,  the  total  cost  per  square 
yard  for  this  work  was: 

Two  layers  per 
sq.  yd. 

2.13  sq.  yds.  paper  felt,  at  3c $0,064 

0.75  gals,  pitch,  at  12c .09 

Labor  laying  felt   .055 

Labor  laying  cement  mortar   .145 

Total  cost   $0,354 

The  cost  of  laying  the  top  finish  i  in.  thick  of  a  cement  walk, 
as  given  by  Mr.  C.  M.  Saville,  M.  Am.  Soc.  C.  E.,  in  Gillette's 
^'Handbook  of  Cost  Data,"  page  179,  is  as  follows: 

Per  cu.  yd.  Per  sq.  yd. 

4  bbls.  per  cu.  yd.,  at  $1.53  $6.12  $0,171 

0.8  cu.  yd.  sand,  at  $1    .80  .Old 

Lampblack    .29  .009 

Labor    (2  walk  masons,   1  helper)..              6.36  .144 

$13.57  $0,342 

Thus  we  see  by  the  above  data  that  the  costs  of  various  classes 
of  work  vary  considerably  imder  different  conditions. 

The  Effect  of  Sea  Water  Upon  Portland  Cement  Mortar  and 
Concrete. — The  action  of  sea  water  upon  Portland  cement  mor- 
tars is  a  phenomenon  which  is  little  imderstood.  While  it  is 
true  that  some  concrete  masonry  has  withstood  the  action  of 
sea  water  for  a  long  time,  other  structures  have  been  rapidly 
destroyed  when  subjected  to  the  same  action.  Why  one  struc- 
ture has  resisted  well,  while  another  similarly  located  and  per- 
haps constructed  with  the  same  kind  of  cement  has  been  rapidly 
destroyed,  is  a  question  which  has  long  puzzled  chemists  and 
engineers.  Many  theories  in  regard  to  the  action  of  sea  water 
upon  the  cement  have  been  advanced,  and  something  learned 
in  regard  to  the  subject,  but  thus  far  it  has  not  been  possible 
to  determine  whether  or  not  a  structure  will  stand  when  sub- 
jected to  the  action  of  sea  water.  It  has  been  learned,  however, 
that  if  any  considerable  amount  of  certain  ingredients  are  pres- 
ent, failure  is  almost  certain  to  take  place,  while,  if  they  are 
absent,  or  only  present  in  small  quantities,  there  is  at  least  a 
possibility  of  the  structure  standing  for  a  time. 

The  German  Portland  Cement  Manufacturers'  Association  for 
a  number  of  years  has  beeen  conducting  a  study  of  the  action  of 
sea  waters  upon   Portland  cement  mortars  and   concrete,  and. 
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largely  through  their  efforts,  considerable  knowledge  is  avail- 
able on  this  subject. 

Sea  water  contains  small  percentages  of  magnesium  chloride 
and  magnesium  sulphate.  These  two  ingredients  are  supposed 
to  attack  the  free  lime  present  in  the  cement,  forming  calcium- 
aluminum  sulphates.  The  magnesium  chloride  has  but  a  feeble 
action,  but  the  magnesium  sulphate  attacks  the  lime  with  great 
energy.  According  to  Dr.  Michaelis  and  M.  Vicat,  the  action 
is  explained  by  the  chemical  equation:  Ca  (OH) 2  +  MgS04 
=  Mg  (OH)2  +  CaS04. 

The  calcium  sulphate,  owing  to  its  taking  a  crystalline  form 
with  an  increase  in  volume,  swells  and  destroys  the  mortar. 

Alumina  and  gypsum  are  also  supposed  to  be  injurious.  It 
was  discovered  by  Messrs.  Michaelis  and  Candlot  that  aluminate 
of  lime,  AI2  O3,  3  CaO,  which  is  present  in  the  cement,  possesses 
the  property  of  combining  with  sulphate  of  lime  so  as  to  give 
the  double  salt  Alj  O3  3  CaO,  3  (SO3  CaO)  combined  with  a 
large  quantity  of  water  with  great  increase  in  volume.  This 
substance  has  no  firm  coherence,  and  is  soluble  in  pure  water, 
but  not  in  lime  water.  Whether  this  action,  or  the  one  previously 
explained,  or  some  other  action  takes  place,  we  must  conclude 
that  cements,  rich  in  lime  or  alumina,  or  which  contain  a  high 
percentage  of  gypsum,  are  dangerous  for  use  in  sea  water,  as 
they  all  disintegrate  rapidly.  On  the  other  hand  it  has  been  found 
that  the  presence  of  high  percentages  of  silica  and  ferric  oxide 
seem  to  be  beneficial. 

Dr.  Michaelis  found  that  the  chemical  action  can  be  greatly 
improved  by  adding  some  pozzolanic  material  like  trass  to  the 
cement.  This  material  combines  with  the  lime,  forming  a  stable 
compound,  which  hardens  under  water.  The  lime  necessary  for 
hardening  the  pozzolani  will  come  from  the  cement.  This  sec- 
ondary hydraulic  action  greatly  improves  the  resisting  power  of 
the  cement.  It  seems  probable  that  well  burnt  clay  may  be  used 
to  replace  the  trass. 

It  has  been  found  that  a  dense  concrete  withstands  the  action 
of  sea  water  better  than  a  porous  concrete,  as  the  water  does 
not  readily  penetrate  the  mass,  and  chemical  action  is  not  so 
readily  set  up.  Hence  well  balanced  mixtures,  as  dense  as  possi- 
ble, should  be  used.  It  has  also  been  found  that  mortars  made 
with  fine  sands  are  much  more  readily  decomposed  than  those 
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made  with  coarse  sands.  Hence  fine  sands  should  be  avoided 
for  this  class  of  work. 

Messrs.  Candelot,  Le  Chatelier,  Vicat,  Rebuffet  and  Feret,  as 
well  as  Dr.  Michaelis,  have  extensively  studied  the  action  of  sea 
water  on  cements.  The  recommendations  of  Dr.  Michaelis,  the 
greatest  living  authority  on  this  subject,  are  given  below.  The 
general  conclusions  to  be  drawn  from  the  writings  of  these 
authorities  may  be  summed  up  as  follows:  Sand  with  a  large 
percentage  of  fine  grains  should  not  be  used  for  mortar  and  con- 
crete intended  for  use  in  sea  water.  A  moderate  amount  of  fine 
grains,  when  mixed  w^ith  coarse  and  graded  sized  grains,  will, 
however,  increase  the  density  of  the  concrete  and  prove  bene- 
ficial. It  also  follows  that  the  aggregate  should  be  proportioned 
to  secure  the  greatest  density.  Gypsum,  which  is  sometimes  used 
to  regulate  the  time  of  setting,  is  dangerous.  Portland  cement 
for  sea  water  should  be  low  in  alumina  (8  per  cent,  being  the 
maximum  amount  allowable,  and  as  low  as  possible  in  lime). 
Puzzolanic  material  is  helpful  when  added  to  cements  to  be  used 
ill  sea  water. 

Concrete  Structures  in  Sea  Water. — On  the  subject  of  the 
permanency  of  cement  concrete  when  exposed  to  the  action  of 
sea  water.  Dr.  Wilhelm  Michaelis  says  in  a  paper*  on  the  sub- 
ject : 

"The  main  points  to  be  considered  in  erecting  permanent  struc- 
tures in  sea  water  with  the  aid  of  hydraulic  cements,  in  other 
words,  concrete,  are : 

( 1 )  From  the  physical  i)oint  of  view,  completely  imi)ermeable 
mixtures  should  be  made,  composed  of  i  part  of  cement  with 
2,  or  at  the  most  2]  2  parts  of  sand,  of  mixed  grain,  of  which 
at  least  one-third  must  be  very  fine  sand.  To  this  the  requisite 
quantity  of  gravel  and  ballast  should  be  added.  This  impermea- 
ble layer  should  surround  the  porous  kernel  on  all  sides  in  suffi- 
cient thickness,  even  underneath.  It  would,  perhaps,  be  unneces- 
sary waste  of  material,  in  the  case  of  thick  walls,  to  use  the  imper- 
meable mixture  throughout :  but,  so  far  as  jiossible.  the  compact 
shell  and  the  poorer  kernel  should  be  made  in  one  operation. 
Where  this  is  not  possible,  and  the  shell  is  added  subsequently, 
numerous  iron  ties  should  be  used. 

(2)  From  the  chemical  point  of  view,  cements  or  hydraulic 
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limes  rich  in  silica,  and  as  poor  as  possible  in  alumina  and  ferric 
oxide,  should  be  used,  for  aluminate  and  ferrate  of  lime  are  not 
only  decomposed  and  softened  rapidly  by  sea  water,  but  they 
also  give  rise  to  the  formation  of  double  compounds,  which  in 
their  turn  destroy  the  cohesion  of  the  mass  by  producing  cracks, 
fissures  and  bulges.  The  salts  contained  in  sea  water,  especially 
the  sulphates,  are  the  most  dangerous  enemies  of  hydraulic 
cements.  The  lime  is  either  dissolved  and  carried  off  by  the 
salts,  and  the  mortar  thus  loosened,  or  the  sulphuric  acid  forms 
with  it  crystalline  compounds  as  basic  sulphate  of  lime,  alumina 
sulphate  and  ferro  sulphate  of  lime,  which  are  segregated  forci- 
bly in  the  mortar,  together  with  a  large  quantity  of  water  of 
crystallization,  and  a  consequent  increase  in  volume  results.  The 
separation  of  hydrate  of  magnesia  is  only  the  visible,  but  com- 
pletely innocuous  sign  of  these  processes.  The  magnesia  does 
not  in  any  way  enter  into  an  injurious  reaction  with  silica, 
alumina,  or  ferro  oxide ;  it  is  only  displaced  by  the  lime  from  its 
solution  in  the  shape  of  a  flocculent,  slimy  hydrate  which  may 
be  rather  useful  in  stopping  the  pores,  but  can  never  cause  any 
strain  or  expansion,  even  if  it  subsequently  absorbed  carbonic 
acid. 

The  carbonic  acid,  whether  derived  from  air  or  water,  assists 
the  hydraulic  cement  as  a  preservative  wherever  it  comes  into 
contact  with  the  solid  mortar.  It  could  only  loosen  the  latter 
if  present  in  such  an  excess  that  bicarbonate  of  lime  might  be 
formed. 

(3)  The  use  of  substances  which  render  the  mortar,  at  any 
rate  in  its  external  layers,  denser  and  more  capable  of  resistance. 
Such  substances  are: 

(a)  Sesquicarbonate  of  ammonia  (from  gas  liquor)  in  all 
cases  where  long  exposure  to  the  air  is  impossible.  Such  a  solu- 
tion, applied  with  a  brush  or  as  a  spray,  and  then  allowed  to  dry, 
converts  the  hydrate  of  lime  into  carbonate  of  lime.  The  latter 
is  not  acted  upon  by  the  neutral  sulphates  present  in  sea  water. 
It  must  be  repeated  that  it  is  a  decidedly  erroneous  opinion  that 
the  texture  of  otherwise  sound  cements  is  injured  by  the  action 
of  carbonic  acid ;  on  the  contrary,  it  renders  them  more  capable 
of  resistance,  except  in  the  above  mentioned  case,  which  is  ex- 
tremely rare,  when  bicarbonate  of  lime  is  formed  and  goes  into 
the  solution. 
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(b)  Fluosilicates,  among  which  magnesium  fluosilicate  is  most 
to  be  recommended.  The  free  Hme  is  converted  into  calcium 
fiuoide  and  silicate  of  lime,  and,  in  conjunction  with  the  liberated 
hydrate  of  magnesia,  these  new  products  close  the  pores  of  the 
mortar.  Both  salts  are  sufficiently  cheap  to  be  used  on  a  large 
scale. 

(c)  Last,  not  least,  barium  chloride.  Two  or  three  per  cent, 
cf  the  weight  of  the  cement  is  dissolved  in  the  water  with  which 
the  concrete  is  mixed.  This  forms  perfectly  insoluble  barium 
sulphate  with  the  sulphates  of  the  sea  water,  while  the  magnesia 
remains  in  the  solution  as  magnesium  chloride.  Although  in 
this  case  there  can  be  no  further  closing  of  the  pores,  yet  the 
insoluble  barium  sulphate,  which  is  formed,  affords  some  pro- 
tection and  does  not  give  rise  to  any  increase  of  volume  (swell-  ' 
ing).  From  two  to  three  per  cent,  of  barium  chloride  does  not 
in  any  way  diminish  the  strength,  as  has  been  proved  by  means 
of  comparative  tests  of  English  and  German  cements.  Fre- 
quently the  strength  of  the  mortar  is  increased  by  this  addition. 
This  substance  is  only  to  be  used  in  the  external,  perfectly  water 
t'"ght  skin  of  the  concrete ;  in  other  words,  in  the  4  to  8  in.  coat- 
ing, composed  of  1  cement,  i  to  2  sand  and  3  to  4  gravel,  flint, 
broken  stone,  etc." 

Strengfth  of  Cement  Mixtures  in  Sea  Water. — It  has  been  found 
that  the  strength  of  a  cement  mixture  does  not  increase  as  rapidly 
in  salt  water  as  in  fresh.  Tests  made  by  the  Boston  Rapid 
Transit  Commission  sliow  that,  during  the  early  stages  of  setting, 
fresh  and  salt  water  briquettes  possess  i)ractically  the  same 
strength,  but  at  9  months  sea  water  briquettes  decreased  con- 
siderably in  strength. 

According  to  M.  Feret.^'  tension  sj)ecinicns  hardened  in  sea 
water  are  stronger  than  those  hardened  in  fresh  water,  but  with 
compression  specimens  the  reverse  is  true.  In  conclusion,  it 
may  be  stated  that  if  the  material  does  nc^t  fail  by  disintegration, 
it?  strength  under  sea  water  will  api)roximate  but  never  exceed 
that  of  materials  setting  in  fresh  water. 

The  Effect  of  Oil  on  Cement  and  Concrete. — Until  within  the 
last  two  or  three  years  there  has  been  considerable  difference  of 
opinion  in  regard  to  the  effect  of  oil  on  concrete.  Even  to-day 
many  consider  oil  entirely  harmless,  and  to  prove  their  assertions 
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call  attention  to  machinery  foundations  in  use  for  many  years, 
which,  though  exposed  to  waste  oil,  are  perfectly  sound.  On 
the  contrary  there  are  many  who  believe  that  concrete  is  in- 
jured by  oils  and  substantiate  their  beliefs  by  citing  examples 
of  concrete  which  disintegrated  when  oil  appeared  to  be  the  sole 
cause. 

In  1903  it  was  accidentally  discovered  in  the  cement  testing 
laboratory  of  the  Chicago,  Milwaukee  &  St.  Paul  Ry.  that  oil 
disintegrates  Portland  cement.  A  neat  Portland  cement  bri- 
quette, two  years  old,  which  had  been  used  in  the  laboratory 
as  a  paper  weight,  was  laid  aside,  where  it  was  exposed  to  occa- 
sional droppings  of  signal  oil.  In  ten  months  the  briquette  began 
to  disintegrate.  This  led  to  an  extensive  investigation  as  to  the 
effects  of  oils  on  cement  and  concrete  by  the  engineering  de- 
partment. The  following  are  the  results  of  the  tests,  taken 
from  an  article*  by  James  C.  Hain,  Assoc.  M.  Am.  Soc.  C.  E., 
then  Engineer  of  Masonry  Construction  C,  M.  &  St.  P.  Ry.  An 
examination  was  made  of  a  great  many  concrete  structures  on 
which  more  or  less  oil  was  found.  There  were  a  limited  num- 
ber of  instances  where  the  concrete  was  possibly  affected  by  oil. 
In  these  cases,  however,  the  concrete  was  very  old,  and  the  char- 
?cter  of  the  original  material  and  the  workniansliip  were  ques- 
tionable. On  the  contrary  no  concrete  which  was  built  in  late 
years,  and  known  to  be  of  good  quality,  was  affected  to  any  per- 
ceptible degree.  One  case  which  particularly  attracted  atten- 
tion was  the  concrete  floor  of  an  oil  house  in  which  lubricating 
and  lighting  oils  had  been  stored  for  six  years  without  any 
apparent  effect.  The  penetration  of  the  oil  was  slight,  perhaps 
not  to  exceed  1-16  in.  Moreover,  the  saturated  portion  seemed 
to  be  as  sound  as  the  rest.  There  were  other  cases  where  the 
oil  had  penetrated  deeper.  For  example,  in  the  pits  of  the  round 
house  the  oil  had  gone  in  from  yi  to  y^  in.  In  otlier  respects  the 
concrete  seemed  perfectly  natural.  These  pits,  liowcver,  had 
been  in  use  only  about  a  year  when  investigated.  These  obser- 
vations proved  nothing  definite  and,  wliile  tlie  investigation 
seemed  favorable  for  the  structures  examined,  it  could  not  be 
taken  as  conclusive  for  all  concrete  structures. 

Laboratory  experiments  were  then  taken  up  on  Portland  ce- 
ment briquettes  made  of  neat  cement,  of  i :  3  sand  mortar  and 
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of  I  :  3  mortar  of  limestone  screenings,  which  were  allowed  to 
age  four  days  in  the  laboratory  air,  and  were  then  subjected  to 
applications  of  signal  oil.  At  first  small  quantities  of  oil  (enough 
to  saturate)  were  applied  daily.  Later  the  applications  were 
less  frequent,  depending  upon  the  amount  of  oil  absorbed. 
Cracks  developed  in  the  sand  and  limestone  briquettes  first  at 
the  age  of  21/2  months,  while  the  neat  briquettes  showed  cracks 
pt  the  end  of  five  months.  All  the  briquettes  ultimately  disin- 
tegrated. The  cement  used  in  these  tests  was  what  is  known 
as  a  stone  and  clay  cement ;  18  briquettes  each  of  neat  cement 
of  1 : 3  sand  and  of  1:3  limestone  screenings  gave  practically 
uniform  results  as  to  time  of  disintegration,  as  given  above. 

After  the  results  of  these  preliminary  experiments  were  avail- 
able a  more  extensive  series  was  started.  Instead  of  confining 
the  tests  to  a  single  kind  of  cement  and  to  signal  oil,  as  was  done 
in  the  first  series,  three  kinds  of  cement  and  characteristic  oils 
or  fats  of  five  different  groups  were  employed.  The  oils  and 
fats  used  were  as  follows : 

Class....     Animal  fat         Animal  oil     , Vegetable  oil ^  Mineral  oil 

Semi-Drying    Drying  Crude 

Kind Ext.  of  lard        Whale  oil  Castor  oil       Boiled  Petroleam 

Linseed  oil  oil 

Cylinder  oil,  which  is  a  mixture  of  animal  fat  and  mineral 
oil,  was  also  used  for  the  purpose  of  comparison.  Well  known 
brands  of  cement  were  used,  one  being  selected  from  cement 
made  from  stone  and  slag,  another  from  marl  and  clay  and  the 
third  from  slag  and  limestone.  Neat  briquettes  and  i  :  3  sand 
briquettes  for  all  varieties  of  cement  were  treated  with  each  of 
the  six  varieties  of  fats  and  oils.  All  briquettes  were  left  in 
the  laboratory  air  seven  days  before  starting  the  oil  treatment. 
The  oil  applications  were  continued  for  nine  months  after  they 
were  started.    A  summary  of  the  results  is  given  in  Table  XXH. 

The  greatest  effect  was  caused  by  animal  fat  or  extract  of  lard 
oil.  It  disintegrated  most  of  the  neat  and  sand  briquettes  in 
from  2  weeks  to  2' j  months,  although  it  failed  to  destroy  some 
even  at  the  end  of  nine  months.  As  a  rule  the  neat  briquettes 
were  destroyed  first,  which  was  contrary  to  what  might  be  ex- 

m 

pected.  It  was  found  that  in  general  cement  made  from  stone 
rnd  clay  were  affected  the  least,  while  slag  cements  were  affected 
the  most;  this,  however,   was  not  true   in  all   cases,  and   the 
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peculiar  characteristics  of  each  cement  and  not  the  materials 
from  which  it  is  made   affected  it  the  most. 

Next  in  effect  was  signal  oil^  a  mixture  of  animal  fat  and 
mineral  oil.  It  acted  only  slightly  different  from  extract  of 
lard.  Following  this  were  the  whale  and  castor  oils,  which  caused 
much  less  disintegration  than  either  of  the  two  just  mentioned, 
affecting  but  small  percentage  of  the  briquettes.  Petroleum  and 
boiled  linseed  oils  did  not  disintegrate  any  of  the  briquettes  up 
to  nine  months.  Petroleum,  however,  penetrated  and  affected  the 
strength  somewhat,  and  possibly  would  have  eventually  de- 
stroyed it,  while  boiled  linseed  oil  formed  a  coating  without  pene- 
trating. Of  the  five  classes,  boiled  linseed  oil  was  the  only  one 
that  apparently  did  not  affect  the  strength  of  the  briquettes. 
This  was  probably  due  to  the  oxidation,  which  prevented  it  from 
soaking  in. 

Further  tests  were  made  on  older  briquettes  cured  according 
to  the  regular  laboratory  practice.  Some  of  these  tests  were  as 
follows:  A  neat,  a  1:1,  a  1:2,  and  a  1:3  sand  briquette,  all 
of  which  were  two  years  old,  were  dried  at  the  stove  for  20 
days  and  then  treated  with  signal  oil.  After  two  years,  with 
one  exception,  they  showed  no  signs  of  disintegration.  The  above 
briquettes  were  made  of  silica  cement  instead  of  regular  Port- 
land, which  consisted  of  equal  portions  of  sand  and  Portland 
cement,  ground  together  to  a  fineness  that  passed  through  a  No. 
200  sieve.  This  cement  makes  weaker  briquettes  than  those  made 
from  standard  Portland  cement.  The  one  that  failed  was  the 
weakest  of  the  four,  being  a  i  to  3  mixture.  Again  a  neat  and  a 
1 :  3  sand  briquette  were  taken  from  the  vat  at  the  age  of  one  year 
and  treated  with  signal  oil.  They  appeared  to  be  perfectly  sound 
after  being  soaked  about  one  year.  A  28-day  briquette,  after 
being  dried  in  the  laboratory  air  for  three  months,  was  treated 
with  oil  and  was  not  distintegrated  until  after  eight  months. 
Eight-year-old  briquettes  were  also  treated  and  were  unaffected 
after  nine  months.  A  piece  of  concrete  from  the  oil  house  floor 
spoken  of  above  was  immersed  in  oil  for  ten  months  and  was  un- 
affected. 

While  the  tests  on  comparatively  new  briquettes  showed  with 
but  one  or  two  exceptions  disintegration  from  the  action  of  oil, 
the  tests  on  old  specimens  showed  up  mucli  better.  Out  of  15 
old  briquettes,  seasoned  according  to  the  usual  laboratory  practice, 


15? 


CONCRETE    AND    REINFORCED    CONCRETE. 


only  two  failed  under  the  action  of  oils,  although  treated  from  nine 

months  to  2  years,  the  two  that  failed  being  the  weakest.     The 

briquettes  which  were  unaffected  were  cured  from  one  to  two 

years  in  water. 

TABLE   XXII. 

SHOWING  THE  EFFECT  OF  OIL  ON  CEMENT  AND  MORTAR 

BRIQUETTES. 


No.  bri- 
QQettes 
made. 

18 


12 


18 


12 


18 


12 


Class  of 
Portland 
Cement. 

Stone  and 
clay 

Stone  and 
clay 

Marl  and 
clay 

Marl  and 
clay 

Slag  and 

stone 
Slag   and 

stone 


Mixture 

Portland 

Cement 

and  Sand. 

Neat 


1 :3  sand 


Neat 


i;3  sand 


«5 


u 

o   . 

cO 


00      «  n  »4 
2 


OQ 


Time  applied  bet>ore  disintecration  •*< 


3  mos. 


2 1  mos. 


6  mos. 


Neat 


1:3  sand 


I  mo.     3  mos.    4  mos. 
7  mos.  4 J  mos.  6\  mos. 


i\  mos. 


4  mos. 


*  Sound  after  applying  oil  9  months,  at  which  tests  were  discontinued. 
All  briquettes  set  7  days  in  air  before  applyinjc  oil. 

It  was  observed  (i)  that  most  oils  penetrate  concrete  mortar 
and  may  weaken  them.  (2)  That  concrete  is  more  liable  to  be 
disintegrated  when  saturated  with  oils  and  fats  if  not  thoroughly 
set.  (3)  A  good  quahty  of  concrete  is  less  susceptible  to  the 
effects  of  oil  than  a  poor  quality,  such  as  a  porous,  frosted,  lean, 
poorly  mixed  or  improperly  seasoned  concrete.  Ordinary  con- 
crete work  is  rarely  subjected  to  continued  large  doses  of  oils, 
being  usually  only  spotted.  Under  such  conditions  little  danger 
may  be  apprehended,  especially  if  the  concrete  is  of  good  quality 
and  well  seasoned,  and  even  if  the  conditions  are  more  severe 
there  will,  generally  speaking,  be  small  danger  of  dangerous  dis- 
integration. Experiments  were  also  made  for  the  purpose  of 
determining  a  cheap  manner  of  treating  concrete  to  prevent  the 
disintegrating  action  of  oil,  but  with  unsatisfactory  results,  no 
satisfactory  wash  being  found. 

One  of  the  briquettes  treated  with  signal  oil  was  sent  to  the 
laboratory  of  Toch  Brothers,  Long  Island  City,  and  a  careful 
analysis  was  made  of  it.  Mr.  Maximilian  Toch  states  that  a  de- 
termination of  the  soluble  substances  in  the  briquette  showed  that 
the  disintegration  was  due  to  the  formation  of  oleate  and  stearate 
of  calcium.    To  reduce  this  to  its  simplest  expression,  the  animal 
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cils  contain  acids  which  combine  with  the  Hme  and  crystals  of 
5tearate  and  oleate  of  Hme  are  formed.  It  is  very  likely  that  these 
crystals  in  the  process  of  formation  have  increased  the  bulk  in 
:he  briquette  and  the  bond  which  has  been  formed  by  the  lime  in 
the  set  cement  has  been  totally  disintegrated  and  ruptured. 
These  crystals  were  isolated  and  verified  under  the  microscope 

Mr.  Toch  also  states  that  machine  oils  are  almost  all  paraffine 
Dils,  do  not  contain  animal  fats,  and  hence  do  not  affect  concrete. 

Silicate  of  magnesia,  sold  under  the  name  of  fluate,  has  often 
been  used  as  a  wash  to  protect  concrete  against  the  action  of  oil. 
When  this  wash  is  appHed  to  concrete,  silicia  is  liberated  and  fills 
up  the  pores.  The  magnesium  fluate  acts  as  a  binder,  and  the 
cement  becomes  excessively  hard  after  a  few  months.  Limestone 
?nd  building  stone  have  been  treated  with  this  material  in  Europe 
with  great  success.    This  compound  is,  however,  expensive. 

Preservation  of  Metal  in  Concrete. — One  of  the  most  important 
questions  asked  in  regard  to  reinforced  concrete  is :  Will  it  be  per- 
manent ;  will  the  imbedded  metal  be  preserved  from  oxidation  ? 
If  not,  the  construction  will  deteriorate.  Much  evidence  has  been 
published  showing  that  iron  and  steel  are  perfectly  preserved  in 
concrete,  but  occasionally  evidence  to  the  contrary  is  made  known. 
Prof.  Spencer  F>.  Newberry,  Assoc.  Al.  Am.  Soc.  C.  E.,  states  the 
theory  of  the  protection  of  iron  from  rust  when  embedded  in 
concrete  as  follows: 

"The  rusting  of  iron  consists  in  oxidation  of  the  metal  to  the 
condition  of  hydrated  oxide.  It  does  not  take  place  at  ordinary 
temperatures  in  dry  air  or  in  moist  air  free  from  carbonic  acid. 
The  combined  action  of  moisture  and  carbonic  acid  is  necessary. 
Ferrous  carbonate  is  first  formed :  this  is  at  once  oxidized  tc 
ferric  oxide  and  the  liberated  carbon  dioxide  acts  on  a  fresh  por- 
tion of  metal.  Once  started,  the  corrosion  proceeds  rapidly,  per- 
haps on  account  of  galvanic  action  between  the  oxide  and  the 
metal.  Water  holding  carbonic  acid  in  solution,  even  if  free 
from  oxygen,  acts  as  an  acid  and  rapidly  attacks  iron.  In  lime 
water  or  soda  solution  the  metal  remains  bright.  The  action  of 
cement  in  preventing  rust  is  now  apparent.  Portland  cement  con- 
tains about  63  per  cent.  lime.  By  the  action  of  water  it  is  converted 
into  a  crystalline  mass  of  hydrated  calcium  silicate  and  calcium 
hydrate.  In  hardening,  it  rapidly  absorbs  carbonic  acid  and  be- 
comes coated  on  the  surface  with  a  film  of  carbonate.     Cement 
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mortar  thus  acts  as  an  efficient  protector  of  iron,  and  captures 
and  imprisons  every  carbonic  acid  molecule  that  threatens  to  at- 

« 

tack  the  metal.  The  action  is,  therefore,  not  due  to  the  exclusion 
of  air,  and  even  though  the  concrete  be  porous,  and  not  in  con- 
tact with  the  metal  at  all  points,  it  will  still  filter  out  and  neutral- 
ize the  acid  and  prevent  its  corrosive  effect." 

In  regard  to  the  action  of  cinder  concrete,  Prof.  Newberry 
writes  as  follows: 

"The  fear  has  sometimes  been  expressed  that  cinder  concrete 
would  prove  injurious  to  iron  on  account  of  the  sulphur  contained 
in  the  cinders.  The  amount  of  this  sulphur  is,  however,  extremely 
small.  Not  finding  any  definite  figures  on  this  p>oint,  I  deter- 
mined the  sulphur  contained  in  an  average  sample  of  cinders  from 
Pittsburg  coal.  The  coal  in  its  run  state  contains  a  rather  high 
percentage  of  sulphur,  about  15  per  cent.  The  cinders  proved  to 
contain  0.61  per  cent  sulphur.  This  amount  is  quite  insignificant, 
and  even  if  all  oxidized  to  sulphuric  acid  it  would  at  once  be 
taken  up  and  neutralized  in  the  concrete  by  the  cement  present  and 
would  by  no  possibility  attack  the  iron." 

Prof.  Xevvberry  states  that  a  reinforced  concrete  water  main 
taken  up  after  fifteen  years'  use  In  damp  ground  at  Grenoble. 
France,  showed  the  metal  absolutely  free  from  rust  and  the 
adhesion  perfect. 

Mr.  E.  [..  Ransome  states  that  embedded  steel  rods  used  in  a 
sidewalk  in  P>owling  Green  Park,  New  York,  were  found  to  be 
in  perfect  condition  after  twenty  years'  use.  He  also  mentions, 
among  other  examples,  sidewalk  slabs  in  Chicago,  which,  after  be- 
ing broken  up,  showed  the  rods  in  perfect  condition.  The  slabs 
were  of  limestone  concrete,  and  had  been  in  use  for  eight  or  ten 
years.    Numerous  other  examples  might  be  cited. 

Mr.  Jas.  S.  Mack,  Supt.  of  the  Standard  Mines  of  the  H.  C. 
Frick  Coke  Co..  states  that  a  24-in.  cast-iron  pipe  was  used  as  a 
discharge  pipe  to  carry  off  sulphurous  water  from  the  mine.  This 
pipe  was  lined  with  a  coating  of  Pc^rtland  cement  to  protect  it 
from  the  action  of  acid  in  the  water.  The  coat  was  put  on  with 
?  brush  on  the  perpendicular  line  and  had  a  tliicknesV  of  about  J4 
in.  On  the  horizontal  line  it  was  put  on  with  a  trowel  and  had  a 
thickness  of  about  Yi  in.  With  the  exception  of  one  or  twc 
places  where  the  cement  had  v.^orn  through,  the  pipe  remained 
uninjured  after  eighteen  years  of  constant  service. 
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Mr.  Ernest  McCuUough  states  that  he  placed  some  badly  rusted 
iron  rods  in  blocks  of  concrete  of  a  i :  2 : 4  mixture.  The  blocks 
M'ere  broken  after  about  a  year  and  the  rods  were  found  to  be 
comparatively  clean  .and  bright.  The  rust  was  gone,  but  was  not 
adhering  in  scales  or  flakes  to  the  concrete.  It  seemed  to  have 
entirely  disappeared,  leading  the  enveloping  concrete  somewhat 
discolored.    The  adhesion  of  the  rods  was  seemingly  perfect. 

Mr.  Edwin  Thacher,  after  extensive  study  and  observation, 
states  that  he  considers  concrete  to  be  •  a  perfect  protection  for 
embedded  steel. 

Prof.  Charles  L.  Norton,  of  the  Massachusetts  Institute  of 
Technology,  Boston,  Mass.,  made  a  large  number  of  experiments 
with  bricks  of  concrete  3x3x8  in.,  in  which  steel  rods,  sheet 
steel  and  expanded  metal  were  embedded.  One  portion  of  the 
specimens,  together  with  unprotected  steel,  was  enclosed  in  steel 
boxes  and  exposed  for  three  weeks  to  the  action  of  steam,  air  and 
carbon  dioxide ;  another  portion  to  air  and  carbon  dioxide ;  a  third 
to  air  and  steam,  and  a  fourth  left  on  the  table  of  the  testing 
room.    His  conclusions  were  as  follows: 

First — Neat  cement  is  a  perfect  protection. 

Second — Concrete  should  be  dense,  without  voids  or  cracks,  and 
be  mixed  quite  wet  when  applied  to  metal. 

Third — The  corrosion  found  in  cinder  concrete  is  mainly  due 
to  iron  oxide  in  the  cinders  and  not  to  sulphur. 

Fourth — Cinder  concrete,  if  free  from  voids  and  well  rammed 
when  wet,  is  about  as  effective  as  stone  concrete  in  protecting 
steel. 

Fifth — It  is  important  that  the  steel  be  clean  when  embedded 
in  the  concrete. 

Sixth — It  is  essential  that  the  steel  be  coated  with  cement 
before  embedding  in  concrete,  the  unprotected  pieces  being  found 
to  consist  of  piore  rust  than  steel. 

Additional  tests  made  by  Prof.  Norton  were  as  follows :  Spec- 
imens of  steel,  clean,  and  in  all  stages  of  corrosion,  were  embed- 
ded in  stone  and  cinder  concrete,  both  wet  and  dry  mixtures  being 
used,  and  exposed  to  moisture,  carbofi  dioxide  and  sulphurous 
gases.  Some  of  the  samples  were  treated  in  tanks  supplied  inter- 
mittently with  steam,  hot  water,  moist  air,  dry  air  and  continuously 
with  carbon  dioxide  for  from  one  to  three  months.  Under  these 
conditions,  unprotected  steel  vanished  into  streaks  of  rust;  but, 
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when  protected  by  an  inch  or  more  of  sound  concrete,  the  steel 
was  absolutely  un(;hanged.  He  concludes  that  steel  embedded  in 
concrete  mixed  wet,  whether  stone  or  cinder  concrete,  will  be  per- 
fectly protected  for  all  time. 

M.  Breuillie  is  said  to  have  found  that  a  chemical  union  takes 
place  between  the  metal  and  the  cement,  forming  a  silicate  of 
iron  which  is  soluble  in  water.  If  this  is  true,  when  this  salt  is 
dissolved  the  bond  between  the  metal  and  the  concrete  will  be 
destroyed.  The  many  excellent  examples  of  successful  rein- 
forced concrete  whose  strength  is  dependent  upon  the  adhesion 
between  the  two  materials  v/ould  seem  to  refute  this  statement. 
Again,  the  successful  use  of  cement  paint  for  protection  would 
indicate  that  this  celebrated  French  engineer  is  in  error  in  regard 
to  his  deductions,  or,  what  is  more  probable,  the  cement  used  by 
him  in  his  experiments  may  have  contained  some  injurious  agent. 

Adhesion  Between  Concrete  and  Steel. — It  is  important  that 
there  be  a  positive  bond  between  the  concrete  and  the  steel  of  a  re- 
inforced member.  Usually  the  entire  stress  in  the  steel  must  be 
transmitted  by  this  bond  or  adhesion.  The  bond  may  be  due  ( i ) 
to  the  adhesion  of  the  concrete  to  the  steel,  (2)  to  surface  fric* 
tion,  probably  due  to  shrinkage  strains  set  up  by  the  concrete 
upon  setting,  causing  it  to  grip  the  steel  firmly  and  generate 
a  high  frictional  value:  or  (3)  to  some  mechanical  arrangement 
consisting  of  a  deformed,  twisted  or  corrugated  form  of  rod,  giv- 
ing an  effective  mechanical  lx)nd  between  tlie  steel  and  concrete. 
When  the  shear  per  foot  run  between  the  steel  and  concrete 
exceeds  the  safe  working  adhesion  or  surface  friction  between  the 
two  materials,  some  form  of  mechanical  bond  should  be  used. 

The  values  given  by  different  experiments  for  the  adhesion  in 
pounds  per  square  inch  of  contact  surface  vary  quite  widely.  It 
is  probable  that  the  adhesive  strength  under  normal  conditions  is 
great  enough  to  care  for  the  shearing  stresses  until  the  elastic 
limit  of  the  metal  is  passed,  when  the  bar  stretches,  decreases  in 
cross-section  and  is  torn  from  the  concrete. 

A  rough  surface  gives  a  higher  adhesive  value  than  a  smooth 
stirface,  rusted  bars  consideral)ly  higher  values  than  those  not 
rusted,  while  oiling  or  painting  greatly  reduces  the  adhesion. 
Round  bars  show  the  greatest  adhesion ;  flat  bars  the  least. 

M.  Bauschinger  and  M.  de  Joly,  from  a  scries  of  experiments, 
conclude  that  the  adhesion  of  concrete  to  iron  or  steel  rods  is 
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froflti^^^nj^bs.  per  sq.  in.  of  surface.  These  values  appear  to 
be  somewhat  high  after  a  careful  examination  of  a  large  number 
of  recent  experiments,  some  of  which  are  here  given. 

Prof.  W.  K.  Hatt,  in  the  Journal  of  American  Society  for  Test- 
ing Materials,  1902,  gives  the  following  values  for  the  adhesion  of 
round  rods,  each  value  being  the  average  of  three  tests,  the  con- 
crete being  a  1:2:4  rnixture,  and  its  age  about  ^2  days : 

Depth  of  Rod  in  Con-      Ultimate  adhesion  in  lbs.  per 
Size  of  Bod.  Crete  in  ins.  sq-  in.  of  rod  surface. 

Vw  in.  6.0  62IS 

%  in.  6.4  756 

The  following  values.  Table  XXIII.,  of  the  holding  power  of 
different  types  of  rods,  are  from  a  series  of  tests  by  Prof.  Charles 
Spofford,  Massachusetts  Institute  of  Technology,  and  reported  by 
him  in  Beton  und  Eisen,  Part  III.,  1903.  The  mixture  used  was  a 
1:3:6  Portland  cement  concrete,  the  stone  being  trap  rock.  The 
rods  were  all  thoroughly  cleaned  with  the  sand  blast  before  con- 
crete specimens  were  made.  The  concrete  was  sufficiently  wet  to 
flush  water  to  the  surface  when  tamped  into  the  moulds.  The 
time  of  test  was  28  days.  In  the  following  table  each  value  given 
is  an  average  of  several  tests. 


TABLE  XXIII, 

Type  of  Rod. 

Cross-section  of  Rods 
used  in  inches. 

Number  of  Rods 
used  to  obtain 
average  value. 

Adhesion  in  lbs 
per  sq.  in.  of 
contact  surface 

Ransome  .... 
rhacher  

ix  J        J  X  Jand  i^  x  ij 
i-fandij 

12 

9 

296 

275 

Johnson 

Plain 

Plain 

Plain  Flats... 

i  X  j.  5  X  f  and  i\  x  1} 
1  in.  round 
fxf 
ij  xi,  ijxf  and2ix  J 

9 
3 
3 
9 

339 

245 
279 

164 

The  cleaning  of  the  rods  by  sand  blast  made  them  much 
smoother  than  they  are  ordinarily.  Hence  the  values  for  plain 
rods  given  above  are,  when  compared  with  the  values  for  de- 
formed rods,  proportionately  less  tlian  they  would  be  under  or- 
dinary conditions. 

The  comparative  resisting  power  of  twisted  and  corrugated 
bars  to  longitudinal  slipping  is  shown  in  Table  XXIV. 

The  area  of  contact  surface  between  the  twisted  bars  and  the 
cement  was  taken  to  be  the  periphery  of  the  bars,  multiplied  by 
its  length  in  the  prism.  In  computing  the  contact  surface  of 
the  corrugated  bars,  the  periphery  was  assumed  to  be  represented 
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by  the  square  circumscribing  the  corrugations.     A  part  of  the 
prism  thus  enclosed  would  be  subjected  to  shearing  stresses. 

TABLE  XXIV.— ADHESIVE  RESISTANCE  OF  CORRUGATED 
AND  TWISTED  STEEL  BARS  EMBEDDED  IN  CEMENT  AND 
MORTAR  PRISMS. 

(From  Watertown  Arsenal  Tests,  1904.) 

Nominal  dimensions  of  prisms  inches 6  x  6  x  12. 

Vtwisted,  .81  X  .81 

•         ■■•••••••       '   -  _    ■     -  - 


Efifective  sizes  of  rods  taken,  inches  . . 
Atlas  brand  cement  used. 


(Corrugated,        -73  *  -73 


Composition  of  Prisms. 
Cement,  neat 


Kind  of  Rod. 
Twisted 


I  i 


f  ( 


ft 


<( 


<  I 


( I 


<( 


I  < 


Corrugated 


(< 


<( 


Cement,   i  sand 
I 


(( 


I  < 


(I 
(( 
(f 
(( 
f  ( 


2 
2 

3 
3 
4 
4 


<( 
It 
<f 
<f 


Rod  pulled  out 
broke 
pulled  out 


Twisted 

Corrugated 

Twisted 

Corrugated 

Twistt  d 

Corrugated 

Twisted 

Corrugated 

The  following  tests.  Table  XXV.,  were  made  at  Columbia  Uni- 
versity in  1903,  and  have  not  been  published  heretofore : 


Ultimate  resist- 
ance per  sq.  in. 

1,278 

l»303 
968 

958 
960 

I.318 

977 
1,199 

934 
701 

735 
796 

564 


KemarkB. 
Red  broke 


<< 


Type  of  Rod. 
ri-nn 


t  ( 


( t 


t( 


Ransom  p . 
(< 

Thacher  . 


Condition. 

Rusted 
(< 

Clean 

(( 

.  f< 

Clean 
<( 

<< 

(( 

(( 

«( 

<< 

<< 


TABLE  XXV 

Size  in  inches. 


ft    Y    3 

l^l 

H  ^  ir 

8      Y      ^ 

8   Y    8 
T  '^  T 

«     Y     3 

T  ^  T 

7 
H 
7 
ff 
7 
R 
7 
B 


Age  of  Test. 
I  month 
3  months 
I  month 
3  months 
I  mo.  in  water 
25  days 


(( 


I  month 


(< 


(< 


i  • 


Adhesion,  lbs. 
persq.  iu.  sor. 

437 
642 

294 

431 
146 

500 

520 

457 
560 

700 

788 

450 
410 


Remarks. 
Pulled  out. 
Block  split. 
Pulled  put. 
Block  split. 
Pulled  out. 
Block  split. 


«• 

i( 
(« 
ft 
(< 


According  to  the  above  tests,  rusted  rods  give  about  50  per 
cent,  higher  adhesive  values  than  clean  rods. 

Prof.  Arthur  N.  Talbot,  in  the  Bulletin  of  University  of  Illinois, 
Sept.  1,1904,  reports  the  following  results  (Table  XXVI.)  of  tests 
of  bond  between  steel  and  concrete.  Plain  round  and  square  bars 
and  Johnson  corrugated  bars  were  used.  It  will  be  seen  that  the 
Johnson  bars  split  the  concrete,  while  the  plain  bars  slipped.  No 
slipping  could  be  detected  before  the  maximum  load  was  reached. 
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The  range  of  resistance  per  square  inch  of  embedded  bars  was 
great,  being  from  298  to  639  lbs.  for  the  Johnson  bar,  and  from 
^74  to  360  lbs.  for  the  plain  rods.  In  no  case  did  the  tension  in 
the  plain  rods  exceed  the  elastic  limit.  In  tests  Nos.  21  and  22 
the  bars  were  placed  within  lyi  ins.  of  the  face  of  the  concrete 
block.  Nos.  16  and  17,  which  had  24  ins.  of  rod  embedded,  show 
a  small  resistance  per  square  inch  of  surface.     This  is  probably 

TABLE  XXVI.— BOND  BETWEEN   STEEL  AND  CONCRETE. 


Test 
No. 

I 
2 

3 
27 

4 
30 
26 

5 
31 
32 

29 
33 
34 
13 
35 
36 
18 

14 
8 

9 
10 

15 
II 
12 
16 

17 
21 

22 

23 
28 

7 
6 


Type  of  Rod. 


%-in. 
%-in. 
%-in. 
%-in. 
%.in. 
%-in. 
%-in. 
%-in. 
%-in. 
%-in. 
%-in. 


ohnson 
ohnson 
ohnson* 
ohnson* 
ohnson 
ohnson 
ohnson 
ohnson* 
ohnson* 
ohnson* 
ohnson* 
square 


%-in.  square 
%-in.  square 
%-in.  square* 
%-in.  square* 
%-in.  square* 
%-in.  square* 
%-in.  square 
%-in.  square 
%-in.  square 
Mj-in.  square 
%-in.  round 
%-in.  round 
%-in.  squaret 
%-in.  squaret 
%-in.  square 
%-in.  square 
%-in.  square 
%-in.  square 
%-in.  round 
%-in.  round 


Maximum  Area 

Load.  8Q.  in. 

14,990  .20 

14,210  .20 

12,605  .20 

15,335  .20 

17,175  .365 

11,755  .365 

13,975  .365 

16,360  .365 

9.515  .365 

8,960  .365 

10435  .365 

4,780  .16 

6,850  .16 

5,850  .16 

6,810  .16 

6,910  .16 

4,100  .16 

5,560  .16 

11,600  .56 

11,850  .56 

7,910  .27 

6,400  .27 

3,255  .II 

3,860  . 1 1 

6,905  .16 

6,690  .16 

4.785  .16 

6,000  .16 

4,580  .16 

6,540  .16 

7,000  .452 

11,000  .452 


&•<-»© 

50—  flu 

74,950 
71,050 

63,000 

76,650 
47,050 
32,200 
38,300 

44,800 
26,050 
24,500 
28,600 
29,900 
42,800 

36,550 

42,600 
43,200 
25,600 

34.700 

20,620 

21,100 
29,320 
23,700 
28,800 

34,200 

43,150 

4J,8oo 
29,930 
37,500 
28,640 
40,800 
15,500 
27,500 


M  «   • 
625 

593 
525 
639 
573 
392 
466 

545 
317 
298 

348 
250 

357 
305 
357 
360 

214 
290 

322 

329 
317 
256 

228 
270 
180 

174 
249 

312 

239 
340 

245 
386 


31 

60,000 
60,000 
60,000 
60,000 
58,300 
58,300 
58,300 
58,300 
58,300 
58,300 
58,300 
45,000 
45,000 
45,000 
45,000 
45.000 
45.000 
45,000 
35,000 
35.000 
33,300 
33.300 
42,500 
42,500 
45,000 
45,000 
45.000 
45,000 
45.000 
45.000 
40,500 
40,500 


Remarks. 
Concrete  split. 
Concrete  split. 
Concrete  split. 
Cylinder  broke. 
Concrete  split. 
Concrete  split. 
Concrete  split. 
Concrete  split. 
Concrelf  split.  ^ 
Concrete  split. ' 
Concrete  split. 


Rods! 
Rods! 
Rods! 
Rods] 
Rods! 
Rod  si 
Rod  s 
Rod  si 
Rods! 
Rod  s! 
Rods 
Rods! 
Rods! 
Rods! 
Rods! 
Rods] 
Rods! 
Rod  si 
Rod  si 
Rods! 
Rods! 


lipped, 
lipped, 
lipped, 
lipped, 
lipped, 
lipped, 
lipped, 
lipped, 
lipped, 
lipped, 
lipped, 
lipped, 
lipped, 
lipped, 
lipped, 
lipped, 
lipped, 
lipped, 
lipped, 
lipped, 
lipped. 


due  to  uneven  distribution  of  the  transmission  of  stress  from  the 
bar  to  the  concrete  throughout  the  length,  due  to  the  greater 
stretching  of  the  bar  within  tiie  concrete.  Age  of  test  was  60 
days. 

Eliminating  tests  16  and  17  and  tests  struck  by  sledge,  and  av- 
eraging the  values  of  tests  on  round  bars,  we  obtain  a  mean  value 


^struck  6  quarter-swing  blows  with  a  10- lb.  sledge. 
tEmbedded  for  a  length  of  24  ins. 
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of  281  lbs.,  and  for  square  bars  a  value  of  298  lbs.,  while  the 
average  for  the  Johnson  bars  is  530  lbs.  per  superficial  inch  of 
contact.  The  average  of  30-clay  tests  at  Columbia  University  on 
Ransome  bars  is  509  lbs.,  and  of  Thacher  bars  587  lbs.,  while  the 
average  of  plain  bars  for  one  and  three  months  agrees  sufficiently 
well  with  those  given  by  Prof.  Talbot. 

We  may  then  conclude  that  the  ultimate  surface  bonding  for 
plain  bars,  round  and  square  in  cross-section,  may  be  taken  at 
from  250  to  400  lbs.  for  an  age  of  30  to  60  days,  with  an  average 
value  of  about  300  lbs.,  and  for  deformed  rods,  such  as  Ran- 
some, Thacher  and  Johnson,  from  300  to  800  lbs.,  with  an  aver* 
age  value  of  about  500  lbs. 

The  safe  working  value  for  adhesion  or  surface  bonding  may 
be  taken  at  from  40  to  100  lbs.  per  sq.  in.  for  plain  rods  and  from 
50  to  150  lbs.  for  deformed  rods. 

Shrinkage  and  Expansion  of  Cement  Mortar  and  Concrete  When 
Setting. — It  has  been  found  that  cement  mixtures  hardening 
in  air  shrink  somewhat  during  the  early  periods  of  setting,  while 
those  hardened  in  water  expand  in  like  manner  but  in  a  less 
degree.  The  contractions  and  expansions  are  greatest  in  neat 
cement  mortars,  wliile  the  variations  in  volume  are  less  in  mor- 
tars containing  sand  and  in  concrete.  Prof.  G.  F.  Swain,  who 
made  some  elaborate  experiments  upon  5-in.  cement  mortar  cubes 
in  the  Massachusetts  Institute  of  Technology  laboratories,  reports 
in  the  Transactions  of  the  American  Society  of  Civil  Engineers 
for  July,  1887,  that  the  contraction  at  the  end  of  12  weeks  is: 

For  neat   cement    0.14%  to  0.32% 

For  I  cement  to  i  sand   0.08%  to  0.17% 

and  the  expansion  at  the  end  of  1 2  weeks  is : 

For   neat   cement    0.04%  to  0.25% 

For  I  cement  to  i  sand   0.00%  to  0.08% 

Prof.  Bauschinger,  of  Munich,  reports  results  similar  to  those 
of  Prof.  Swain.  His  test  specimens  were  cubes  4.72  ins.  on  a 
side.    The  following  table  shows  his  results : 

Mixtare.  Contraotion  in  porceut.        Expansion  in  per  cent. 

Cement  to  Sand.  Age.  Hardening  in  air.  Hardening  under  water. 

Neat  16  weeks  o.iy/r  to  0.34'X  o.oi9^  to  0.15% 

1:3  16  weeks  o.o87f  to  o.i59c  .o7(  to  0.02% 

1:3  16  weeks  0.08%  to  o.i47c        —  0.03%  to  0.02% 

Mr.  John  Grant  records  in  Vol.  62,  Proc.  Inst.  Civ.  Engr.,  the 
results  of  his  experiments  on  prisms  4  ins.  long,  hardened  only  in 


GENERAL    PHYSICAL    PROPERTIES. 


167 


water.  Neat  cements  at  the  end  of  one  year  expand  0.09  to  0.21 
per  cent.,  and  a  i :  3  sand  mortar  0.0 1  to  0.06  per  cent.  He  states 
that  the  addition  of  gypsum  increases  the  amount  of  the  expan- 
sion. 

In  his  book  on  ^'Portland  Cement/*  Dr.  C.  Schumann*  reports 
the  following  results  of  experiments  on  prisms  3.9  ins.  long  and 
with  a  cross  section  of  .775  sq.  in.  These  were  immersed  in 
water : 


I  Cement, 

Age  in  Weeks. 

Neat 

Specimen. 

3  Normal  Sand. 

I 

.048T. 

.015% 

4 

.082% 

.021% 

13 

.104% 

.024% 

26 

.125% 

.028% 

39 

.139% 

.030% 

S2 

.146'^r 

.033% 

M.  Considere  made  valuable  experiments  on  the  behavior  of 
both  plain  and  reinforced  concrete  pieces  setting  in  both  air  and 
water.  The  measurements  were  made  with  extremely  delicate 
instruments.  The  mortar  used  was  approximately  in  the  propor- 
tions of  I  part  Portland  cement  to  3  parts  silicious  sand.     The 

TABLE  XXVII.— CONSTDERE'S  TESTS.  SHOWING  EXPANSION 
AND  CONTRACTION  OF  CEMENT  PRISMS. 


/ Contraction  of  Prisms » 

Settine  in  air. 

Expansion  of  Prisms • 

Setting  in  water. 

Neat 

Neat 

Noat 

Neat 

No. 

cement, 

cement. 

Mortar, 

Mortar 

cement, 

cement. 

Mortar, 

Mortar. 

Uys. 

plain. 

reinforced. 

plain. 

reinforced. 

plain. 

reinforced. 

plain,  reinforced 

I 

.o6(f/r 

.ocy67r 

.0227f' 

.OO40r 

.0079^ 

.002% 

.003% 

.002% 

2 

.058 

.009 

.021 

.006 

.015 

.003 

.010 

.002 

3 

.057 

.012 

.020 

.007 

.021 

.004 

.013 

.002 

4 

.058 

.014 

.021 

.008 

.027 

.005 

.015 

.003 

5 

.060 

.016 

.022 

.009 

.032 

.006 

.017 

.003 

6 

.064 

.017 

.026 

.009 

037 

.008 

.018 

.003 

7 

.070 

.020 

.029 

.009 

.041 

.009 

.019 

.004 

14 

.095 

.022 

.038 

.009 

•059 

.013 

.020 

.004 

21 

.110 

.023 

.042 

.010 

.069 

.016 

.022 

.004 

28 

.118 

.024 

.044 

.010 

.073 

.018 

.024 

.004 

35 

.123 

.025 

.045 

.010 

.075 

.020 

.026 

.005 

42 

.128 

.025 

.047 

.010 

.077 

.021 

.027 

.005 

49 

.130 

.025 

.047 

.OTO 

.078 

.022 

.027 

.005 

56 

.131 

.025 

.049 

.010 

.078 

.022 

.027 

.005 

63 

.132 

.025 

.050 

.010 

.079 

.022 

.028 

.006 

size  of  the  prisms  was  2.360  x  0.98  x  23.6  ins.  in  length.    The  re- 
inforcement consisted  of  an  iron  rod  0.4  in.  in  diameter.     This 
g^ives  5.45  per  cent,  reinforcement.     The  results  are  shown  in 
Table  XXVII. 
At  the  end  of  two  or  three  years  it  was  found  that  the  maximum 


•"Portland  Cement,"  1899.     by    Dr.    C.  Schumann. 
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contraction  for  neat  cement  not  reinforced  varied  from  0.15  per 
cent,  to  0.2  per  cent.,  and  the  expansion  appeared  to  be  about 
the  same,  while  the  expansion  of  the  mortar  appeared  to  be  about 
one-third  of  that  of  the  neat  cement.  A  calculation  to  determine 
the  stresses  in  the  reinforcement  of  the  neat  cement  prism  setting 
in  air  gave  a  mean  compressive  stress  of  7,110  lbs.  per  sq.  in.,  and 
a  mean  tensile  strength  in  the  cement  of  410  lbs.  per  sq.  in.  In 
the  mortar  prism  the  reinforcement  had  a  mean  compressive 
strength  of  2,845  ^^s.  per  sq.  in.,  while  the  tensile  stress  in  the 
concrete  was  155  lbs.  per  sq.  in. 

For  the  prism  setting  in-  water  the  mean  tensile  strength  de- 
veloped in  the  reinforcement  was  about  6,250  lbs.  per  sq.  in.,  and 
the  mean  compressive  stress  in  the  cement  was  about  360  lbs.  per 
sq.  in.  For  the  mortar  prism,  the  tensile  stress  in  the  reinforce- 
ment due  to  the  elongation  was  about  1,700  lbs.  per  sq.  in.,  while 
the  mean  compressive  stress  in  the  concrete  was  about  100  lbs.  per 
sq.  in.  These  stresses  in  both  cases  were  for  5.45  per  cent,  of  re- 
inforcement. 

M.  Considere  concludes  that  the  initial  tensions  developed  in 
the  concrete  of  a  prism  while  setting  in  air  by  the  presence  of 
reinforcement  of  sufficient  sectional  area  very  nearly  approximates 
the  ultimate  resistance  of  similar  pieces  of  plain  concrete  at  the 
same  age,  and  this  is  the  reason  for  the  regular  contraction  of 
reinfc^rced  prisms. 

A  test  was  made  by  Mr.  IT.  S.  McCurdy  for  the  Boston  Tran- 
sit Commission'^'  to  determine  the  amount  of  shrinkage  of  con- 
crete in  setting.  The  specifications  for  the  Boston  Transit  work 
called  for  a  i  :  2'^  :  4  concrete,  gravel  l^ing  used  for  the  aggre- 
gate. Two  beams,  one  in  air  and  one  in  water,  8  ins.  square, 
and  having  an  eflFectivc  length  of  8.9  ft.  were  tested.  One  end  of 
the  beam  was  anchored  to  the  masonry  of  the  subway,  the  other 
end  was  so  connected  to  the  trunnions  of  a  transit  instrument 
that  any  change  in  length  caused  the  line  of  collimation  of  the 
:elescope  to  revolve  about  its  axis.  The  instrument  was  directed 
toward  a  leveling  rod  240  ft.  away ;  thus  any  change  of  length  of 
the  beam  was  magnified  3,850  times.  Some  changes  in  temp)era- 
ttire  took  place  during  the  period  of  observation  and  an  allow- 
ance was  made  for  expansion  of  .0008  in.  for  each  degree  of 
Fahrenheit.     Mr.  McCurdv  concludes  from  his  observation  that 


^Seventh  Annual  Report  Boston  Transit  Commission.    1001. 
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a  concrete  beam  100  ft.  long,  setting  in  air,  would  in  12  weeks,  if 
the  temperature  remained  constant,  shrink  about  .028  ft.  His 
other  observations  were  made  on  a  beam  of  the  same  size  as  the 
first,  but  which  was  kept  under  water  twelve  weeks.  He  found 
that  the  shrinkage  in  this,  after  making  allowances  for  changes  in 
temperature,  was  about  two-thirds  that  of  the  beam  that  was 
kept  in  air.* 

These  results  do  not  agree  very  well  with  results  obtained  by 
other  experimenters,  but  it  should  be  remembered  that  the  experi- 
ments were  made  on  concrete  blocks,  and  not  mortar  specimens 
as  used  by  others.  On  the  other  hand,  too  few  tests  were  made 
to  draw  any  definite  conclusions. 

Coefficient  of  Expansion. — The  coefficient  of  expansion  of  con- 
crete, due  to  temperature  changes,  does  not  differ  materially 
from  that  of  steel.  In  Les  Annales  des  Fonts  et  Chaussees,  1863, 
fJonniceau  gives  the  following  values  per  degree  Fahrenheit  : 

Neat   Portland  cement 00000594 

One  cement  to  two  silicious  sand 00000655 

Concrete   (proportions  not  given) 00000795 

Christophe,  in  "Le  Beton  Arme,"  quoting  Bonniceau,  Meies, 
Adie  and  Durand-Claye,  states  that  the  coefficient  varies  from 
.00000667  to  .00000805. 

To  determine  the  coefficient  of  expansion  of  concrete  Sir  Alex- 
r.nder  R.  Binnie,  M.  Inst.  C.  E.,  gives  the  details  of  his  investi- 
gation as  follows* : 

A  block  of  I  cement,  4  crushed  granite  concrete,  i  ft.  square 
and  100  ft.  long  was  constructed  a  few  years  ago.  The  block 
was  built  to  rest  on  rollers  so  as  to  be  free  to  expand  in  any 
direction.  Pro|)er  verniers  were  attached  to  either  end,  moving 
against  pillars  detached  from  the  block  itself.  For  three  years, 
summer  and  winter,  expansion  and  contraction  of  the  block  was 
measured.  The  expansion  and  contraction  was  found  to  be  in- 
fluenced considerably  by  the  condition  of  the  atmosphere,  as  well 
as  by  the  temperature.  In  wet  weather  the  expansion,  due  to 
absorption  of  moisture,  was  often  as  much  as  that  due  to  summer 
heat.  The  action  of  the  sun  shining  on  one  side  of  the  block 
also  had  a  disturbing  influence.  Taking  the  average  of  all  con- 
ditions in  various  states  of  the  weather,  the  expansion  was 
0.005226  in.  for  a  rise  of  1°  F.  for  a  block  100  ft.  m  len'^^th 

*lD8titute  of  Civil  Engineers,    December,    19m. 
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and  I  ft.  square  in  cross  section.    This  gives  a  coefficient  of  ex- 
pansion of  .000004355. 

In  this  connection  it  should  be  remembered  that  the  concrete 
was  a  rich  mixture  and  the  aggregate  granite,  which  is  seldom 
used  for  concrete.  A  series  of  tests  to  determine  the  coefficient 
Df  expansion  of  concrete  was  made  by  Prof.  Wm.  D.  Pence 
of  Purdue  University.  Two  series  of  tests  were  made.  In-  the 
first  the  bars  were  6  x  6  x  24  ins.,  but  owing  to  the  great  length 
of  time  required  to  heat  the  36  sq.  ins.  of  section,  bars  4  ins.  in 
diameter  and  36  ins.  long  were  used  for  the  second  test.  The 
stone  was  hand  broken  Bedford  oolitic  limestone  for  the  first 
series  and  Kankakee  limestone,  crusher  broken,  for  the  second 
tests.  A  local  pit  gravel  was  used  in  both  tests.  The  coefficient 
was  determined  by  comparing  the  expansion  of  the  concrete  bar 
v/ith  that  of  steel  and  copper  bars,  subjected  to  the  same  condi- 
tion as  regards  heat  and  cold.  The  reliability  of  tests  thus  made 
involving  the  comparison  of  metal  and  concrete  is  open  to  ques- 
tion. The  results  of  these  tests  are  given  in  Tables  XXVIII. 
and  XXIX. 

TABLE  XXVllT.— COEFFICIENT  OF  EXPANSION  OF  i  :  2  :  4 
BROKEN  STONE  (PORTLAND)  CONCRETE. 

Brand  of        Standard        Coefficienl  of 
Series.  Tests.  Kind  of  Stone.         Cement.  Bar.  Expansion  iF) 

1st  No.  5  Bedford  Lehigh  Steel  0.0000052 

1st  No.  6  Bedford  Lehigh  Steel  0.0000053 

1st  No.  7  Bedford  Lehigh  Steel  0.0000053 

1st  No.  10  Bedford  Lehigh  Steel  0.0000057 

Average  results  of  first  series 0.0000054 

2d  No.  2  Kankakee  Medusa  Steel  0.0000056 

2d  No.  3  Kankakee  Medusa  Copper       0.0000054 

2d  No.  8  Kankakee  Medusa  Steel  o.cxxxx)57 

Average  results  of  second   series 0.0000056 

Average  of  entire  s<.*nes  of  results  on  broken 

stone    concrete 0.0000055 

Coefficient    of  expansion,  Kankakee  limestone 

bar    0.0000056 

TABLE  XXIX.— COEFFICIENT  OF  EXPANSION  OF  i   :  2  :  4  AND 

I    :  5  GRAVEL  CONCRETE 

Brand  of        Standard       Coefficient  of 
Series.  Tests.  Proportions.  Cement.  Bar.  Expansion  (F). 

1st  No.  4  1:2:4  Lehigh  Steel  0.0000054 

2d  No.  4  I  :5  Medusa  Steel  0.0000055 

2d  No.  7  I  :5  Medusa  Copper  0.0000053 

2d  No.  10  1  :5  Medusa  Steel  0.0000052 

Average  of  results  of  second  series 0.0000053 

Average  of  entire  series  on  gravel  concrete. . . .  0.0000054 
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Experiments  made  by  Rae  and  Dougherty,  under  the  direction 
of  Prof.  Hallock,  Columbia  University,  resulted  in  obtaining  the 
following  values: 

1  cement    )  r*-ment      1 

2  sand         >  0.00000655  2  sand  [000000561 
5  gravel      )                                                                    ^ 

An  average  of  these  is  0.00000608. 
Clark  gives  the  value  at  0.00000795. 

If  an  average  of  the  mean  values  as  given  by  the  last  three 
experimenters  be  taken,  there  will  result  the  value  0.00000648. 

The  rate  of  expansion  per  degree  of  Fahrenheit  for  wrought 
iron  and  steel,  as  given  by  Kent,  is  from  0.00000648  to  .00000686 ; 
and,  as  given  by  U.  S.  Government  Reports  on  Iron  and  Steel, 
it  varies  from  .00000617  to  0.00000676.  The  mean  of  these 
values  is  0.00C00654  or  0.6  per  cent,  greater  than  the  mean  value 
for  the  expansion  of  concrete  given  above ;  and,  if  the  mean  of 
the  U.  S.  Government  values  be  used,  the  difference  is  0.2  per 
cent,  greater  for  the  concrete.  These  values  are  so  nearly  equal 
that  it  is  evident  no  special  consideration  need  be  taken  in  regard 
to  the  relative  coefficients  of  expansion  of  steel  and  concrete  in 
structures  subjected  to  ordinary  temperatures. 

It  will  be  of  interest  in  this  connection  to  compare  the  co- 
efficient of  expansion  of  concrete  with  that  of  various  stones  and 
other  substances.  Table  XXX.  is  taken  from  Engineering  News. 
Oct.  23,  1902,  p.  341  : 

The  method  of  treating  concrete  constructions  to  prevent  un- 
sightly cracks,  due  to  expansion  and  contraction,  is  discussed 
under  "Retaining  Walls." 

Fire  Resisting  Qualities  of  Reinforced  Concrete. — Many  claims, 
some  often  extravagant,  have  been  made  as  to  the  fire  resist- 
ing qualities  of  concrete,  both  plain  and  reinforced.  The  word 
''fireproof"  is  a  relative  term.  A  material  that  will  resist  fire  at 
high  temperature  indefinitely  is  unknown.  Material  that  will  re- 
sist the  flames  and  heat  of  an  ordinary  conflagration,  in  such  a 
manner  that  the  structure  will  be  intact  and  safe  after  moderate 
repairs,  may  be  called  fireproof.  Reinforced  concrete  certainly 
falls  within  this  classification,  as  shown  by  numerous  fire  and 
water  tests,  and  by  a  number  of  structures,  which  have  passed 
through  severe  fires. 

A  fire  in  a  building  filled  with  combustible  materials  will  de- 
velop, for  short  periods,  temperatures  as  high  as  2.000°  F.,  or 
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higher.  The  Building  Code  of  the  City  of  New  York  requires 
that  a  structure  to  be  considered  fireproof  shall  withstand,  when 
fully  loaded,  a  temperature  averaging  1,700°  F.  for  four  hours, 
and  then  be  subjected  to  a  stream  of  water  discharged  from  a 
T^  in.  nozzle  under  60  lbs.  pressure  for  five  minutes  without 
failing.    A  number  of  systems  of  rem  forced  concrete  have  with* 

TABLE  XXX— COEFFICIENTS  OF    EXPANSION  OF    VARIOUS 

MATERIALS. 


Material 

Brick,  Common 

Brick,  Fire    

Cement  

Concrete,  1:2:  4 — 
Lehigh,  Portland  and 

Limestone 

Lehigh,  Portland  and 

Gravel 

Granite — 

Aberdeen  

New    England 

Iron  or  steel,  average. 

Limestone — 

Sing  Sing.   X.V 

Bedford.    Ill 


Anthority. 

Haswell 
Haswell 
Haswell 

Pence 
Pence 


c 

.CoefBeient  of 
expansion. 

.0000012 
.0000028 
.0000080 


.0000055 
.0000054 


£ 

Modalns  of 

elasticity. 

3,500,000 


F 

torlOCP 

F 

420 


1.000,000 
2,000,000 


555 
1,100 


Marble 


Sicily    

Pottery- 
Wedgwood 

Baycux    

Quartz  along  axis 
Perp.  to  axis 

Sandstone    

Sandstone    

Sandstone    

Sandstone,  red  . . . . 
Sandstone,  red  . .  . . 
Sandstone,  red     . . . . 

Slate    

Wood,  White  Pine. 


Dana 
Dana 

Haswell 

Dana 
*  Pence 

Ganot  and 

Haswell 

Dana 

Enc.  Brit. 
Enc.  Brit. 
Enc.  Brit. 
Enc.  Brit. 

Haswell 
Haswell 
Ganot 
Dana 
Thurston 
Thurston 
Spon's  Die. 
Spon's  Die. 


.0000044 
.0000048 

.0000066 


.0000057 
.0000056 

• 

.0000048 

.0000061 

.0000049 
.0000092 
.0000028 
.0000043 

.0000068 
.0000108 
.0000065 
1OOO0095 
.0000033 
0000055 
.oocx)055 
0000023 


5,500,000 
13,000,000 
27,000,000 


1,500,000 
3,300,000 
2,500,000 


2,640 

6,240 

17,620 


940 
1,850 

1,200' 


7.000,000 
1,800.000 


3.850 
410 


stood  this  test  for  beams,  floor  slabs  and  columns.  Other  sys- 
tems have  failed,  but  the  causes  contributing  to  their  failure  have 
usually  been  traceable  to  concrete  not  sufficiently  dried  out,  to  in- 
sufficient  thickness  of  concrete  oyer  the  metal,  and  in  one  case 
to  tlie  use  of  broken  stone  containing  a  high  percentage  of  hme. 
There  is  every  reason  to  believe  that  reinforced  concrete,  when 
made  of  the  proper  materials  should  prove  a  satisfactory  fire- 
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resisting  material.  The  relative  resisting  qualities  of  concrete 
made  from  cinder,  stone  (trap  rock)  and  slag  are.  in  the  order 
named. 

Portland  cement  in  hardening  absorbs  10  to  20%  of  its  weight 
of  water.  This  water  is  chemically  combined  and  none  of  it  is 
given  off  imtil  a  temperature  of  at  least  500°  F.  is  reached,  the 
dehydration,  probably  not  ceasing  until  a  temperature  of  about 
1,000°  F.  is  reached.  This  water,  as  it  is  given  off,  vaporizes, 
and  keeps  the  surrounding  materials  at  a  comparatively  low  tem- 
perature. After  the  dehydration  has  taken  place  the  concrete 
is  much  improved  as  a  non-conductor  of  heat  and  greatly  retards 
the  dehydration  of  the  adjacent  concrete. 

Concrete  itself  is  a  poor  conductor  of  heat,  and  the  materials 
a  fraction  of  an  inch  away  may  be  practically  insulated  from  the 
action  of  heat  for  a  long  time.  Tests  show  that  a  thickness  of 
from  ^  to  I  in.  of  stone  concrete  is  sufficient  to  protect  the 
metal  in  a  floor  slab ;  and  for  cinder  concrete  Yz  to  »)4  i'^-  is  suffi- 
cient, while  for  beams  and  columns  the  thickness  should  be  from 
I J^  to  2  ins.  for  a  stone  concrete,  and  from  i  to  i  ^  ins.  for  cinder 
concrete,  depending  upon  the  size  of  the  member.  Care  must  be 
taken  in  selecting  the  cinders  for  cinder  concrete,  for  if  any  un- 
burnt  coal  is  present  the  fire  resisting  quality  is  greatly  reduced. 
Limestone  should  be  avoided  and  granite  may  chip  under  the 
action  of  heat. 

The  reinforced  concrete  factory  of  the  Pacific  Coast  Borax 
Co.,  at  Bayonne,  N.  J.,  passed  through  a  severe  fire  in  1902.  This 
structure  was  4  stories  in  height,  and,  excepting  the  roof,  was 
built  entirely  of  reinforced  concrete.  The  walls,  posts,  girders, 
floors  and  a  number  of  partitions  were  of  reinforced  concrete. 
The  floor  slabs  were  4  ins.  thick,  and  were  supported  by  beams 
24  ins.  deep,  4 J/  ins.  wide  and  24  ft.  long,  spaced  3  ft.  centers. 
The  columns  were  square,  and  reinforced  with  4  twisted  steel 
rods  tied  together  at  intervals.  The  walls  were  16  ins.  thick 
with  9-in.  hollow  spaces  in  the  center.  The  concrete  was  made 
from  Atlas  Portland  cement  and  crushed  trap  rock,  crusher  run, 
all  passing  through  a  i-in.  screen.  Xo  sand  was  used,  the  stone 
dust  taking  its  place ;  i :  5  and  i :  6^  mixtures  were  used. 

The  contents  of  the  building  were  entirely  destroyed.  The 
walls  and  floors  remained  intact,  and,  except  in  one  place,  where 
an  18-ton  tank  fell  from  the  roof  to  the  floor,  cracking  some  of 
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the  floor  beams,  and  in  another  place  on  the  outside  of  the  wall, 
the  concrete  work  was  practically  uninjured.  It  is  stated  that 
the  fire  was  so  hot  that  it  melted  brass  and  iron  castings.  This 
would  require  a  temperature  of  upward  of  2,000°  F. 

The  Baltimore  fire  is  often  cited  as  affording  examples  of  re- 
inforced concrete  structures,  which  withstood  a  conflagration. 
While  much  has  been  written  about  this  fire,  the  fact  remains 
that  the  number  of  reinforced  concrete  structures  that  went 
through  it  were  so  few  that  when  the  surrounding  conditions 
are  considered  it  does  not  appear  safe  to  draw  any  definite  con- 
clusions from  them. 

\'ery  few  experimental  data  are  available  as  to  the  ability  of 
concrete  to  withstand  cracking  or  disintegration  when  subjected 
to  great  heat  or  as  to  its  heat  conductively. 

Prof.  Ira  H.  Woolson  of  'Columbia  University  (during  the 
past  two  years)  has  made  a  series  of  tests  on  the  fire  resistance 
of  concrete,  that  were  fully  reported  in  papers  read  before  the 
American  Society  for  Testing  Materials  at  Atlantic  City,  N.  J., 
in  June,  1905,  and  June,  1906.  An  in(le])cndent  investigation  was 
also  made  by  a  committee  of  the  National  Fire  Protection  As- 
sociation, and  a  report  of  the  result  of  their  tests  was  presented 
at  the  annual  meeting,  May  23-25,  1905. 

Prof.  Woolson*s  Tests. — Fire  resistance  and  crushing  tests 
were  made  on  4-in.  cubes,  and  tests  for  clastic  deformation  and 
crushing  strength  were  made  on  6  x  6  x  14-in.  prisms  of  a  1:2:4 
mixture  of  cement,  sand  and  %  in.  broken  stone.  This  is  a 
mixture  commonly  used  for  reinforced  concrete  construction. 
The  cement  used  was  a  mixture  of  dift'erent  brands  of  the  best 
grades  of  American  Portland  cement.  The  sand  was  taken  from 
a  quantity  used  in  the  construction  of  a  buikHng  on  Columbia  Uni- 
versity ground.  It  was  medium  size,  fine  quality  and  not  es- 
pecially clean.  Three  varieties  of  stone,  limestone,  trap  rock  and 
ciean  y2-in.  cjuartz  |::^ravcl.  were  used ;  cinder  concrete  specimens 
were  also  used  in  the  final  series.  The  concrete  was  mixed 
moderately  wet  and  well  tamped. 

The  purpose  of  the  investigation  was  threefold:  To  ascertain 
first,  at  what  temperature  the  concrete  l)egan  to  lose  crushing 
strength  due  to  the  action  of  heat;  second,  the  rate  of  loss  of 
strength  resulting  from  the  increase  of  heat,  and  third,  the  eflFect 
of  varying  temoeratures  upon  the  elastic  properties  of  concrete, 


GENERAL    PHYSICAL    PROPERTIES. 


175 


the  purpose  being  to  determine  if  the  elasticity  began  to  diminish 
prior  to  the  loss  of  strength  or  concurrently  with  it. 

The  initial  tests  were  made  on  specimens  heated  to  500°  F., 
and  the  temperature  was  increased  250°  F.  for  each  succeedmg 
set,  up  to  2,250°  f".  for  the  final  set.  In  the  final  tests, 
made  in  1906,  it  was  decided  that  instead  of  raising  the 
specimens  very  slowly  up  to  a  furnace  temperature  of  1,500" 
to  2.000°  F.,  as  done  in  the  initial  tests,  it  would  be  best 
to  raise  the  temperature  rapidly  to  some  fixe<i  point,  then  hold 
it  there  for  a  definite  period ;  by  these  means  duplication  of  tests 
could  be  more  easily  made  and  the  conditions  would  more  nearly 
approximate  those  of  an  actual  fire.  A  temperature  of  1,500° 
F.  was  adopted  as  a  fair  average  and  the  furnace  raised  to  this 


:an     1  1 

"               ^■-' 

<     ^^::-'- 

C'   ^t-^^-'Z 

C'^^K^^^ 

Fig.   Ij2.— Diagram   f 


;    in    Furnace- Hoatod 


temperature  in  40  to  60  minutes  and  held  there  until  the  con- 
clusion of  the  tests.  The  heating  was  done  in  an  oven  type  of 
gas  furnace.  The  temperature  was  measured  continuously  by 
a  Le  Chatelier  pyroiueter.  In  the  1906  tests  a  number  of  speci- 
mens had  thermo  couples  cast  in  them,  but  unfortunately,  with 
one  exception,  they  were  displaced  by  tamping  the  concrete,  and 
the  registered  temperatures  were  confusing  and  of  little  value. 
The  gravel  specimens  were  the  only  ones  which  attained  an 
interior  temperature  equal  to  the  furnace  fcniperalure.  It  is 
rather  surprising  to  note  that  the  cinder  concrete  specimens  came 
next  to  the  gravel  in  the  amount  of  interior  heat  recorded,  for 
cinder  concrete  is  well  known  to  be  an  effective  fire  resistant. 
The  thermal  curves  shown   in   Fig.  62  will  serve  to  illustrate 
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the  rise  of  temperature  in  the  interior  of  a  specimen.  The  loca- 
tion of  the  thermo  couples  from  i  to  7  ins.  from  the  hot  face 
are  shown  in  Fig.  63.  In  this  particular  specimen  the  positicm 
of  the  thermo  couples  was  absolutely  assured,  and  the  resulting 
curves  shown  in  Fig.  62  can  be  assumed  to  be  reasonably  correct. 
It  will  be  observed  that  the  curves  all  flatten  out  at  or  a  little 
after  the  212°  point  is  reached,  showing  that  after  steam  be- 
gins to  generate  there  is  little  if  any  rise  of  temperature  until 
pU  the  water  in  the  concrete  has  been  evaporated.  While  all 
the  curves  lag  at  the  212°  point  the  lag  is  greater  with  increased 
thickness  of  the  concrete.  It  should  also  be  noted  that  up  to  3 
ins.  thickness  the  recorded   temperature  at   which   it  occurs  is 


Elevn'-''-'. 
Fig.   63.— Diagram   Showing   LocbHod   of   Thermo- Couples   Id   Test   Cubes. 

above  212°,  showing  that  the  surface  of  the  concrete  heated 
rapidly  and  went  above  the  boiling  point  of  water.  It  is  un- 
doubtedly these  conditions  which  cause  steam  to  generate  rapidly 
enough  to  become  explosive  and  burst  off  patches  of  concrete, 
which  is  a  common  occurrence  in  fire  test=. 

The  curves  6  and  7  arc  somewhat  irregular.  The  reason  for 
this  is  that  the  points  6  and  7  were  2^4  ins.  from  the  ends  of  the 
blocks  and  received  more  or  less  heat  through  the  ends  of  the 
block,  throwing  their  temperature  curves  out  of  harmony  with 
those  of  the  other  points,  which  were  not  thus  affected. 

In  the  initial  tests  made  in  1005,  a  test  was  also  made  to  de- 
termine the  thermal  conductivitv  of  concrete.    It  was  found  that 
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by  allowing  i  hour  and  15  minutes  to  bring  the  furnace  tempera- 
ture up  to  750°  F.  and  then  holding  the  temperature  constant,  it 
required  2  hours  and  40  minutes  more  for  the  interior  of  two 
different  prisms  to  attain  the  same  temperature.  Then  raising 
the  furnace  to  1,000°  F.  in  30  minutes  it  required  i  hour  and  10 
ninutes  more  for  the  prisms  to  become  uniformly  heated  through- 
out These  tests  were  also  made  by  embedding  thermo-couples  in 
the  middle  of  the  prisms  and  connecting  tnem  by  a  switch  to  the 
same  galvanometer  on  which  the  couple  in  the  furnace  was  re- 
cording. The  concrete  when  this  test  was  made  was  28  days  old. 
In  this  instance  it  required  5  hours  and  35  minutes  to  obtain  a 
temperature  of  1,000°  F.  through  3  ins.  of  concrete,  when  the 
specimens  were  surrounded  by  heat  on  all  sides,  with  no  radia- 
tion possible. 

These  two  experiments  show  conclusively  the  low  thermal 
conductivity  of  concrete.  They  also  show  that  two  or  three 
inches  of  concrete  properly  mixed,  tamped  and  set  will  resist 
a  fierce  conflagration  for  hours  without  permitting  a  serious  tem- 
perature rise  upon  the  opposite  side. 

It  will  be  interesting  to  compare  the  results  obtained  by  the 

committee  of  the  National  Fire  Protection  Association   with  the 

tests  just  given.    Briefly  the* tests  were  as  follows:    Three  round 

steel  rods  placed  respectively  i  in.,  2  ins.  and  3  ins.  from  the 

bottom  were  embedded  in  8  x  11^  ins.  x  6  ft.  concrete  beams. 

Holes  were  cored  in  the  beams  reaching  from  the  top  down  to 

the  reinforcing  rods;  in  these  were  placed  thermometers.     The 

several  beams  were  laid  close  together  side  by  side  to  form  the 

top  of  a  four  walled  gas  fun.iace,  the  temperature  inside  of  which 

was  gradually  raised  during  three  hours  to  between  1,900°  and 

2,000°  F.    The  time  required  to  heat  up  the  rods  in  all  samples, 

which  had  only  i  in.  of  concrete  covering  to  a  temperature  of 

770°  F.,  was  well  within  ij/^  hours  or  an  average  of  59  minutes 

for  II  samples.     For  2  ins.  covering  it  required  2  hours  and  20 

minutes  and  for  3  ins.  of  material  it  required  an  average  of  2  hours 

and  30  minutes.  At  a  temperature  of  770°  the  strength  of  steel  is 

reduced  about  25  per  cent. 

It  is  stated  that  the  samples  composed  of  the  richest  concrete 
mixtures  proved  to  be  the  slowest  conductors  of  heat,  and  that 
the  rise  of  temperature  in  the  cinder  concrete  samples  was  quite 
noticeably  slower  than  in  any  of  the  other  samples. 
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None  of  the  samples  showed  any  signs  of  breaking  or  chip- 
ping off  of  the  concrete  during  the  fire,  but  after  being  removed 
it  was  found  that  the  material  had  lost  practically  all  its  strength 
to  a  depth  of  about  4  ins.  from  the  sides  and  bottom  and  that  it 
had  softened  perceptibly  clear  to  the  top.  The  effect  was  prac- 
tically similar  in  all  specimens ;  those  containing  the  most  cement 

TABLE  XXXI.— SHOWING  COMPRESSIVE  STRtNGTH'OF  4-IN. 

TRAP-ROCK  CONCRETE  CUBES. 
(Woolson's  Tests.) 


• 

0 

^  AM  in  -> 
days. 

i 

• 

• 

• 

• 
=2d 

0 

i« 

• 

eii 

OB 

S^2 

a 
1 

0  es 

9JZ  m 

1| 

8 

21g 

OQ 

» 

• 

Condition  after  heatinc. 

I 

32 

. .  UnhVd. 

1.903 

2 

32 

•  • 

«« 

1.913 

1,903 

3 

32 

•  • 

<« 

1,892 

4 

36 

2 

500 

1,808 

5 

36 

2 

500 

2.100 

1,920 

6 

36 

2 

500 

1.853 

7 

36 

2 

750 

1,880 

8 

36 

2 

750 

1.690 

1,840 

Slight   cracks. 

9 

36 

2 

750 

1,950 

10 

36 

2 

1,000 

1,547 

Brittle  and  full  minute  cracks. 

II 

36 

2 

1. 000 

1.273 

1,413 

Same. 

12 

36 

2 

1,000 

1,418 

Same.    . 

13 

36 

2 

1,250 

1,110 

Brittle.     Had  several  small  cracks. 

14 

36 

2 

1,250 

1. 163 

1,244 

Same. 

15 

36 

2 

1,250 

M59 

Same. 

16 

50 

10 

1,500 

1,265 

Few  cracks.     Appeared  sound. 

17 

50 

10 

1.500 

1,802 

1,556 

Sound.     Xo  cracks. 

18 

50 

10 

1,500 

1,602 

Same. 

19 

50 

10 

1,750 

644 

Full  of  cracks. 

20 

50 

10 

1.750 

1,220 

923 

Same.     One  crack  entirely  around. 

21 

50 

10 

1,750 

904 

Full  of  cracks. 

22 

44 

9 

2,000 

680 

Full  of  cracks.    One  around  three  sides. 

23 

44 

9 

2.000 

1,072 

&47 

Few    cracks.    .  Surface   pitted. 

24 

44 

9 

2,000 

790 

Same. 

26 

44 

9 

2,250 

626 

501 

Very  much  fused  on  bottom. 

25 

44 

9 

2,250 

458 

Slightly  fused  on  one  edge.    Few  cracks. 

27 

44 

9 

2,250 

420 

Full  of  cracks.    Slightly  fused  on  one  side 

appeared,  however,  to  be  the  most  sound.  The  samples  tested 
were  1:2:3,  i :  2J/2  :  5  and  i :  ^y> :  7  mixtures,  the  stone  being 
coarse  screened  gravel,  limestone  and  red  granite,  not  larger  thai: 
114  ins.,  and  cinders.  The  cinder  mixtures  were,  however,  i :  2:  c 
and  1:2:6.  The  specimens  were  from  45  to  48  days  old  when 
tested. 
Strength  Tests. — Tests  were  made  upon  specimens  both  before 
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end  after  heating  to  determine  the  effect  of  the  application  of 
heat  upon  the  specimen.  Table  XXXI,  gives  the  ultimate  crushing 
strength  of  the  4-in.  trap  cubes  which  were  heated  to  various 
temperatures  and  crushed  after  cooling.  No  appreciable  effect 
upon  the  strength  can  be  noted  until  a  temperature  of  750°  F, 
is  reached ;  when  slightly  lower  average  strengths  were  obtained. 

TABLE  XXXII— SHOWING  COMPRESSIVE  STRENGTH  OF  4-IN. 

LIMESTONE  CONCRETE  CUBES. 

(Woolson's  Tests.) 


d'x.'"- 

i 

i    . 

iti 

Ill, 

f! 

ii 

Condition  ■fltrhBitlnc. 

1      34 

. .  Unh't'd. 

1.968 

*      34 

-,843 

1,817 

3      34 

1.640 

4      JS 

3 

Soo 

1.227 

Somewhat  brittle. 

i      38 

3 

500 

1.290 

1,234 

Same. 

6      3* 

3 

500 

1,184 

Same. 

7     J8 

3 

750 

Brittle.   Gave  metallic  sound  w 

8     38 

3 

750 

1.440 

IJ44 

Same, 

9     38 

3 

750 

1,170 

Same, 

0     38 

3 

1.000 

923 

Stone   slightly    calcined. 

.     38 

3 

991 

1,052 

Same. 

1     38 

3 

1,000 

1,241 

Same, 

3      38 

3 

1.250 

988 

Calcination  throughout. 

4      38 

3 

IJ50 

1,038 

976 

Same,  but  appeared  sound. 

s    38 

3 

1.250 

903 

Sdme;   surface   discolored. 

6     44 

3 

1,500 

680 

Same;  edges  chipped. 

7      44 

3 

1,500 

778 

765 

Same.    Full  of  small  cracks. 

8      44 

3 

'■500 

838 

Same.    Crumbled  easily. 

9      44 

3 

1.750 

832 

Same  and  discolored. 

0      44 

3 

1.750 

684 

813 

Very  fragile. 

1       44 

3 

i,75t> 

922 

2      44 

3 

Crumbled  on  cooling. 

3      44 

3 

2,000 

Same. 

4      44 

3 

2flO0 

Same. 

S      44 

3 

2.500 

Same. 

5      44 

7      44 

3 
3 

2.500 
2.500 

Same. 
Same. 

27 

Beyond  750°  F.  the  decrease  was  marked,  with  two  or  three  ex- 
ceptions, notably  at  1,500°  P.,  where  two  of  the  specimens  gave 
remarkably  high  results.  TJie  surface  of  all  specimens  heated 
over  750°  F.  were  covered  with  minute  cracks;  at  2,250°  F.  the 
cubes  were  slightly  fused,  due  to  the  fact  that  fire  brick  protection 
was  displaced  in  removing  previous  specimens,  exposing  the  re- 
mainder more  or  less  to  direct  contact  with  the  flames. 
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Table  XXXII.  gives  similar  data  for  limestone  cubes.  The 
strength  of  the  limestone  cubes  approximated  that  of  the  trap 
mixtures.  Heating  to  500°  F.,  however,  gave  a  great  loss  ot 
strength.  There  were  no  evidences  in  the-  appearances  of  the 
cubes  to  indicate  the  deterioration.  No  further  weakness  resulted 
at  a  temperature  of  750"^  F.,  but  beyond  this  the  loss  of  strength 
continued.  After  heating  to  2,000°  F.  and  2,250°  F.  the  cubes 
appeared  strong  and  in  good  condition  while  hot,  but  when  cold 
they  began  to  disintegrate,  and  at  the  end  of  a  few  days  were 
so  badly  decomposed  as  to  be  unfit  for  testing. 

Table  XXXIII.  shows  the  results  of  the  tests  upon  trap  rock 
prisms.  The  values  for  the  modulus  of  elasticity  for  the  unheated 
specimens  approximate  closely  results  obtained  by  other  investi- 
gators. As  usual,  the  value  of  E  diminishes  with  increase  of  pres- 
sure. With  the  heated  specimens  this  is  not  so  marked  ;  in  fact,  it  is 
often  the  reverse,  particularly  with  the  intermediate  loadings.  The 
value  of  E,  however,  decreases  rapidly,  due  to  the  heating.  This 
change  is  very  apparent,  even  with  a  temperature  of  500°  F.,  and 
the  value  gradually  decreases  with  the  increase  of  heat. 

Table  XXXIV.  gives  the  data  for  limestone  prisms.  The  value 
of  E  falls  rapidly  with  the  increase  of  heat  applied,  the  same  as  for 
the  trap  rock  mixture.  The  surfaces  of  the  prisms  of  both  mix- 
tures were  covered  with  minute  cracks  after  being  subjected  to 
over  750°  F.  and  then  cooled.  These  cracks  increased  in  number 
and  size  as  the  heat  became  higher,  and  at  1,500°  the  prisms  be- 
gan to  warp  and  disintegrate  on  cooling.  This  deterioration 
increased  with  time,  and  at  the  end  of  9  days  one  prism  of  each 
mixture  was  so  badly  crumbled  it  was  unfit  for  testing.  This  dis- 
integrating eflfect  is  probably  due  to  the  swelling  of  the  cement 
a«^  a  result  of  recalcination. 

The  great  loss  in  strength  and  elasticity  of  concrete  when  sub- 
jected to  severe  and  continued  application  of  heat  would  lead  to 
the  conclusion  that  reinforced  concrete  structures  when  sub- 
jected to  a  severe  conflagration  will  be  in  danger  of  being  so 
greatly  damaged  that  it  will  be  necessary  to  rebuild  them  as  a 
whole  or  at  the  least  in  part.  On  the  other  hand,  the  high  non- 
conductivity  of  concrete  and  its  incombustibility  make  it  an  ex- 
cellent fireproofing  material,  which,  under  the  action  of  an  ordi- 
nary fire,  will  remain  undamaged  and  add  no  fuel  to  the  flames. 

Effect  of  Flue  Oases  and  Moisture  on  Concrete. — Reinforced 


GENERAL    PHYSICAL    PROPERTIES,  183 

concrete  has  been  extensively  used  for  the  construction  of  chim- 
neys  in  the  past  few  years,  but  very  few  data  are  available  as  to 
the  action  of  flue  gases  upon  concrete.  Mr.  Francis  T.  Haward, 
of  Silberhiitte,  Anhalt,  Germany,  gives  the  following  information 
in  regard  to  experience  at  the  plant  of  the  Anhaltische  Bleiund- 
Silber-werke,  in  a  paper  presented  at  the  Lake  Superior  meeting 
of  the  American  Institute  of  Mining  Engineers,  in  February, 
1905: 

The  flues  and  smaller  stacks  at  the  works  were  constructed  of 
concrete  consisting  generally  of  i  part  of  cement  and  7  parts  of 
sand  and  jigtailings  (stone  culled  from  the  ore),  but  when  rein- 
forcement was  used  a  i  to  4  mixture  was  employed. 

A  continued  temperature  above  212°  F.  caused  the  concrete  to 
crack  and  ultimately  fail.  Neutral  furnace  gases  at  250°  F. 
passing  through  an  independent  concrete  flue  and  stack,  caused 
so  much  damage  by  cracking  that  after  two  years  of  use  the  stack 
constructed  of  concrete  pipe  4  ins.  thick  required  thorough  re- 
pairing and  auxiliary  ties  for  every  foot  of  height. 

The  side  of  the  main  flue,  made  of  blocks  of  6  in.  hollow  wall 
section,  about  40  ins.  by  20  ins.  in  area,  were  covered  with  2-in. 
or  I -in.  slabs  of  reinforced  concrete.  In  cases  where  the  flue 
was  protected  by  a  wooden  or  tiled  roof,  and  inside  by  an  acid- 
proof  paint,  consisting  of  waterglass  and  asbestos,  the  concrete 
was  not  appreciably  affected.  In  another  case,  where  the  protec- 
tive coat,  both  inside  and  outside,  was  of  asphalt  only,  the  con- 
crete was  badly  corroded  and  cracked  at  the  end  of  three  years. 
In  a  third  case,  in  which  the  concrete  was  unprotected  from  both 
atmospheric  influences  on  the  outside  and  furnace-gases  on  the 
inside,  the  flue  was  quite  destroyed  at  the  end  of  three  years. 
That  portion  of  the  protected  concrete  flue  near  the  main  stack 
which  came  m  contact  only  with  dry,  cold  gases  was  not  afl'ected 
at  all. 

Gases  alone,  such  as  sulphur  dioxide,  sulphur  trioxide  and 
others,  do  not  affect  concrete;  neither  is  the  usual  quantity  of 
moisture  in  furnace  gases  sufficient  to  damage  concrete ;  but 
should  moisture  penetrate  from  the  outside  of  the  flue,  and,  meet- 
ing gaseous  SO2  or  SO,,  form  hydrous  acids,  then  the  concrete 
will  be  injured.  Moisture  alone  does  not  injure  concrete,  but 
moisture  mixed  with  flue  gases  will  cause  great  damage.  It  is 
also  stated  that  soluble  salts,  noticeably  zinc  sulphate,  when  let 
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fall  upon  concrete,  will  penetrate  it  and,  by  crystallizing,  cause  the 
concrete  to  crack  and  shell  of*. 

If  a  concrete  chimney  is  lined  to  such  a  height  that  the  flue 
gases  acting  directly  upon  the  concrete  do  not  exceed  about  200^ 
F.,  no  danger  need  be  apprehended.  The  many  chimneys  of  re- 
inforced concrete  now  in  use  would  lead  one  to  infer  that  'n  a 
majority  of  cases  this  material  is  satisfactory. 


CHAPTER  X. 

THE  GENERAL  ELASTIC  PROPERTIES  OF  CONCRETE. 

The  strength  of  concrete  varies  greatly.  This  is  due  to  a 
number  of  causes,  among  which  the'  following  are  the  most 
important:  (i)  the  quality  and  amount  of  cement  used;  (2)  the 
kind,  size  and  strength  of  the  aggregate;  (3)  the  thoroughness 
with  which  the  ingredients  are  balanced  (the  most  dense  con- 
crete giving  the  greatest  strength)  ;  (4)  the  method  of  mixing 
and  the  thoroughness  with  which  it  is  done,  and  (5)  its  age.  To 
a  certain  extent  the  strength  of  concrete  varies  with  the  amount 
of  water  used  in  mixing,  the  amount  of  tamping  done  in  deposit- 
ing, and  the  hygrometric  state  of  the  atmosphere  during  setting. 

The  above  five  items  will  only  be  considered  as  regards  the 
compressive  strength  and  elasticity  of  concrete,  as  concrete  is 
seldom  or  never  used  in  tension. 

Tensile  Strength. — The  ultimate  strength  of  concrete  in  tension 
seems  to  vary  in  some  manner  with  the  richness  of  the  mixture 
and  the  age  of  the  specimen,  but  thus  far  experimenters  have  not 
been  able  to  determine  the  relations  which  these  quantities  bear 
to  each  other,  nor  have  they  been  able  to  determine  any  definite 
elastic  limit  at  a  point  less  than  the  ultitnate  strength.  Prof.  Tal- 
bot gives  the  values  shown  in  Table  XXXV.  for  the  ultimate 
tensile  strength  of  a  1:3:6  concrete.* 


TABLE 

XXXV.- 

-SHOWING 

STRENGTH    OF    CONCRETE     IN 

TENSION. 

Test 

Age. 

Maximum  Load. 

No. 

Days. 

Mixture. 

Lbs.  per  sq.  in.               Remarks. 

7 

50 

1:3:6 

178                Bending  at   start. 

3 

60 

1:3:6 

160                Bending   throughout. 

13 

84 

1:3:6 

170                Bending   throughout. 

12 

87 

1:3:0 

278                Little  bending. 

The  amount  of  deformation  in  these  specimens  varied  from 
0.00005  to  0.00006  of  the  length  when  the  piece  broke.  Prof. 
Hatt  states  that  his  recent  tests  show  the  tensile  strength  of 
1:2:4  concrete  at  28  days  to  be  about  300  lbs.  per  sq.  in.  He 
also  gives  the  strength  of  i  :  2  :  5  concretes,  which  are  tabulated 

'Bulletin   of  the  TTnirerstty  of  niinois  for  September.  1904. 
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in  Table  XLIX.,  see  page  204.  Herr  Saunders,  in  some  of  his 
tests,  obtained  tensile  strength  ranging  from  310  to  450  lbs.  per 
sq.  in.  for  specimens  one  ijionth  old,  and  from  400  to  510  lbs. 
for  concrete  three  months  old,  the  proportions  of  the  material 
being  1:2:2  gravel  concrete. 

Tests  were  made  by  Prof.  Ira  H.  Woolson,  at  Columbia  Uni- 
versity, to  determine  the  relative  tensile  strengths  of  large  test 
pieces  made  with  full  sized  stone,  and  small  sized  specimens 
made  with  sand  and  with  crushed  limestone.  These  tests  gave 
the  following  results  for  small  specimens  of  standard  briquette 
size: 

7  days.   28  days, 
lbs.  lbs. 

I  Cement,  3  Sand I75  249 

I  Cement,  3  Crushed  Limestone 345         .  461 

The  sand  used  was  a  fair  grade  of  moderately  sharp  sand,  and 
contained  less  than  i  per  cent,  of  loam.  It  all  passed  freely 
through  a  Y^-'in.  screen.  More  than  75  per  cent,  of  it  would  pass 
a  20-mesh  sieve.  The  limestone  was  a  Hudson  River  bluestone 
and  all  passed  a  J/^-in.  screen. 

The  large  specimens  were  6x6  ins.  in  cross-section  and  3  ft.  6 
in.  long. 

During  testing  little  or  no  bending  took  place,  nearly  all  the 
specimens  breaking  within  the  middle  third.  The  following  re- 
sults were  obtained  from  one  series  of  tests  on  a  i  :  2  :  4  crushed 
limestone  mixture. 

Strength. 
Days  in  Mould.        Days  in  Water.        Days  in  Air.        Lbs.  per  sq.  in. 

I  6  21  2^57 

I  6  21  282 

1  6  17  2.38 
3  6  24  130 

2  7  26  250 
2  7  26  201 


Average  strength  228 

The  broken  stone  for  the  large  specimen?  all  passed  a  iI^-xtl 
screen  and  remained  on  a  ^-in.  screen.  The  concrete  was  care- 
fully tamped  into  the  moulds  in  a  moderately  wet  condition. 
These  experiments  would  seem  to  indicate  that  the  tensile 
strength  of  a  1:2:4  limestone  concrete,  made  with  full-sized 
stone,  is  slightly  less  than  that  of  briquettes  made  from  a  i :  3 
sand  mixture,  and  about  one-half  the  strength  of  briquettes  made 
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from  a  1 :3  crushed  limestone  mixture.  Freshly  broken  stone  on 
the  fractured  face  would  seem  to  indicate  that  the  tensile  strength 
of  the  concrete  was  approximately  that  of  the  stone.  More  data 
on  this  subject  are  greatly  to  be  desired. 

In  general,  for  a  1:2:4  concrete  the  ultimate  tensile  strength 
for  one  month  may  be  taken  at  about  300  lbs.,  and  for  three 
months  from  400  to  500  lbs, ;  for  mixtures  ranging  from  1:2:5  ^o 
1:3:6,  for  one  month,  150  to  200  lbs.,  and  for  three  months,  from 
soo  to  350  lbs.  per  sq.  in. 
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PIB.  114.— Diagram  Showlns  Ellect  ot  h 


I   CompreselTe 


Worldly  stresses. — When  concrete  is  to  be  used  in  tension 
working  stresses  not  greater  than  from  one-fifth  to  one-sixth  of 
the  above  values  should  be  employed,  giving  a  working  stress  of 
from  30  to  100  lbs.  per  sq.  in.,  depending  upon  the  age  and  rich- 
ness of  the  mixture. 

Effect  of  Amount  of  Cement  on  CompreBsive  Strength. — The 
uhimate  compressive  strength  of  concrete  decreases  uniformly  as 
the  proportion  of  cement  in  the  mixture  decreases.  Fig.  64 
is  a  diagram  in  which  the  compressive  resistances  of  Henby's 
tests*  have  been  plotted  and  the  results  averaged  by  means  of  a 
■ProoMdlDKi  a(  Anoclatlon  o(  RoKlnMrlng  eoctelLes.  Seplember.  1900. 
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straight  line.  This  diagram  illustrates  the  relation  between  the 
strength  and  parts  of  materials  to  one  part  of  cement,  under  cer- 
tain conditions. 

This  is  also  shown  by  Rafter's  tests,  described  on  page  193, 
and  shown  in  Tabl^  XLV.  The  variations  in  strength  of  dry  and 
plastic  mixtures  for  different  proportions  are  as  follows : 


Dry  mixture 


Plastic  mixture 


Proportions. 

I  :i:5 
1 :2:6 
1 :2:7 

I  :i  :4 
1 :2:6 
1 12:7 


Comp.  Strength. 

4,659 
3,686 
2,800 

4462 
3400 
ZAZ2 


Too  much  credence  should  not  be  given  these  tests  in  this 
connection,  as  different  brands  of  cement  were  used. 

Kimball's  and  the  Watertown  Arsenal  tests  of  1901  and  1904, 
shown  in  Tables  XXXVI.  to  XL.  and  in  Table  XLIV.,  should 
also  be  consulted  in  this  connection. 

Effect  on  cinder  concrete  is  also  shown  in  Table  XL. 

Effect  of  Variation  in  Size  of  Stone. — The  variation  in  ultimate 
compressive  strength  due  to  varying  sizes  of  stone  and  gravel  is 
shown  in  Table  XXXVL,  taken  from  the  Watertown  Arsenal 
Report  for  1901.  This  table  shows  the  ultimate  crushing  strength 
of  i2-in.  cubes.  The  cement  used  was  Alpha  Portland;  the  other 
ingredients  are  shown  in  the  table. 


TABLE  XXXVL— SHOWING  CRUSHING  STRENGTH  OF  12-IN. 

CUBES. 
(From  Watertown  Arsenal  Tests,  1901.) 


Composition. 
Cement.    Sand.  Broken  Stone. 


Age.  Ult.  Resist,  in 

Years.    Months.   Lbs.  per  sq.  in. 


I                 2 

4  %-in.  Trap. 

3,187 

I            3 

6      " 

2,070 

I            4 

8      " 

M99 

I            5 

ID       '• 

949 

I            6 

12      " 

791 

I            2 

4  iMs  and  2%-in 

.  Trap 

2 

2,789 

I            2 

4  I   and  2%-in. 

Trap 

2 

2,549 

I            2 

4  2%-in.   Trap 

2 

2,466 

I            2 

mm                  <<                                    << 

I 

2              2,406 

I            2 

4  i^  to  3-in.  Pebbles. 

I 

2             3.589 

Table  XXXVII.,  taken  from  the  same  report,  shows  the  ulti- 
mate crushing  strength  of  6  x  6  x  36-in.  prisms  with  an  average 
age  of  33  days: 
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TABLE  XXXVII.— CRUSHING  STRENGTH  OF  6  x  6  x  36-IN. 

PRISMS. 

(From  Watertown  Arsenal  Tests,  1901.) 

Number  of    Ult.  Crushing 
Specimens      Strength  in 
Cement.    Sand.  Stone.  Tested.    Lbs.  per.  sq.  in. 

I  2%  4  %-in.  to  2-in.  diam.  Pebbles.  8  2,326 

I  2%  4  %-in.  to  2Vi-in.  diam.  Gravel.  6  3,363 

I  2^  4  i-in.  to  2%-in.  diam.  Hard  .       6  3,886 

Trap  Rock. 
Table  XXXVIIL  shows  the  effect  of  the  variation  in  size  of 
stone  and  gravel  for  a  1:1:3  mixture,  the  cement  used  being 
Alpha  brand.  Later  tests,  shown  in  Tables  XXXIX.  and  XL., 
give  the  variations  in  strength  from  extremely  rich  to  as  lean  mix- 
tures as  are  used  in  concrete  work.  These  latter  tables  are  taken 
from  a  table  of  tests  made  in  the  Watertown  Arsenal  in  1904. 
These  tests  show  the  effect  of  varying  the  sizes  of  the  stone  and 
gravel. 

TABLE  XXXVIIL— EFFECT  OF  SIZE  OF  STONE  ON  STRENGTH 

OF  CONCRETE. 

(From  Watertown  Arsenal  Tests,  1898.) 

12-inch  Cubes  I  :i  :3  Alpha  Cement. 

M>>efficientof  Elastiei^^ 
/ — Compressive  Strensth  in — «     in  lbs.  per  sq.  inch.  Be- 
Size  and  kind  of  Acsregate.  lbs.  per  sq.  in.  at  ace  In  days.      tween  loads  of  100  and 

600  lbs.  per  sq.  in. 
7-8        19-23      29-34     61-76    About  1  mo.  Aboat2mo8. 

n.  trap  rock 1,391  2,220  2,800  5,021     3»57i,ooo    4,167,000 

1,900  2,769  3,200      8,333,000     

3»390  4,254  4.917  S.272*  6,250,000    8,333.000 

3,189  4,006  4,562    2,583     

2,400  4,143  4,140  4,523    5,000,00012,500,000 

2  ^parts  .'.*.;  ^'^^    ^'7^    ^'^°    '*'5'^*  ^'333.000    6,250,000 

I  part) 

I  part  --      2,800    4,156    4,800    5,542*  8,333,000    8,333,000 

I  part  ) 


^-in. 

trap 

roc 

%-in. 

<< 

«< 

I    -in. 

« 

It 

i^-in. 

(< 

<t 

2%-in. 

•  i 

it 

^-in. 

tt 

It 

2%-in. 

it 

tt 

%-in. 

It 

tt 

I    -in. 

t« 

•t 

2%-in. 

li 

tt 

Mean  strength  trap  rock..  2,553  3,6i9  4,110  4,581 

Gravel,    %-in 1,298  2,600  2,992  3,870    4,167,000    3.125,000 

1%-in 2,276  3,186  3,817  4,018    4,167,000    2,778,000 

"       i%-kL/2  pans.'*.}  ^'^^  3'°^^  3'^°^  ^^-^^    4,167,000    5,000,000 

"         %-in.,  I  part   ) 

"         %-in.,  I  part    >  ..  1486  2,676  3,000  3,800    3,125,000    3,125,000 

"       i^-in.,  I  part   ) 

Mean  strength  gravel 1,764  2,871  3,402  3,794 

•Not  fractured. 
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TABLE  XXXIX.— SHOWING  EFFECT  OF  SIZE  OF  STONE  ON 

STRENGTH  OF  CONCRETE. 

(From   Waterlown   Arsenal   Tests,    1904.) 

Average  age,   173  days. 


■Mixture »  Compressive  Strength. 


Cement.      Sand.    Gravel.  }-in.  Trap.  2j-in.  Trap.  i-in.  Gravel,  %-in.  Gravel 

X                              •   •                               1  x/|^vlw                               ••••                                 ••••  •••• 

•  •                  1  ••••                   ••••                 ^fOK^J  •  •  a  • 

1  ••••                   ••••                   ••••  ^fJ^JKJ 

•  •                    1  •  •  •  •                   l^f^VJw                    ••••  •••• 

1  .2  4,180                  2,200                    2,600 

2  3  3,700             1,680               2,060 

2  4  1,480                  1,210                    1,700 

3  6  1,410                790              580 

Tabic  XXXIX.   also  shows   comparative   strength  of  stone  and  gravel 
concrete. 

TABLE  XL.— SHOWING  STRENGTH  OF  CINDER  CONCRETE. 

(From  Watertown   Arsenal    Tests,    1904.) 


' Mixture- 

Age 

Strength 

Percentage 

Cement.         Sand. 

Cinders. 

in  Days. 

in  Lbs. 

of  Water. 

X                                         •   • 

I 

174 

2.930 

35- 

I                      I 

2 

171 

2,200 

29.2 

I                            2 

3 

171 

1,400 

43.8 

I                           2 

4 

171 

800 

57.1 

I                           3 

6 

^71 

740 

80.0 

It  should  be  noted 

that 

a  very 

high  percentage 

of  water 

is  needed  in 

mixing   cinder    concrete. 

Thus  we  see,  if  the  ratio  of  cement  to  the  aggregate  remains 
constant,  a  variation  in  the  size  of  stone  used  may  give  a  different 
balancing  of  the  mixture  and  directly  affect  the  ultimate  crushing 
strength. 

Effect  of  Mixing. — The  effect  on  the  strength  of  concrete  due  to 
the  thoroughness  in  mixing  may  to  some  extent  be  understood  by 
referring  to  page  70,  where  hand  vs.  machine  mixing  is  discussed. 

Effect  of  Amonnt  of  Water. — In  the  past,  considerable  difference 
of  opinion  has  been  held  by  engineers  regarding  tl  e  amount  of 
water  that  should  be  used  in  mixing  mortars  and  concretes. 
Some  years  ago  it  was  considered  that  concrete  should  be  mixed 
dry  and  thoroughly  tamped  to  secure  the  best  results.  At  the 
present  time,  however,  it  is  almost  universally  conceded  that  wet 
concretes  possess  practically  as  great  if  not  greater  strength  than 
dry  concretes.  The  saving  in  labor  for  tamping  when  wet  mix- 
tures are  used  is  a  very  important  item  in  the  cost  of  construction. 
This  alone,  even  if  considerable  less  strength  results,  would  com- 
pel the  use  of  wet  concretes.    The  greater  ease  with  which  wet 
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mixtures  are  placed  in  reinforced  concrete  work,  and  the  g'-eater 
assurance  that  the  metal  will  be  thoroughly  sunounded  in  all 
cases,  also  make  the  use  of  wet  mixtures  almost  imperative. 

Tests  on  mortars  almost  invariably  show  a  reduction  in  strength 
with  the  increase  in  the  percentage  of  water  used.  T.  S.  Clark 
gives  the  following  evidence  in  Table  XLI. : 

TABLE  XLI.— EFFECT  OF    PERCENTAGE  OF    WATER  ON 
STRENGTH    OF    MORTAR    BRICUETTES 


Age 
in  days. 

Average  tensile 
Percentage       strength 
of  water,     lbs.  per  sq.  in. 

Age 
in  days. 

Average  tensile 
Percentage      strength 
of  water,    lbs.  per  sq.  in. 

7 
7 
7 

18                   722 
20                   680 
22                   638 

28 

18                  684 
20                   76:2 
22                  809 

The  effect  of  different  percentages  of  water  on  neat  cement  and 
mortar  briquettes  is  also  shown  in  Table  XLIL,  taken  from  the 
report  of  Chief  Engineer  U.  S.  Army,  1898: 

TABLE   XLIL— EFFECT    OF   VARYING    PROPORTIONS    OF 

WATER. 
(From  Report  Chief  Engr.    U.   S.  Army,   1898.) 


Mortar, 

Water, 

/ 

Strength 

\ 

Proportions. 

Per  cent. 

7  Days. 

28  Days. 

6  Months. 

Neat 

18.66 

715 

728 

Neat 

20.83 

602 

681 

I  :i 

^3-3^ 

492 

639 

I  :i 

1500 

384 

624 

1 :2 

12.00 

330 

525 

1 :2 

12.37 

288 

470 

1:3 

11.00 

229 

385 

1:3 

12.50 

182 

312 

1:3 

7.36 

250 

308 

371 

1:3 

8.25 

271 

321 

437 

1:3 

12.50 

168 

242 

343 

The  results  of  a  series  of  tests  made  by  J.  W.  Sussex,  and  pub* 
lished  in  the  "Technograph"  of  the  University  of  Illinois,  1903, 
are  shown  in  Table  XLI II.  These  tests  were  made  on  a  concrete 
mixture  composed  of  i  part  Portland  cement,  3  parts  sand,  6 
parts  crushed  limestone.  Forty-five  (45)  6-in.  cubes,  mixed  with 
three  different  percentages  of  water,  were  broken  at  the  end  of 
7  days,  I  and  3  months.  Two  different  degrees  of  tamping  were 
also  employed.  Each  result  shown  is  an  average  of  three  tests. 
As  will  be  seen,  the  wet  concretes  at  the  end  of  3  months  fur- 
nish the  greatest  ultimate  resistance,  although  at  the  earlier 
periods  the  medium  concretes  gave  higher  results.  The  effect  of 
tamping   does   not   materially   modify    the    relative   strength    as 
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affected  by  the  degree  of  wetness.    Rafter's  tests  should  also  oe 
consulted  in  this  connection. 

TABLE   XLIIL— EFFECT    OF   VARYING    PERCENTAGE   OF 
WATER  ON    1:3:6  CONCRETE  CUBES. 

(Tests  made  by  J.  W.  Sussex.) 

Crushing  Strength  in  lbs.  per  sq.  in.- 


Dry,  67c  water.    Medium,  7.8%  water.  Wet,  94%  water. 

Lightly      Heavily        Lightly      Heavily 

Age.  tamped.      tamped.       tamped.      tamped. 

7  days 1,200  1,340  2,280  1,330  1,040 

I  month   1,750  1,960  2,290  2,560  2,230 

3  months   2,500  2,600  2,150  2,590  3,040 

Effect  of  Age. — The  amount  of  increase  in  strength  of  concrete 

from  7  days  to  6  months  is  shown  in  Table  XLIV.,  which  is 

taken  from  tests  made  by  George  A.  Kimball  on  12-in.  cubes  at 

Watertown  Arsenal  in  1899. 

TABLE    XLIV.— SHOWING    INCREASE    OF    STRENGTH    WITH 

AGE. 

(From  Kimball's  Tests.) 

ushing  Streng 
I  Month. 

2,750 
2,460 
2,225 
2,060 

1,875 
1,700 

1,350 
1,000 

Table  XLIII.  should  also  be  consulted  in  this  connection. 

The  average  of  Kimball's  tests,  which  were  carefully  made, 
would  indicate  a  compressive  strength  for  1:2:4  concrete  of  2,400 
lbs.  at  I  month,  3,000  lbs.  at  3  months  and  nearly  4,000  lbs.  at  6 
months ;  and  for  1:3:6  concrete,  2,000  lbs.  at  i  month,  2,400  lbs. 
at  3  months  and  3,000  lbs.  at  6  months. 

From  Kimball's  tests  Mr.  Thacher  has  deduced  formulas  for 
the  ultimate  strength  of  concretes.  These  formulas  give  results 
which  agree  very  well  with  the  experiments,  and  may  be  used 
for  obtaining  the  strength  of  concretes  carefully  made  from  good 
materials. 

Thacher 's  Formulas. — The  ultimate  strength  in  pounds  per 
square  inch  of  concrete: 

7  days  old        =     1.800    -    200      /  Volun^e  of  Sand   \ 

\  Volume  of  Cement/ 

I  month    old    =    3,100    —    350      (  *'  ) 

3  months  old    =    3.820   —    460      (  "  ) 

4,r/x)    —    600      C  *•  ) 


Mixture. 

r 

7  Days. 

1:1:3 

1,600 

1 :2:4 

1,525 

1 :2i  :5 

1,300 

1 :3:^ 

1,230 

i:3i:7 

1,100 

1:4:8 

1,000 

1:5:10 

800 

1 :6:i2 

600 

I  ni  lus.  pel  sq.  in.           -■      > 
3  Months.          6  Months. 

3,360 

4.300 

2,944 
2,670 

3,900 
3,400 

2440 
2,210 
1,980 

3,100 
2,800 
2,500 

1,520 
1,060 

1.900 
1,300 

ii  <• 
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In  addition  to  the  tests  already  given,  a  series  of  tests  made  by 
Prof.  Woolson,  at  Columbia  University,  deserves  mention.  A 
1:2^.  concrete  niade  from  crushed  limestone  and  tested  at  30 
days,  gave  an  average  of  2450  lbs.  per  sq.  in.  These  tests  agree 
quite  well  with  those  already  given.  Details  of  a  number  of  these 
tests  are  given  on  page  207. 

It  should  be  noticed  that  according  to  Mr.  Thacher's  formulas 
the  strength  of  concrete  depends  upon  the  ratio  of  the  volume  of 
sand  to  the  volume  of  cement.  A  number  of  authorities  hold  that 
this  ratio,  rather  than  the  ratio  of  aggregate  to  cement,  correctly 
determines  the  variation  in  strength  of  concretes.  If  the  aggre- 
gate be  of  good,  clean  material,  so  graded  as  to  sizes  that  there 
will  be  a  minimum  of  voids,  the  strength  can  be  safely  said  to  de- 
pend upon  the  richness  of  the  mortar  used,  provided  an  excess  of 
mortar  over  the  remaining  voids  be  used,  always  bearing  in  mind 
that  it  is  practically  impossible  to  fill  all  voids.  The  amount  of 
mortar  necessary  to  fill  the  voids,  and  therefore  the  ratio  of  ce- 
ment to  total  aggregates,  thus  finally  determines  the  strength. 
Finally,  we  must  conclude  that  with  a  well  balanced  mixture,  i.  e,, 
where  the  voids  are  a  minimum,  the  strength  will  depend  upon  the 
richness  of  the  cementing  material  or  the  ratio  of  sand  to  cement, 
but  under  ordinary  conditions  it  is  safest  to  consider  that  the 
strength  depends  upon  the  ratio  of  aggregates  to  the  cement. 

Bafter*8  Tests. — Probably  the  most  exhaustive  tests  made  on 
concrete  in  this  country  were  conducted  by  George  W.  Rafter 
and  recorded  in  the  Report  of  the  State  Engineer  of  New  York 
for  1897.  Compressive  tests  were  made  on  544  12-in.  cubes 
whosfe  age  at  the  time  of  testing  averaged  about  600  days.  The 
concrete  was  prepared  in  three  different  ways :  ( i )  in  dry  blocks 
in  which  the  mortar  was  only  a  little  more  moist  than  damp 
earth.  (2)  in  plastic  blocks,  the  mortar  of  which  was  of  the  con- 
sistency of  that  used  by  masons,  and  (3)  in  blocks  having  an 
excess  of  water,  so  that  the  mortar  quaked  like  liver  when  moder- 
ately rammed.  Specimens  of  each  batch  were  prepared  and 
stored  differently.  One  block  was  placed  in  water  for  about  4 
months  and  then  buried  in  sand  until  shipped  to  Watertown 
Arsenal  for  testing.  The  second  stood  in  a  cool  cellar  until 
shipment.  The  third  block  was  exposed  to  the  weather,  and  the 
fourth  block  was  covered  with  burlap  and  wet  with  water  several 
times  a  day   for  about  three  months,  and  then  exposed  to  the 
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weather  until  the  day  of  shipment.     Portland  cement  was  used. 
The  aggregate  was  a  hard*  broken  sandstone. 

A  careful  examination  of  the  results  of  the  tests  shows  a  great 
uniformity  between  the  blocks  of  different  groups,  the  method  of 
storage  not  seeming  to  affect  the  strength  of  the  concrete.  The 
dry  mixtures  show  a  slight  increase  in  strength  over  the  wet, 
but  it  is  not  of  much  importance,  and  in  practice  the  additional 
cost  of  tamping  dry  concrete  would  more  than  offset  the  gain  of 
strength  secured  thereby.  Another  deduction  from  these,  tests  is 
that  the  strength  of  the  concrete  increases  with  the  richness  of  the 
mortar.     Some  of  these  tests  are  shown  in  Table  XLV. 

TABLE  XLV.— RAFTER'S  TESTS  OF  12-IN.  CONCRETE  CUBES. 


Brand  of    Approximate 

Consis- 

Ultimate 
Strength 

/ Modnlns  of  Elasticity * 

100-600             100-1.000         1,000-2.000 

Cement.       Proportions. 

tency.     ] 

lbs.  per.  sq.  in 

lbs. 

lbs. 

11)8. 

Genesee 

I  :i:5 

Dry 

4*659 

3,571,000 

2,812,000 

1,667,000 

Wayland 

I  :i  :4 

Plastic 

4462 

4,167,000 

2,500,000 

1,219,000 

Wayland 

I  :2:6 

Dry 

3,686 

2,083,000 

1,875,000 

1,111,000 

Ironclad 

1 :2:6 

Dry 

4,000 

3,125,000 

3,000,000 

2,000,000 

Champion 

1 :2:6 

Dry 

2,598 

3,125,000 

2,812,000 

1,398,000 

Champion 

I  :2:6 

Plastic 

2,400 

2,500,000 

2,143,000 

1.163,000 

Ironclad 

I  :2:6 

Plastic 

3,600 

3,571,000 

3,000,000 

2,000,000 

Genesee 

1 :2:6 

Plastic 

3,400 

3,125,000 

2,812,000 

1,667,000 

Empire 

1 :2:6 

Excess 

2,950 

2,500,000 

2,045,000 

1,163,000 

Ironclad 

I  :2:6 

Excess 

3,436 

3,125,000 

2,812,000 

1,471,000 

Champion 

1:2:7 

Dry 

2,800 

3,125,000 

2,812,000 

1,724,000 

Ironclad 

1 .2.7 

Dry 

3,283 

2,500,000 

2,368,000 

1,282,000 

Wayland 

I  .2:7 

Plastic 

3,132 

2,778,000 

2,250,000 

1,429,000 

Empire 

I  .2.7 

Excess 

3,400 

3,571,000 

2,647,000 

1,250,000 

Elastic  Limit. — Concrete  in  compression  has  a  fairly  well  de- 
fined point  of  elastic  limit.  This  has  been  given  as  a  little  more 
than  one-half  of  the  ultimate  strength.  Henby,  in  the  tests  men- 
tioned above,  places  the  elastic  limit  at  two-thirds  of  the  ultimate 
strength.  The  limit  is  probably  somewhere  between  these  points 
and  the  ultimate  strength. 

Working  Stresses. — The  proper  working  stress  to  be  used  in 
reinforced  concrete  work  depends  upon  the  character  of  the  struc- 
ture ;  the  nature  of  the  stress,  /.  c,  whether  it  is  a  direct  or  bend- 
ing stress ;  whether  the  load  is  a  dead  or  a  live  load ;  whether  it 
r.cts  directly  or  through  the  medium  of  some  inert  material,  and 
lastly  upon  the  richness  and  age  of  the  concrete.  No  fixed  rule 
can  be  given  for  selecting  the  unit  working  stress,  as  each  struc- 
ture is  a  problem  requiring  separate  treatment  by  the  engineer. 
The  following  values  for  factors  of  safety  will  give  conservative 
working  stresses  and  lead  to  safe  designs: 
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A  factor  of  safety  of  5  or  6  should  usually  be  chosen  for  con- 
crete having  an  age  of  3  months,  although  under  exceptional  con- 
ditions, with  uniform  loads,  and  when  there  is  no  vibration  or 
impact,  as  low  a  factor  as  4  is  sometimes  used.  These  factors 
are  to  be  used  with  the  proper  ultimate  strength  for  the  given 
mixtures,  as  determined  by  Mr.  Thacher's  formula,  or  chosen 
from  some  one  of  the  tables  cited.  It  is  probable  that  the  full 
load  will  be  brought  upon  the  given  structure  at  the  end  of  3 
months,  and  it  is  often  desirable  if  not  necessary  that  it  shall  be 
supported  at  the  end  of  i  month  or  6  weeks.  Any  additional 
strength  after  3  months  may  be  neglected,  as  the  critical  period 
of  straining  will  then  be  past. 

If  we  assume  a  1:2:4  concrete  having  a  strength  of  3,000  lbs. 
at  3  months,  and  2,400  lbs.  at  i  month,  and  use  a  factor  of  6  at 
3  months,  we  will  have  a  working  stress  of  500  lbs.  at  3  months 
and  a  factor  of  safety  of  4.8  at  the  end  of  i  month.  In  like  man- 
ner, for  a  factor  of  5  at  3  months,  we  have  at  that  age  a  working 
stress  of  600  lbs.  and  a  factor  of  safety  of  4  at  i  month.  If  the 
factor  at  3  months  be  4,  the  working  stress  will  be  750  lbs.,  and 
the  factor  of  safety  at  i  month  will  be  ;^.2.  In  like  manner,  a 
1:3:6  concrete  having  an  ultimate  strength  of,  say,  2,400  lbs. 
and  2,000  lbs.  at  3  months  and  i  month,  respectively,  will  give 
for  a  factor  of  safety  of  6  a  working  stress  of  400  lbs.  at  3 
months  and  a  factor  of  5  at  i  month.  L'or  a  factor  of  safety 
of  5,  a  stress  of  480  lbs.  at  3  months  and  a  factor  of  4.2  at  i 
month,  and  for  a  factor  of  4,  a  stress  of  600  lbs.  at  3  months  and 
3.3  for  a  factor  of  safety  at  i  month.  Under  normal  conditions 
these  factors  will  give  ample  strength. 

The  manner  in  which  the  concrete  is  subjected  to  compression 
modifies  somewhat  the  working  values  which  should  be  used. 
The  above  values  may  be  employed  for  compression  under  bend- 
ing. For  concrete  used  in  direct  compression,  as  in  columns, 
values  of  about  80  per  cent,  of  the  above  should  be  employed. 

Cinder  Concrete. — For  roof  slabs  and  floors  of  buildings,  and  in 
other  situations  wher^  hght  weight  is  desired,  cinder  concrete  is 
sometimes  used.  The  strength  of  cinder  concrete  is  considerably 
less  than  that  of  stone  concrete.  Tables  XL.  and  XLVI. 
give  the  results  of  a  number  of  tests  made  at  Watertown  Arsenal 
for  the  Eastern  Expanded  Metal  Co.,  of  Boston,  and  show  the 
average  of  a  number  of  tests.    Steam  cinders  were  used,  practi- 


196  CONCRETE    AND    REINFORCED    CONCRETE, 

cally  as  they  came  from  the  furnace,  the  large  clinkers  being 
broken  up. 

Table  XLVIL  from  Watertown  Arsenal  tests  of  1903  and 
1904  gives  more  recent  tests  on  cinder  concrete. 

Theee  values  appear  to  be  somewhat  high. 

Table  LVI.  shows  the  compressive  strength  of  cinder  con- 
cretes, age  30  and  60  days,  of  three  different  proportions, 
together"  with  their  coefficients  of  elasticity.  These  are  taken 
from  Henby's  tests,  and  each  value  represents  the  average  of  a 
number  of  tests.  Table  LV.  also  gives  compression  strengths 
for  cinder  concrete  of  different  proportions.  From  the  above 
tests  we  may  infer  that  the  strength  of  good  cinder  concrete  is 
about  0.4  that  of  stone  concrete.  The  strength  of  cinder  con- 
crete is,  however,  much  more  variable  than  that  of  stone  con- 
crete. Thus,  for  a  1:1:3  concrete,  a  mixture  frequently  used 
for  reinforced  concrete  floors,  the  strength,  as  shown  by  Tables 

TABLE  XLVL— COMPRESSIVE  STRENGTH  OF  12-IN.  CUBES 

OF  CINDER  CONCRETE. 

(Watertown  Arsenal  Tests.) 

Mixture.  Average  compressiye  strength. 

Brand  of  cement.  lbs.  per  sq.  in^ 

Age  1  month.    Age  3  months. 

Germania   Portland 1:1:3  1466  2,001 

1:2:3  1,098  1,634 

1:2:4  904  i»325 

1:2:5  769  1,084 

1:3:6  529  788 

Alpha    Portland 1:1:3  2,329  2,834 

•   1 :2 :5  940  1,600 

Atlas    Portland 1:1:3  1,601  2,414 

1:2:5  696  1,223 

TABLE   XLVIL— COMPRESSIVE   TESTS   ON    CINDER 

CONCRETE   CUBES. 

(Watertown    Arsenal    Reports   of    1903   and   1904.) 

' Proportions ^         ' Age 

Cement.        Sand.        Cinder.  38  days.  224  days,     i  year  3i  months. 

I  2  4  1,950  2,440 

124  2,050  2,490 

I  2  4                   2,600  2,610 

I  2  4                   2,500  2410 

I  2i  5  1,400  1,950 

I  2i  5  1,400  1,630 

I  2i  5  —  1,980  1,480 

I  2i  5                 2,020  1,740 

34  days.  220  days. 

I  3  6  1,200  1,730  1400 

I  3  6  1,330  1,560  1,380 

I  3  6  1,290 

I  3  6  i,j8o 


<<  << 

•  i  4< 


■» 
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XLVI.  and  LV.,  varies  from  2,001  to  2,834  lbs.,  while 
for  a  1:2:5  concrete,  also  a  common  mixture,  it  varies 
from  1,200  to  1,715  lbs.  The  uncertain  strength  of  cinder 
concrete,  and  the  slovenly  manner  in  which  it  is  usually  pre- 
pared, make  a  higli  factor  of  safety  imperative  in  determin- 
ing working  values  for  this  material.  Factors  as  high  as  from 
6  to  10  should  be  used.  These  will  give  working  stresses  of  from 
100  to  400  lbs.  per  sq.  in.,  depending  upon  the  age,  nature  and 
richness  of  the  mixture. 

Tranivene  Strength  of  Concrete. — The  tensile  strength  of  con- 
crete at  the  place  of  greatest  strain,  that  is,  at  the  fibre  most  re- 
mote from  the  neutral  axis,  limits  the  strength  of  unreinforced 
concrete  beams.  The  value  of  this  transverse  strength  is  of  little 
importance,  because,  on  account  of  the  brittleness  of  concrete  in 
tension,  its  liability  to  crack  from  shrinkage  or  the  shock  of  some 
of  the  applied  loads,  it  is  unsafe  to  depend  upon  the  tensile 
strength  of  concrete  for  the  construction  of  slabs,  beams  or 
girders.  For  the  same  reason,  it  is  now  common  practice  to  dis- 
regard in  the  design  of  reinforced  concrete  beams  the  tensile 
strength  of  the  concrete.  Under  certain  conditions,  however,  it 
may  be  necessary  to  take  the  strength  of  concrete  in  tension  into 
consideration,  as  in  the  case  of  a  foundation  to  be  placed  under 
water,  when  it  is  necessary  to  absolutely  insure  the  protection  of 
the  metal  from  any  possible  contact  with  water.  Under  such  con- 
ditions, stress  in  the  steel  and  the  resulting  deformation  should  be 
kept  so  low  that  no  perceptible  cracks  will  result  in  the  concrete, 
always  retaining  the  proper  ratio  between  the  modulae  of  elas- 
ticity of  the  two  materials. 

Sabin  states  that  the  ratio  of  the  transverse  to  the  tensile 
strength  of  concrete  varies  from  1.25  to  1.90  for  Portland,  and 
from  0.95  to  2.19  for  natural  cement  concrete. 

Shearing  Strength  of  Concrete. — The  subject  of  shearing 
strength  of  concrete  needs  careful  experimental  study.  The  fol- 
lowing facts  are  gleaned  from  the  little  knowledge  on  the  subject 
available : 

M.  Mesager,  Director  of  the  School  of  Bridges  and  Roads, 
Paris,  gives  as  a  result  of  his  experiments  the  shearing  strength 
of  concrete  at  from  1.2  to  1.3  times  its  tensile  strength.  This 
agrees  very  well  with  the  researches  of  Herr  Bauschinger,  who 
states  that  the  shearing  strength  of  concrete  4  months  old  is  1.25, 
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and  at  2  years  1.5  times  its  tensile  strength.  M.  Feret,  Director 
of  the  Laboratory  of  Bridges  and  Roads  at  Boulogne,  has  stud- 
ied the  shearing  strength  of  concrete,  and  concludes  that  the 
ultimate  shearing  strength  is  proportional  to  the  compressive 
strength,  and  gives  its  value  at  from  16  to  20  per  cent,  of  its  com- 
pressive strength.  His  results  do  not  differ  materially  from 
those  already  given.  All  other  results  hitherto  available  agree 
well  with  those  just  stated. 

Details  of  the  method  of  conducting  the  above  tests  are  not 
available.  It  is  probable,  however,  that  the  specimens  were 
subjected  to  more  or  less  bending,  hence  the  low  values  obtained 
are  more  nearly  tension  values,  as  what  were  taken  as  shearing 
failures  were  really  diagonal  tension  failures.  Prof.  Arthur  N. 
Talbot  states,  in  Bulletin  No.  4  of  the  University  of  Illinois, 
that  from  tests  made  at  the  University  of  Illinois  and  elsewhere 
it  is  probable  that  the  shearing  strength  of  concrete  is  from  50  to 
7^;  per  cent,  of  its  compressive  strength. 

Massachusetts  Institute  of  Technology  Tests. — Series  of  tests 
have  been  conducted  at  the  Massachusetts  Institute  of  Tech- 
nology. The  1904  and  1905  tests  were  conducted  by  Prof. 
Charles  M.  Spofford,  and  the  1906  tests  by  Prof.  F.  P.  McKib- 
ben,  the  tests  being  under  the  general  direction  of  Prof.  Swain, 
Professor  of  Civil  Engineering.  The  author  is  indebted  to 
Professors  Swain  and  Spofford  for  details  of  these  tests. 

The  test  specimens  were  5  ins.  in  diameter  by  153^  ins.  in 
length,  and  in  testing  were  firmly  held  in  cylindrical  bearings 
53^4  ins.  apart.  The  load  was  applied  from  above  through  a 
half  cylinder  bearing  5",  ,„  ins.  in  length,  so  as  to  eliminate 
bending  as  far  as  possible.  Tests  were  made  on  specimens  which 
had  set  in  air  and  on  others  which  had  set  in  water.  The 
latter  specimens  set  in  air  for  24  hours  before  being  placed 
in  water,  while  the  air  set  specimens  were  sprinkled  for 
six  days  after  being  removed  from  the  moulds.  The  specimens 
were  made  from  a  cement  composed  of  a  mixture  of  several 
standard  brands  of  Portland  cement,  a  sand  composed  of  equal 
volumes  of  Plum  Island  and  Ipswich  sands,  and  of  a  stone  com- 
posed of  a  mixture  of  one  volume  of  Vz-m.  and  two  volumes 
of  iJ/^-in.  Waltham  trap  rock.  Roxbury  pudding  stone  instead 
of  Waltham  trap  rock  was  used  for  the  1904  specimens.  The 
mixing  was  done  in  small  batches  and  with  great  care.     Crush- 
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\ng  tests  were  made  on  6-in.  cubes.    The  values  obtained  for  the 
1904.  and  1905  tests  are  as  follows: 


Age. 
days 

Compressive- 
strength, 
lbs.  per  sq.  in 

Age. 

(l:iys. 

Compressive 

strength, 
lbs.  per  sq.  in. 

:  2  ;  4 

33 

^4 

27 

.2.457 
1.225 
1,104 

30 
30 
27 

2.070 
1.355 
I.27S 

A  summary  of  the  results  of  the  tests  for  shearing  strength 
is  shown  in  Table  XLVIII.,  together  with  the  ratio  of  air 
set  to  water  set  specimens.  As  will  be  noted,  there  is  consider- 
able variation  in  the  shearing  strength  of  the  weaker  speci- 
mens. By  comparing  the  shearing  values  here  given  with  the 
compressive  values  given  in  the  preceding  table,  it  would  appear 
that  the  shearing  strengths  are  slightly  greater  than  50  per  cent, 
of  the  compressive  strength. 

TABLE   XLVI 11. —SHEARING  STRENGTH  OF  CONCRETE. 

Air  set 


Many-r 

Results 

Results, 

Results 

ofsel. 

1904. 

190s. 

1906- 

. . .  Water. 

1,192 

1.649 

1.397 

...Air. 
...Water. 

879 
780 

S-- 

...Air. 

541 

1,230 

...Water. 

599 

1. 1 23 

701 

Water  set 


:6 Air.  629         1,(85  615  808    (       '•°° 

Safe  Working  Valnei  for  Shearing. — Christophe,  in  Beton 
Arme,  gives  as  safe  working  values  from  14  to  35  lbs.  per  sq.  in. 
These  are  somewhat  lower  values  than  are  used  in  this  country, 
values  of  from  40  to  75  lbs.  being  usually  allowed.  Of  course, 
the  richness  and  age  of  the  concrete  must  be  taken  into  account 
in  choosing  the  working  strength  for  shear.  When  shearing 
stresses  greater  than  the  above  assumed  values  are  met  with 
in  reinforced  concrete  work,  special  provisions,  as  by  the  use  of 
stirrups,  must  be  had  recourse  to. 

Hodaltu  of  Elasticity. — The  coefficient  or  snodulus  of  elasticity 
of  a  material  for  tension,  compression  or  shear  is  the  ratio  of  the 
unit  stress  to  the  unit  deformation,  provided  the  elastic  limit  of  the 
material  be  not  exceeded.     This  coefficient  is  usually  denoted  by 
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in  which  expression  f  designates  the  unit  stress  and  «  the  unit 
deformation.  The  stress-strain  relation  throughout  the  entire 
range  of  stress  may  be  clearly  shown  by  means  of  a  diagram 
in  which  the  stresses  in  pounds  per  square  inch  are  plotted 
as  ordinates,  and  the  deformation  per  inch  as  abscissas.  This 
will  be  understood  by  referring  to  Fig.  65.  Thus  the  curve  B 
will  be  found  to  pass  through  the  line  representing  a  compressive 
stress  of  1,200  lbs.  per  sq.  in.  near  its  intersection  with  the  de- 
formation line  marked  5,  which  represents  a  decrease  in  length 
per  inch  of  specimen  of  0.0005  ins. 

The  coefficient  of  elasticity  of  concrete  is  not  a  practically  con- 


2  345  6  7  8         9  K> 

Decrease  in   Length  per   Inch   of   Specimen  in  .0001  Inches. 

Fig.    (55. — Elastic    Deformation    Curve. 


stant  quantity,  like  that  for  iron  or  steel,  but  for  a  given  concrete 
has  a  value  which  varies  with  the  load.  As  in  some  other  ma- 
terials, it  has  been  found  that  concrete  takes  permanent  sets  un- 
der very  light  loads.  This  involves  a  slight  modification  in  calcu- 
lating the  true  value  for  the  coefficient  of  elasticity,  as  these  sets 
must  be  deducted  from  the  total  deformation  under  gradually 
increasing  loads  to  obtain  the  true  elastic  deformation.     To  ob- 
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tain  accurate  results^  the  load  must  be  applied  and  removed  until 
no  further  permanent  set  can  be  observed  when  a  loading  is 
applied  and  removed.  The  total  permanent  set  noted  is  then  de- 
ducted from  the  total  deformation  observed  for  the  maximum 
loading  used  in  the  given  experiment  to  obtain  the  true  elastic 
shortening.  Figure  65  shows  this  method  of  determining  the 
elastic  deformation. 

Three  curves  are  shown,  curve  marked  A  showing  the  per- 
manent strains  or  deformation,  curve  B  the  total  strains,  and 
curve  C  the  true  curve  of  elastic  strains.  The  latter  curve  is 
obtained  by  subtracting  the  amount  of  permanent  set  shown  in 
curve  A  from  the  total  strains  as  shown  in  curve  B. 

Many  engineers  do  not  take  the  permanent  set  into  account  in 
computing  the  coefficient  of  elasticity  of  concrete.  Curve  B  will 
represent  the  coefficient  when  thus  considered,  and  may  be  rep- 
resented analytically  by  the  expression 

f 

E=  — 

e 

Prof.  Bach,  of  Stuttgart,  who  has  made  the  most  elaborate  re- 
searches thus  far  undertaken  to  determine  the  coefficient  of 
elasticity  of  concrete,  thinks  the  true  curve  of  elastic  strain  may 
be  expressed  by  an  algebraic  equation  having  the  form  of 

f 
E  =  — 

e 

ti  being  a  numerical  coefficient  usually  considered  as  having  a 
value  of  I   up  to  .the  elastic  limit,  as  the  curve  is  represented 
*  by  a  straight  line  up  to  that  point. 

One  of  the  usual  methods  of  calculating  E  is  by  determining 
what  might  be  called  the  instantaneous  value  of  the  coefficient 
of  elasticity.  This  is  done  by  finding  the  elastic  strain  occurring 
between  any  two  applied  loads  and  assuming  that  the  curve  is  a 
straight  line  between  two  such  points  of  loading.  There  results  no 
appreciable  error  if  the  points  chosen  are  sufficiently  near  to- 
gether. 

The  following  computation  shows  a  usual  method  of  computing 
the  modulus  of  elasticitv: 

Let  E  =  the  modulus  of  elasticity. 
P  =  total  load  in  fX)unds. 
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A  =  area  of  cross-section  of  test  piece. 
1  "  length  of  specimen  in  inches  throughout  which  the  delbrmatiofi 

is  uniform. 
X  =  deformation  in  inches  in  the  length,  1. 

X 

e  =  unit  deformation  —  — . 

I 
P 
f  =  unit    stress   =   — . 

A 
unit  stress  f  P         X  PI 

But  E 


unit  deformation         «  A         1  AX 

Let  us  assume  a  given  test  from  which  we  have  the  following 
data: 

Concrete  1:2:4,  age  3  months. 
Sectional  area  of  test  piece  =  150  square  inches. 
Gage  length  of  test  piece  =  5  inches. 

Initial  load,  15.000  lbs.,  gives  100  lbs.  stress  with  o  compression  and  o  set. 
Applied  load  of  90,000  lbs.  gives  600  lbs.  per  square  inch  stress  with  a 
total  compression  of  .00093  inches  and  a  set  of  .00030  inches. 
Then  we  have 

P 
1    —  5  and  —  ^^  (kx)  —  100  —  500. 

A 
X  =  .00093  —  .00030  —  .00063. 
and 

P        1  500  X  5 

E  =  —  X  —  =^  -^  3,968,000  lbs.  per  square  inch. 

A    X    .00063 

In  eliminating  the  inelastic  deformations.  Prof.  Bach  removed 
the  loading  at  least  five  times,  and  sometimes  more.  Such  a  com- 
plete elimination  of  set  is  probably  not  obtained  in  actual  struc- 
tures. In  the  "Watertown  Arsenal  Tests"  the  usual  method  is 
to  determine  the  total  deformation  and  permanent  set  from  no 
load  to  the  ultimate  strength.  The  increments  of  load  are  100 
lbs.  per  sq.  in.  up  to  1,000  lbs.,  and  from  that  point  200  lbs.  per 
sq.  in.  For  each  recorded  load  the  total  compression  was  read, 
the  load  removed  and  set  measured,  the  load  repeated  and  in- 
creased to  the  next  higher  one,  and  so  on.  It  is  probable  that 
results  determined  from  these  tests  are  more  nearly  equivalent  tc 
those  existing  in  actual  structures  than  those  obtained  by  Prof. 
Bach. 

Numerous  experiments  differing  greatly  among  themselves 
have  been  made  to  determine  the  coefficient  of  elasticity  of  con- 
crete, both  in  tension  and  compression.  Falk's  "Cements,  Mortars 
and  Concretes'*  contains  a  review  of  many  of  the  later  experi- 
ments.   Still  later  ones  may  be  found  described  in  recent  numbers 
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of  the  "Engineering  News"  and  "Engineering  Record."  We 
will  give  the  results  deduced  from  the  later  experiments.  Thi% 
will  enable  the  student  to  obtain  briefly  some  knowledge  of  the 
best  known  facts  and  principles  in  regard  to  concrete.  Experi- 
mental data  of  the  proper  character  are  not  available  for  a 
thorough  understanding  of  all  the  properties  of  reinforced  con- 
crete. The  subject  has  been  taken  up  for  exhaustive  study  by  a 
Special  Committee  of  the  American  Society  of  Civil  Engineers. 
Tests  will  be  made  along  definite  lines  and  conducted  in  a  uni- 
form manner,  and  undoubtedly  when  the  results  are  available  a 
much  more  thorough  understanding  of  the  subject  will  be  pos- 
sible. 

Effect  of  the  Density  of  Concrete  and  the  Amount  of  Water 
Used  in  Mixing,  on  Coefficient  of  Elasticity. — Considere  found 
that  the  amount  of  water  used  in  mixing  the  concrete  had  con- 
siderable influence  on  the  coefiicient  of  elasticity,  its  value  dimin- 
ishing when  an  excess  of  water  is  used.  Insufficient  tamping 
also  causes  a  decrease  in  the  value  of  the  coefficient,  and  in  gen- 
eral increasing  the  density  of  a  concrete  tends  to  increase  the 
value  of  the  coefiicient  of  elasticity. 

Coefficient  of  Elasticity  of  Concrete  Under  Tension. — The  elastic 
behavior  of  concrete  under  tensile  stresses  is  more  variable  than 
that  under  compression.  There  seems  much  difference  of  opinion 
among  different  experimenters  in  regard  to  the  form  of  the 
curve  of  elastic  deformation  under  tensile  stresses.  Some  hold 
that  the  variations  of  the  coefficient  of  elasticity  in  tension  may 
be  neglected  by  reason  of  its  comparative  smallness,  and  that 
there  is  no  point  which  can  be  taken  as  the  limiting  stress.    Others 

ft 

hold  that  for  small  stresses  the  coefficient  is  practically  invariable, 
but  for  larger  ones  the  increments  of  elongation  are  great,  and 
the  shape  of  the  elastic  curve  becomes  very  flat.  It  is  reasonable 
to  suppose  that  if  the  tensile  strength  varies  greatly  the  deforma- 
tions will  be  variable  also. 

In  his  earlier  tests  Prof.  Hatt  made  deductions  which  caused 
him  to  believe  that  the  coefficient  of  elasticity  in  tension  varied 
somewhat  from  the  coefficient  of  elasticity  in  compression,  but 
from  a  careful  studv  of  more  recent  tests  he  concludes  that  the 
two  coeflScients  are  practically  equal.  This  agrees  very  well  with 
other  late  experiments,  and  for  all  practical  purposes  may  be 
thus  considered.     Table  XLIX.  gives  the  average  of  37  com- 
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pression  and  2y  tension  tests,  made  by  jProf.  Hatt.*  The 
broken  stone  was. limestone,  being  crusher  run  below  i  in.,  and 
the  gravel  was  pit  gravel  including  sand  and  pebbles. 

TABLE  XLIX.— MODULI   OF  ELASTICITY. 

(Prof.  Halt's  Tests.) 


-Kind  of  CoxMsreto- 


r^m^n*      fi.n^   Bzoken  ixr^„^\    Age,     Compression       Tension    / — Ultimate  Strength— « 
Lament.     San<L  ^^^^    Wravel.  ^^^         Modulus  Modulus.    CompnrHsion.    Tension. 

I  2  5  ..  90  4,610,000  5460,000  2,413  359 

I  2  5  ..  28  3»35o,ooo  3,800,000  2,290  237 

I  ..  5  90  4,800,060  4,510,000  2,804  290 

I  ..  ..  5  28  4,130,000  4,320,000  2400  253 

Table  L.  gives  the  moduli  of  elasticity  for  a  number  of  tests 
made  on  large  concrete  specimens  in  tension  by  Prof.  Woolson, 
at  Columbia  University.  The  specimens  were  made  from 
full  sized  stone  and  were  broken  at  about  30  days.  For  further 
particulars  in  regard  to  these  tests  see  page  207. 

M.  De  Joly  states  as  a  result  of  experiments  made  by  him  that 
no  definite  point  could  be  determined  for  the  elastic  limit,  but 
that  it  seemed  to  be  very  near  the  point  of  rupture  for  neat  ce- 
ment specimens,  and  that  it  never  fell  below  three- fourths  of  the 
ultimate  resistance  for  mortars  or  concretes. 

TABLE  L.— MODULI  OF  ELASTICITY  (E)   FOR  TENSION. 

( Woolson' s  Tests.) 

1 :2 :4  concrete.  Specimens  6x6  ins. 

(Elastic  Curve  =  Deformation  Curve  Minus  Set  Curve.) 

Crushed  Limestone  and  Broken  Limestone. 

Test    E  at  28  lbs.  per    E  at  83  lbs.  per    E  at  135  lbs.  per    Breaking  Load. 

sq.  inch. 
4,670,000 
4,085,000 
5,130,000 
^  3,610,000 

4,050,000 


No. 

sq.  inch. 

3012 

5,700,000 

3013 

5,170,000 

3014 

6,410,000 

3015 

5,170,000 

3064 

4,660,000 

sq.  inch. 

lbs. 

,  per  sq.  in. 

5,140,000 

186 

4,310,000 

151 

4,670,000 

'52 

4,010,000 

158 

4,011,000 

204 

Average.  5422,000  4,309,000                4.428,200  170 

Sand  and  Broken  Limestone. 

Test    E  at  28  lbs.  per  E  at  83  lbs.  per  E  at  135  lbs.  per  Breaking  Load. 

No.              sq.  inch.  sq.  inch.                  sq.  inch.  lbs.  per  sq.  in. 

3067  4,790,000  4,790,000       4.790,000  153 

3068  4,420,000  3*975.000       3.680.000  176 
3669     6,275,000  4,710,000       4,400,000  153 


Average..  5, 16 1, 700  4.491.700  4,290,000  161 

*The  Journal  of  Wesiern  Society  of  Engineers.  June.  1904.  page  234. 
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The  coefficient  appears  to  increase  iVith  the  ultimate  strength 
of  the  material,  but  no  definite  relation  between  them  has  thus 
far  been  determined. 

Coefficient  of  Elasticity  in  Compression. — The  coefficient  of  elas- 
ticity increases  with  the  age  of  the  concrete  up  to  about  three 
months.  Beyond  this  time  any  additional  increase  may  be  neg- 
lected. Table  LI.,  from  Kimball's  tests,  made  at  Watertown 
Arsenal  in  1899,  will  give  an  idea  of  this  increase. 


TABLE  LI. 
(Kimball's  Tests  on  12-inch  Cubes.) 


'— Compoflition- 


^         ^        g  9  /-Modulus  of  elnstieity  between  loads,  per-N  Compressive 

8  0       Mti  square  ineh  of  strength 

I         QQ       ^;§  -^Uo  too  and  100  and  1.000  and    persq.in., 

O  «"  600  lbs.  1.000  lbs.  2.000  lbs.  lbs. 

2  4  7  days.  2,593,000  2,054,000  i, 35 1.000  1,730 
241  mo.  2,662,000  2445,000  1462,000  2,567 
243  mos.  3,671,000  3,i7Q,ooo  2,158,000  2,975 
246  mos.  3,646,000  3,567,000  2,582,000  3,989 

3  6        7  days.  i,869,cxx)  1,530,000        1,511 

3        6        I  mo.  2,438,000  2,135,000  1,219,000  2,260 

363  mos.  2,97(5,000  2,656,000  1,805,000  2,741 

366  mos.  3,608,000  3,503,000  1,868,000  3,068 

6      12        I  mo.  1,376,000  1,146 

6123  mos.  1,642,000  1,364,000         1,359 

6      12        6  mos.  1,820,000  1,522,000        1,592 

Portland  cement,  bank  sand  and  broken  conglomerate  stone. 

The  coefficient  of  elasticity  decreases  as  the  unit  stress  in- 
creases.  All  of  the  most  reliable  tests  show  this  decrease,  and  it 
should  be  taken  into  consideration  when  designing  concrete 
structures.  The  nature  and  amount  of  this  decrease  will  be 
understood  from  a  study  of  Table  XLV.,  page  194,  from  the 
Watertown  Arsenal  Report  of  Rafter's  Tests,  1898-9.  Table 
LI.,  from  Kimball's  Tests,  also  shows  the  decrease  in  strength 
between  the  limits  of  loading  given.  * 

Table  LIL  gives  more  recent  tests,  made  at  Watertown  Ar- 
senal in  1904.  The  decrease  in  the  value  of  the  coefficient  of 
elasticity  here  shown  corroborates  that  given  in  other  tests. 

Prof.  Ira  H.  Woolson  made  a  series  of  experiments  at  Colum- 
bia University  for  the  Astoria  Light,  Heat  &  Power  Co.,  to  de- 
termine the  strength  of  concrete  made  of  full-sized  stone  under 
ordinary  working  conditions.  While  making  these  experiments 
an  effort  was  made  to  determine  the  elastic  properties  of  the  con- 
crete, both  in  tension  and  compression. 

An  electric  contact  extensometer  was  employed  for  determin- 
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ing  the  deformations.  The  deformations  were  read  in  ten-thou- 
sandths of  an  inch  simultaneously  or:  each  side  of  the  specimen. 
The  gaged  length  was  18  ins.  in  tension  and  12  ins.  in  compres- 
sion. 

In  the  tension  tests  readings  were  made  at  each  load  increment 
of  Z50  lbs.  on  the  specimen,  which  was  equivalent  to  ahout  7  lbs. 
per  sq.  in,  in  cross-section.  Details  of  the  tension  tests  are  given 
in  Table  L. 

In  compression  tests,  readings  were  taken  at  intervals  of  5,000 
il>s.,  equal  to  about  140  lbs.  per  sq.  in.  of  section,  except  at  the 
start,  when  readings  were  made  at  250  lb.  loads. 

Prof.  Bach's  method  of  finding  the  true  elastic  curve  was  fol- 
lowed, and  three  curves  plotted  for  each  test ;  first,  the  curve  rep- 
resenting the  total  deformation ;  second,  the  curve  of  sets,  and 
third,  the  true  elastic  curve  obtained  by  subtracting  the  second 
curve  from  the  first,  as  shown  in  Fig.  66. 

TSJXfflp 


Fig.  Ofl.— Streai  Strain  Diagram. 

For  each  test  the  coefficient  of  elasticity,  E,  was  calculated  for 
three  points  on  the  elastic  curve  for  each  specimen.  Table  LIII. 
gives  values  of  the  moduli  for  a  number  of  compression  tests. 

A  fair  idea  of  the  value  of  the  coefficient  of  elasticity  is  ob- 
tained from  this  table,  although  the  values  appear  to  be  some- 
what higher   than   these   given   in   Tables   XLV..    XLIX.   and 
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LI.  The  tendency  of  the  value  to  decrease^  as  the  load  increases 
should  be  noted.  The  values  of  E,  as  here  shown,  do  not  appear 
to  be  affected  by  the  ultimate  strength. 

An  average  value  of  E  for  the  crushed  limestone,  with  the 
broken  limestone  mixture,  as  shown  by  this  set  of  experiments, 
would  be  about  5,000,000  lbs.  per  sq.  in.  for  both  tension  and 
compression,  and  for  the  sand  and  broken  limestone  mixtures 
about  3,600,000  lbs.  per  sq.  in.  in  compression  and  4,500,000  lbs. 
per  sq.  in.  in  tension.  These  values  are  based  on  too  small  a 
number  of  tests  to  be  considered  as  more  than  indicating  what 
the  probable  value  of  the  coefficient  is  for  large  concrete  speci- 
mens, made  from  full-sized  stone.  They  are,  however,  of  value 
when  considered  in  connection  with  other  tests  here  given. 
Many  more  tests  are  needed  to  determine  more  definitely  the  real 
value  of  the  coefficient  of  elasticity. 

TABLE   LIII.— MODULI    OF   ELASTICITY    (E)    FOR 

COMPRESSION. 

(Woolson's  Tests.) 

1 :2 14  Concrete.  Specimens  6x6  ins. 

(Elastic  Curve  =  Total  Deformation  Curve  Minus  Set  Curve.) 
Crushed  Limestone  and   Broken  Limestone. 


Test 

Eat  135  lbs. 

E  at  682  lbs. 

Eat  1,227  lbs. 

Breaking  Load. 

No. 

per  sq.  in. 

per  sq.  in. 

per  sq.  in. 

lbs.  per  sq.  in. 

3018 

5,600,000 

5,600,000 

5,600,000 

,     3,400 

3019 

3,306,000 

4,132,000 

4,380,000 

2,040 

3020 

5,540,000 

5,890,000 

4.676,000 

2,120 

3024 

5,460.000 

4,820,000 

4,610,000 

2,160 

3025 

5,560.000 

5,208,000 

4,287,000 

2,190 

3051 

6,810,000 

6,290,000 

6,130,000 

2,580 

3062 

5,515,000 

4.140,000 

2,980,000 

1455 

Average, 

■ .  5.398,900 

5.I54»300 

4.666,200 

2,278 

Sand  and  Broken 

Limestone. 

Test 

E  at  135  lbs. 

E  at  682  lbs. 

E  at  1.227  lbs. 

Breaking  Load 

No. 

per  sq.  in. 

per  sq.  in. 

per  sq.  in. 

lbs.  per  sq.  in. 

3021 

2,755.000 

2,505.000 

1.500 

3022 

4,130,000 

3.940,000 

3,380,000 

1,920 

3023 

2,800,000 

3.650,000 

3,360,000 

2,000 

3026 

4,100,000 

3,725,000 

3,210.000 

1,850 

3027 

2,755,000 

2,666,000 

2.520.000 

1,760 

3058 

4,190,000 

4,190,000 

3.350,000 

1,672 

Average. 

.3,687,000 

3446,000 

3,164,000 

i,7«4 

Limiting  Stresses  to  be  Used  in 

Choosing  Modulus 

for  Computa' 

tions. — 

Inasmuch 

as  the  value  of  the  coefficient  of 

elasticity  de- 
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creases  as  the  unit  stress  increases,  the  question  at  once  arises, 
what  value  of  the  coefficient  should  be  used  in  the  computations? 
It  seems  rational  that  a  value  of  the  modulus  for  the  usual  allow- 
able stress,  say  from  o  to  600  lbs.  per  sq.  in.,  should  be  used,  it 
being  understood  that  the  unit  stresses  are  to  be  kept  within  these 
limits.  If  a  computation  is  desired  for  the  ultimate  strength,  a 
^'alue  of  the  modulus  at  the  ultimate  strength  of  the  concrete 
should  be  employed. 

The  coefficient  of  elasticity  increases  as  the  richness,  and  hence 
the  strength,  of  the  concrete  increases.  A  F^^udy  of  Rafter's  tests 
seems  to  indcate  that  the  coefficient  of  elasticity  is  some  function 
of  the  compressive  strength.  Falk,  after  a  careful  comparison  of 
a  large  number  of  tests,  states  that  there  appears  to  be  a  direct  re- 
lation between  the  coefficient  of  elasticity  and  the  compressive 
strength,  that  concrete  in  compression  seems  to  have  a  point  that 
may  be  called  the  elastic  limit,  and  its  value  is  between  one-half 
and  two- thirds  the  ultimate  strength.  He  concludes  that  up  to 
this  elastic  limit  the  compressive  coefficient  of  elasticity  may  be 
taken  at  1,325  times  the  ultimate  crushing  strength.  Or,  ex- 
pressed algebraically,  we  have : 

E  c  =  1,325  f  c. 

This  formula  gives  slightly  higher  values  than  Thacher's  for- 
mulas, which  are  derived  from  Kimball's  tests,  but  agree  more 
closely  than  the  latter  with  more  recent  tests,  which  seem  to  in- 
dicate a  higher  coefficient  than  earlier  ones.  Thacher's  formulas 
are  as  follows  for  concrete : 

THACHER'S  FORMULAS  FOR  COEFFICIENT  OF  ELASTICITY. 

/    volume  of  sand 
7  days  old       E  =  2,600,000  —     700,000 


; 


,  volume  of  cement 
I  month    old  E  =  2,900,000  —     3oo,ooo       (  do. 

3  months  old  E  =  3,600,000  —     500,000       (  do. 

6  months  old  E  =  3,600,000  —     600,000       (  do. 

(volume  of  sand  \ 
c  ]     is   zero  or  becomes  a   nega- 
volume  of  cement  / 

tive  quality,  the  entire  term  is  to  be  considered  zero. 

Table  LIV.  shows  values  of  the  modulus  for  different  mix- 
tures derived  from  the  above  formulas,  the  values  of  compres- 
sive stress  used  in  Falk's.  formula  being  taken  from  Thacher's 
formulas,  gfiven  on  page  192.    The  values  given  in  the  last  two 


2IO  CONCRETE  AND  REINFORCED  CONCRETE, 

columns  of  the  table  are  average  values  and  may  be  safely  used 
in  computations  if  desired. 

Values  given  in  the  above  tables  are  for  loads  taken  from  o 
to  600  lbs.  per  sq.  in.  If  a  higher  loading  than  600  lbs  be 
used  the  values  of  the  coefficient  will  be  materially  reduced.  It 
has  been  found  that  for  loads  from  1,000  to  2,000  lbs.  its  values 
will  be  from  Vj  to  J^  that  given  above  for  loads  not  exceeding 
600  lbs.  per  sq.  in. 

TABLE  LI  v.— SHOWING   MODULI   OF  ELASTICITY   OF 

CONCRETE. 


Thacher's 

Formulas. 

Falk's  Formulas. 

Average 

s  Value. 

Mixture 

.  I  month. 

3  momhs. 

I  momh. 

3  months. 

I  month. 

3  months. 

1:1:3 

2,9(X),CXX) 

3,600,000 

3,740,000 

4,450,000 

3,200,000 

4,000,000 

1:2:4 

2,600,CXX) 

3,600,000 

3,180,000 

3,980,000 

2,800,000 

3,800,000 

i:2i:5 

245o,cxx) 

3,350,000 

2,950,000 

3,640,000 

2,600,000 

3,500,000 

1:3:6 

2,300,CXX) 

3,100,000 

2,720,000 

3,540,000 

2400,000 

3,200,000 

i:3i:7 

2,I50,CXX) 

2.850,000 

2,480,000 

3.230.000 

2,200,000 

3.000,000 

1:4:8 

2,000,CX)0 

2,600,000 

2,250,000 

3,930,000 

2,000,000 

2,800,000 

The  coefficient  of  cinder  concrete  differs  somewhat  from  that 
of  stone  concrete.  Table  LV.  gives  the  average  values  of  a 
series  of  tests  and  is  taken  from  the  Watertown  Arsenal  Report 
of  Tests  for  Eastern  Expanded  Metal  Co.  for  1898.  Tests  were 
in  i2-in.  cubes  3  months  old : 

TAB^E  LV.— ELASTIC  PROPERTIES  OF  CINDER  CONCRETE. 

(From  Watertown  Arsenal  Tests  of  1898.) 

12-inch  Cubes.  Age  3  Months. 

Com* 

American  .—Modulus  of  elasticity  per  sq.  in.,  between — »     presshre- 

Portland/ Proportion »  loads  of  strength 

Cement.  Cement,  sand,  cinder.      100-600  lbs.      100-1.000 lbs.  1,000-2.000 lbs.  peraq.in. 

Alpha  I  I  3  2.500.000  2,500,000  1,429,000  2,780 

Alpha  125  1,087,000  957.000  1^2 

Alpha  I  2  5  1.471,000  1.286,000  1,715 

Atlas  I  I  3  4,167,000  3,214,000  1,190,000  2.j68 

Atlas  I  I  3  2,083,000  1,875,000  1,351,000  2,580 

Atlas  I  2  5  1. 190.000  849,000  1,200 

Atlas  I  2  5  1,087,000  865,000  1,263 

Table  LVL  gives  Henby's  tests  for  the  compressive  strength 

and  the  coefficient  of  elasticity  of  cinder  concrete: 

TABLE  LVI. 

(Henby's  Tests  for  Cinder  Concrete.) 

s.    Compression  stress.    Modulus  of  elasticity. 

1,006  1461,000 

823  1,396,000 

500  1,225,000 

700  1,330,000 

640  9i6«aoo 


ixture. 

Age,  d 

1 12:4 

30 

1:2:5 

30 

1 :3 :6 

30 

1:2:5 

60 

1 :3 :6 

60 
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Table  LVII.  gives  additional  tests  made  at  Watertown  Ar- 
senal in  1903: 

TABLE  LVII.— ELASTIC  PROPERTIES  OF  CINDER  CONCRETE. 

(From  Watertown  Arsenal  Tests  for  Eastern  Expanded  Metal  Co.,  1903.) 
Lehigh  Portland  Cement.  12-inch  Cubes  set  in  air. 

Gage  Length  5  inches. 


Cement 


Propprtioni 
Sand. 


2 

2 
2 

2 

2i 

2i 

2i 

2i 

3 
3 
3 
3 


Cinder. 

4 

4 

4 

4 

5 

5 

5 

5 
6 

6 

6 

6 


/^Modnliu  of  elasticity^ 
per  sqnare  inch  between 
loads  of 
Ace.        500  to  1.000  lbs. 

.  38  1,786,000 

38  1,923.000 

224  1471,000 

224  1,563,000 

38  1,250,000 

38  893,000 

224  1,136,000 

224  1,250,000 

34  781,000 

34  1,000,000 

220  1,000,000 

220  735.000 


At  ultimate 
8tren|{th. 

1,136,000 

1,136,000 

1,087,000 

463,000 


893.000 
694,000 


694,000 
463,000 


CompresaiTS 
strength  per 
square  inch. 

1,950 

2,050 
2,600 
2,500 

MOO 
1,400 

1,980 

2,020 
1,200 

1,330 
1,720 
1,560 


For  mixtifres  of  1:2:3  or  richer,  it  will  probably  be  safe  to 
use  a  modulus  of  1,500,000  and  for  mixtures  not  leaner  than 
1:3:6,  a  value  of  from  800,000  to  1,000,000. 

Authorities  differ  considerably  on  this  question. 

The  proper  value  of  the  coefficient  of  elasticity  to  be  used  wil. 
depend  upon  the  safe  working  stresses  chosen,  the  mixture  used, 
and  the  particular  theoretical  formulas  employed  in  the  computa- 
tions. The  values  given  above  for  different  conditions  will  enable 
the  engineer  to  choose  a  proper  value  for  his  computations^ 


CHAPTER  XI. 
PHYSICAL  PROPERTIES  OF  REINFORCING  METALS. 

Metal  is  a  most  important  factor  in  reinforced  construction,  as 
dependence  is  put  upon  it  alone  to  care  for  all  dangerous  stresses. 
The  manner  in  which  it  is  used  and  the  different  forms  employed 
will  be  explained  in  the  succeeding  chapters,  but  it  is  necessary  be- 
fore discussing  the  methods  of  determining  the  sectional  area  of 
metal  needed  for  a  given  reinforced  concrete  member  to  take  up 
in  detail  its  physical  properties,  as  it  is  necessary  to  understand 
them  in  order  to  make  a  proper  choice  for  the  reinforcement. 

Until  quite  recently,  in  Europe,  wrought  iron  was  used  ex- 
clusively for  reinforcement,  and  is  still  in  great  favor,  although 
steel  is  gradually  replacing  it.  Wrought  iron  possesses  many 
valuable  characteristics,  among  which  not  the  least  is  its  property 
of  being  easily  and  safely  welded.  Steel  possesses  greater 
strength  than  iron  and  will,  on  this  account,  give  greater  economy 
if  a  high  grade  of  concrete  be  used.  The  cost  of  iron  and  steel 
in  Europe  is  about  the  same ;  in  the  United  States,  however,  steel 
is  the  cheaper,  and  is  used  exclusively  for  reinforcement. 

Wrought  Iron. — When  employed  for  reinforcement,  iron  is  most 
frequently  used  in  the  form  of  round  and  square  rods  and  flat 
bars ;  these,  being  of  a  recognized  standard  commercial  quality, 
are  easily  obtained.  The  iron  should  be  of  good  quality,  with 
a  breaking  strength  of  about  50,000  lbs.  per  sq.  in.,  and  an 
elastic  limit  of  at  least  one-half  the  ultimate  strength,  and  should 
have  an  elongation  of  from  8  to  12  per  cent,  in  a  length  of  8  ins. 
A  bar  should  bend  when  cold  180°  around  a  curve  whose 
diameter  is  twice  the  diameter  of  the  test  piece  without  evidence 
of  failure. 

The  unit  breaking  strength  of  iron  increases  as  the  section  of 
the  rod  decreases,  but  the  cost  of  the  metal  increases  as  the  size 
becomes  smaller. 

Steel. — As  has  been  stated,  steel  is  used  exclusively  for  rein- 
forcement in  America.  This  is  undoubtedly  because  it  is  cheaper 
than  wrought  iron.     Unfortunately  authorities  differ  as  to  the 
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quality  of  steel  to  be  used  for  reinforcement,  soft,  medium  and 
high  steel  being  used  by  different  engineers. 

If  a  steel  of  good  quality  be  employed,  it  is  immaterial  which 
be  used,  as  first  class  structures  have  been  built  with  each.  How- 
ever, soft  and  medium  steel  are  better  fitted  for  some  classes  of 
structures  than  high  steel,  while  in  others  the  high  steel  will 
answer  just  as  well,  with  greater  economy. 

Open  hearth  steel  is  preferable  to  Bessemer  steel,  as  it  is  more 
uniform  in  quality  and  does  not  possess  the  brittleness  sometimes 
met  with  in  Bessemer  steel,  and  which  makes  the  latter  at  times 
extremely  dangerous  for  use  as  a  reinforcing  material.  For- 
tunately it  is  possible  to  secure  such  an  excellent  quality  of  either 
soft  or  medium  steel  in  the  open  markets,  which  is  manufactured 
and  sold  under  standard  conditions,  that  an  engineer  can  feel 
sure  of  the  safety  of  his  structure  without  the  expense  of  ex- 
haustive tests. 

Open  hearth  steel,  either  acid  or  basic,  should  conform  to  the 
following  requirements:  The  maximum  limit  of  phosphorus  in 
the  finished  material  should  not  exceed  .07%  for  acid  and  .05% 
for  basic  open  hearth  steel.  Soft  steel  should  have  an  ultimate 
strength  of  from  54,000  to  62,000  lbs.,  and  an  elastic  limit  of 
not  less  than  one-half  the  ultimate  strength ;  it  should  elongate 
25%  in  8  ins.,  and  bend  cold  180°  fiat  on  itself  without  fracture 
on  outside  of  bend. 

If  medium  steel  is  used,  it  should  have  an  ultimate  tensile 
strength  of  from  60,000  to  68,000  lbs.  per  sq.  in.,  an  elastic  limit 
of  not  less  than  one-half  the  ultimate  strength  and  should  elongate 
not  less  than  22%  in  8  ins.,  and  bend  cold  180°  around  a  diameter 
equal  to  the  thickness  of  the  piece  tested,  without  fracture  on  out- 
side of  bend. 

In  the  above  bending  tests  for  soft  and  medium  steel,  the 
quality  of  the  metal  should  be  such  that  it  shall  stand  the  above 
described  tests  upon  a  test  piece  at  least  ^/lo-in.  in  diameter 
after  being  heated  to  a  cherry  red  and  cooled  in  water  at  a  tem- 
perature of  70^  F. 

High  steel,  that  is,  steel  containing  a  high  percentage  of  car- 
bon, is  used  for  reinforcement  by  some  engineers.  Brittleness 
is  to  be  feared  in  high  steel,  although  this  quality  is  not  so  danger- 
ous when  the  metal  is  used  in  reinforced  concrete  as  when  used 
in  heavv  beams  or  shapes,  as  the  concrete  to  a  large  extent  ab- 
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sorbs  the  shocks  and  protects  the  steel.  As  a  rule,  a  satisfactory 
product  cannot  be  obtained  on  the  open  market  and,  unless  the 
quantity  of  metal  desired  is  large  enough  to  warrant  unusual  pre- 
cautions and  careful  inspection  during  manufacture,  it  will  be 
almost  impossible  to  secure  a  satisfactory  material.  The  ex- 
pense necessary  to  warrant  a  careful  inspection  will  so  increase 
the  cost  of  the  material  that  little  or  no  economy  will  result  from 
the  use  of  the  high  steel,  even  though  it  possess  50  per  cent, 
greater  strength  than  medium  steel.  When  it  is  desired  to  use 
n  high  steel  it  should  contain  little  or  no  impurities,  not  more 
than  .06  per  cent,  of  phosphorus,  not  more  than  .06  per  cent,  of 
sulphur,  and  not  less  than  0.4  per  cent  or  more  than  0.8  per  cent, 
of  manganese  and  should  contain  from  0.5  to  0.6  per  cent,  of 
carbon.  It  should  possess  an  ultimate  tensile  strength  of  at 
least  100,000  lbs.  per  sq.  in.  and  an  elastic  limit  of  not  less  than 
cne-half  the  ultimate  strength,  and  should  elongate  not  less  than 
10  per  cent,  in  8  ins.  for  a  test  piece  from  ^  to  ^  in.  in  diameter. 
A  test  piece  Yz  in.  in  thickness  should  bend  1 10°  without  fracture 
around  a  diameter  equal  to  its  thickness. 

In  the  design  of  steel  structures  it  has  been  the  custom  to  base 
the  allowable  working  stress  upon  the  ultimate  strength  of  the 
steel,  but  in  reinforced  concrete  design  it  is  more  rational  to 
base  the  working  stress  upon  the  elastic  limit  of  the  steel.  This 
practice  has  been  adopted  by  the  majority  of  engineers.  The 
allowable  working  stress  should  fall  well  within  the  elastic  limit, 
for  as  soon  as  this  limit  is  reached  the  metal  stretches  rapidly 
rnd,  decreasing  in  section,  is  loosened  from  the  concrete,  there- 
by destroying  the  monolithic  action  existing  before  this  point 
is  reached.  As  the  metal  stretches  the  concrete  cracks  badly  and 
its  usefulness  as  a  structural  material  becomes  impaired  and  is 
ultimately  dest roved. 

Other  things  being  equal,  the  steel  having  the  highest  elastic 
limit  will  be  the  most  satisfactory  for  reinforcement.  Unfor- 
tunately  steel  having  a  high  elastic  limit  has  approximately  the 
same  coefficient  of  elasticity  as  low  steel.  The  resistance  of  steel 
to  deformation  depends  upon  its  coefficient  of  elasticity.  The 
elongation  suffered  by  the  metal  will  not  be  proportional  to  its 
elastic  limit,  but  to  its  coefficient  of  elasticity.  Thus  a  steel  with 
an  elastic  limit  of,  say  30,000  lbs.  per  sq.  in.,  will  at  this  limft 
stretch  about  o.ooio  of  its  length,  while  a  steel  with  an  elasti€ 
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limit  of,  say,  50,cxx)  lbs.,  will  stretch  about  0.00167  times  its 
length  at  its  elastic  limit.  The  first  limit,  o.ooio,  is,  as  is  ex- 
plained in  Chapter  XVIII.,  about  the  maximum  stretch  allow- 
able in  reinforced  concrete  work,  hence  little  will  be  gained  by 
the  use  of  the  high  steel.  However,  a  higher  factor  of  safety 
will  result  when  the  high  steel  is  used,  and  the  working  stresses 
may  more  easily  approximate  those  developed  at  the  allowable 
limit  of  stretch,  and  a  real  economy  secured  by  the  use  of  high 
steel.  When  high  steel  of  a  satisfactory  quality  can  be  secured 
at  a  price  not  greatly  in  excess  of  that  of  medium  steel,  con- 
siderable saving  may  result.  Thus  a  saving  of  as  much  as  25 
per  cent,  over  mild  steel  may  ensue  if  the  high  steel  rods  be 
secured,  as  is  often  the  case,  at  an  advance  of  about  10  per  cent, 
in  price  over  mild  steel. 

The  elastic  limit  or  yield  point  of  ordinary  mild  steel  varies 
from  30,000  to  40,000  lbs.  per  sq.  in. ;  36,000  lbs.  may  be  taken 
as  a  fair  average.  The  elastic  limit  of  high  carbon  steel  varies 
from  50,000  to  60,000  lbs.  per  sq.  in. ;  54,000  lbs.  may  be  taken 
as  a  safe  working  value. 

If  the  high  steel  be  used  and  it  is  assumed  that  the  additional 
stretch  in  the  concrete  is  not  injurious,  a  much  smaller  percentage 
of  steel  will  be  needed  to  secure  the  same  moment  of  resistance 
than  when  mild  steel  is  used. 

The  question  in  regard  to  whether  or  not  the  minute  cracks 
in  the  bottom  side  of  the  beams  will  prove  injurious  and  permit 
the  corrosion  of  the  steel,  is  one  requiring  careful  investigation. 
When  data  on  this  subject  become  available,  many  vexing  ques- 
tions concerning  reinforced  concrete  will  be  solved.  In  the 
meantime  it  would  seem  to  be  conservative  practice  to  limit  the 
stress  in  the  steel  so  that  the  cracks  cannot  prove  dangerous  in 
as  far  as  the  economy  of  reinforced  construction  permits. 

When  the  concrete  is  to  be  subjected  to  a  moist  atmosphere 
or  to  corrosive  gases,  steel  with  lower  working  stresses  should 
be  employed  or  a  different  form  of  construction  adopted. 

In  many  classes  of  structures  there  is  no  doubt  high  steel  may 
be  used  with  economy  and  without  in  any  way  endangering  the 
structure.  Thus  in  walls  and  floors  in  buildings  not  subject  to 
shocks  or  vibrations,  retaining  walls,  reservoirs,  etc.,  not  sub- 
jected to  severe  conditions,  the  high  steel  will,  in  the  majority 
of  cases,  prove  satisfactory.     For  railway  bridges,  factory  and 
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warehouse  floors,  subjected  to  vibration,  shocks,  etc.,  a  soft  duc- 
tile steel  should  in  all  cases  be  used.  Where  soft  steel  is  used  its 
great  ductility  will  enable  it  to  stretch  and  give  warning  of  failure 
long  beiore  final  rupture  takes  place. 

Cost  of  Beinforcement. — A  statement  of  the  comparative  cost 
of  a  number  of  the  special  reinforcing  bars  in  general  use  would 
be  of  interest.  The  cost  of  steel,  however,  fluctuates  from  time 
to  time,  and  prices  are  based  on  aA  average  price  per  pound  of 
plain  steel  rods  in  50-ton  lots  at  the  mills.  The  standard  size  of 
rod  on  which  a  base  price  is  assumed  is  ^4  in.  or  over.  For  sizes 
below  }i  in.  the  price  increases,  according  to  the  schedule  of  the 
Associated  Steel  Manufacturers. 

Table  LVIII.  gives  the  relative  prices  for  different  sizes  of 
plain  rods,  assuming  the  price  of  ^-in.  plain  Bessemer  rods  at 
$30  a  ton,  or  1.5  cts.  per  pound.  The  cost  of  deformed  rods  is 
from  $8  to  $12  a  ton  more  than  the  cost  of  plain  rods,  depending 
upon  the  condition  of  the  market.  Thus,  the  market  price  for  a 
%-in.  deformed  bar  of  O.  H.  steel,  at  an  increase  of  $8  per  ton, 
will  be  1.65  +  0.40  ---  2.05  cts.  per  pound. 

For  Ransome  twisted  bars  about  $4  a  ton  should  be  added  to 
the  cost  of  plain  bars  for  twisting. 

For  the  Kahn  bar,  owing  to  its  peculiar  form,  more  metal  must 
be  used  for  equal  strength  than  when  plain  or  ordinary  deformed 
bars  are  used.  Hence,  for  equal  pound  prices  the  cost  of  the 
Kahn  reinforcement  will  be  higher.  It  should,  however,  be 
remembered  that  a  large  portion  of  this  extra  metal  is  used  for 
stirrups.  The  manufacturers  do  not  supply  a  schedule  of  prices 
for  different  sized  bars,  but  quote  special  prices  for  each  job  upon 
which  they  bid. 

TABLE  LVIII.— COST  OF  DIFFERENT  SIZES  OF  PLAIN  RODS 

(Price  in  cents  per  pound  on  basis  of  50-ton  lots  at  mill.) 

Bessemer         Open 
Size.  rods,  plain.       hearth. 

%    to  3      inch 1.50  1.65 

%    to  "/,«    *'    1.60  1.76 

%    to    V.o    "    170  1.86 

Vio  **    190  2.07 

%  *•    J.oo  2.18 

Vi«  "    -2.10  2.28 

Va    to    7.U    ••     -'.->o  2.39 

The  cost  of  putting  in  steel  for  retaining  walls,  arches  and 
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ordinary  constructions  varies  from  $5  to  $8  per  ton.    In  building 
work  it  may  run  up  to  $15  a  ton. 

There  are  a  number  of  firms  furnishing  reinforcements  for 
beams  and  girders  fabricated  into  units  or  trusses  ready  to  put 
into  place.  Some  of  these  make  special  provision  for  attaching 
the  slab  reinforcement.  This  method  of  reinforcement,  from 
experience  up  to  date,  has  been  found  to  cost  from  33  to  50  per 
cent  more  than  properly  constructed  single-bar  systems. 


CHAPTER  XII. 

PRINCIPLES    AND    DISPOSITION    OF     REINFORCE- 
MENT. 

The  development  of  reinforced  concrete  as  a  distinct  system  of 
construction  dates  from  the  time  that  the  function  of  the  metallic 
reinforcement  was  understood.  The  highest  success  in  the  use  of 
this  form  of  construction  is  attained  only  when  a  maximum 
strength  is  secured  at  a  minimum  cost.  This  is  possible  only  by 
using  the  proper  proportions  of  the  two  elements — concrete  and 
metal — these  being  placed  in  such  a  manner  as  to  obtain  the 
greatest  strength. 

Certain  fundamental  principles  are  essential  to  this  system  of 
construction.  When  a  solid  body  is  acted  upon  by  external 
forces,  stresses  are  produced  in  its  interior,  which  tend  to  change 
its  shape.  These  stresses  may  in  general  be  resolved  into  three 
kinds,  viz. :  tension,  compression  and  shear.  The  materials  of 
which  reinforced  concrete  is  composed  behave  differently,  accord- 
ing to  the  nature  of  the  stresses  brought  upon  them. 

The  metal,  iron  or  steel,  resists  these  three  kinds  of  stresses 
equally  well.  Cement  concrete,  however,  while  acting  well  under 
compression,  offers  comparatively  small  resistance  to  tension  and 
shear.  These  facts  form  the  basis  for  construction  in  reinforced 
concrete ;  for  by  providing  an  ample  section  of  concrete  to  resist 
the  compressive  stresses  and  strengthening  that  part  of  the  given 
structure  where  dangerous  tensile  and  shearing  stresses  are  de- 
veloped by  incorporating  in  the  body  a  metal  skeleton,  a  safe  and 
economic  structure  is  obtained.  At  times  metal  is  also  used  to 
reinforce  the  part  under  compression,  but  it  is  evident  that  *the 
greatest  utility  is  obtained  when  the  only  function  of  the  steel 
is  to  take  care  of  the  tension. 

Many  engineers  neglect  the  tensile  strength  of  concrete  and 
rely  entirely  on  the  reinforcement  to  care  for  tensile  stresses. 
While  this  is  on  the  side  of  safety,  it  is  not  always  wise  to  neglect 
the  tensile  strength  of  the  concrete. 

In  order  that  this  heterogeneous  mass  of  reinforced  concrete 
may  act  slI  a  unit,  it  is  necessary  that  the  internal  stresses  shall 
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be  transmitted  from  the  concrete  to  the  metal.  That  stability 
may  be  assured^  it  is  requisite  that  the  shearing  stress  developed 
at  the  surface  of  contact  between  the  two  materials  shall  not 
be  greater  than  the  adhesion  between  them.  When  the  adhesion 
is  less  than  the  shear  it  is  necessary  to  use  some  form  of  mechan- 
ical bonding. 

Classification  of  Eeinforced  Concrete  Members. — Reinforced 
concrete  pieces  may  be  classified  according  to  the  manner  in 
which  they  are  used.  This  is  determined  by  the  form  of  the 
piece  and  the  method  of  application  of  the  external  forces. 

Straight  pieces,  viz.,  pieces  having  a  rectangular  longitudinal 
section,  may  be  strained  in  compression  and  flexure.  Pieces  hav- 
ing a  curved  longitudinal  section  may  be  strained  in  flexure, 
compression  and  tension.  Pieces  strained  in  flexure  are  in  gen- 
eral subjected  to  shearing  stresses.  This  will,  therefore,  not 
modify  the  following  classification.  We  will  divide  reinforced 
concrete  pieces  into  the  five  following  classes : 

First :    Straight  pieces  strained  in  flexure,  as  beams. 

Second :    Curved  pieces  strained  in  flexure,  as  arches. 

Third:     Straight  pieces  strained  in  compression,  as  columns. 

Fourth:  Curved  pieces  strained  in  compression,  as  pipes  sub- 
jected to  external  pressure. 

Fifth:  Curved  pieces  strained  in  tension,  as  pipes  subjected 
to  internal  pressure. 

Reinforced  concrete  is  not  adapted  to  straight  pieces  strained 
in  tension. 

Straight  Pieces — ^Beams  and  Slabs.— Definition :  If  the  external 
forces  act  normal  to  the  axis  of  the  rectangular  piece,  it  will  be 
strained  in  simple  flexure ;  if  obliquely,  in  composite  flexure.  All 
cases  of  composite  flexure  may  be  resolved  into  compression  and 
simple  bending.  Only  in  special  cases  of  composite  flexure,  which 
cccur  very  rarely,  when  the  compression  is  excessive,  will  it  be 
necessary  to  modify  the  character  of  the  reinforcement.  Under 
such  circumstances  the  piece  should  be  treated  as  a  straight  piece 
subject  to  compression.  A  large  variety  of  structures  may  be 
grouped  under  this  classification.  Straight  pieces  are  of  two 
kinds,  slabs  and  beams.  Sometimes  slabs  and  beams  are  used 
together,  and  we  then  have  ribbed  slabs  or  T-beams.  Reinforced 
concrete  beams  may  have  any  one  of  the  forms  which  are  ascribed 
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to  beams.*  Slabs  are  usually  of  three  forms.  They  may  rest 
sipiply  upon  the  supports,  be  fixed  at  the  supports  or  be  con- 
tinuous over  them.  In  the  analysis  of  stresses,  sections  of  a  slab 
may  be  treated  as  a  shallow  beam. 

Flezural  Stresses. — In  a  beam  supported  at  both  ends  and  acted 
upon  by  a  force  normal  to  its  axis,  it  is  evident  that  at  any  vertical 
section,  by  virtue  of  the  bending  stress,  that  part  of  the  beam 
above  the  neutral  axis  is  under  compression  and  that  part  below 
under  tension.  Both  of  these  stresses  attain  maximum  values  at 
the  outermost  fibres  of  the  beam  and  decrease  to  zero  at  the  neu- 
tral axis.  The  intensity  of  this  stress  at  any  point  may  be  ob- 
tained from  the  well-known  equation  of  flexure: 

Mc 

f  =  , 

I 

when  M  represents  the  bending  moment,  c  =  the  shortest  dis- 
tance from  the  given  point  at  the  neutral  axis;  I  =  the  moment 
of  inertia  of  the  given  beam,  and  f  =  the  intensity  of  the  stress  at 
the  given  point. 

The  bending  moment  M,  and  with  it  the  intensity  of  the  hori- 
zontal stress  f,  increases  from  the  end  toward  the  middle  of  the 
beam.  Thus  we  see  that  the  horizontal  stress  f  varies,  not  only  in 
a  vertical  direction  on  both  sides  of  the  neutral  axis,  but  also  in 
the  direction  of  the  length  of  the  beam. 

If  we  consider  the  beam  as  composed  of  a  series  of  horizontal 
layers,  this  increase  of  horizontal  stress  from  one  layer  to  the  next 
develops  a  force  tending  to  slide  one  longitudinal  layer  past  the 
one  next  above.  This  force  is  called  longitudinal  or  horizontal 
shear. 

Vertical  Shearing. — The  vertical  shear  at  any  section  of  a  beam 
is  the  reaction  due  to  the  load  at  one  end  minus  that  part  of  the 
load  lying  between  the  end  and  girder  section. 

Owing  to  the  low  shearing  stress  of  concrete,  this  should  not 
be  neglected  in  proportioning  reinforced  concrete  pieces. 

In  order  that  there  be  equilibrium  in  a  beam,  the  summation  of 
the  internal  stresses  must  be  equal  to  zero.  By  well-known  meth- 
ods of  analysis  the  direction  and  intensity  of  the  stresses  in  a 
beam  may  be  obtained.  Fig.  67  shows  the  lines  of  stresses  in  a 
beam  under  flexure  as  given  by  Rankine. 


*See  Merrlman's  Mechanics  of  Materials,  Chaps.  V.,     VI.   and  VII.,    10th  edi- 
tion    inoA 
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Tensile  and  shearing  stresses  tending  to  rupture  always  exist  in 
a  concrete  piece  strained  in  flexure.     In  placing  the  metal  rein- 
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Fig.   67. — Lines  of  Stress  in  a  Beam  Under  Flexure. 

forcement  in  a  concrete  piece,  both  the  tensile  and  shearing  stress 
should  be  taken  into  consideration. 
Disposition  of  the  Beinforcement. — It  is  evident  that  in  order  to 


Fig.    68. 

Utilize  the  maximum  strength  of  the  reinforcement,  it  should  be 
placed  as  near  as  possible  to  the  outer  fibre  of  the  piece  under 
tension. 
Let  us  first  consider  a  simple  beam  loaded  from  above  and  sup- 


Fig.  69. 

ported  at  two  points.  Tensile  stresses  will  be  developed  in  the 
lower  part  of  the  beam  throughout  its  length.  To  care  for  these 
the  reinforcement  should  be  placed  in  the  bottom  of  the  piece,  as 


Fig.  70. 


near  as  possible  to  the  lower  face,  and  extend  over  the  entire  por- 
tion between  the  supports.  The  reinforcement  may  be  straight,  as 
in  Fig.  68.  This  is  the  simplest  form  of  reinforcement.  It  may  be 
given  a  curved  form,  as  in  Fig.  69,  since  the  bending  moment  and 
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the  tensile  stress  increase  from  the  supports  to  the  middle  of  the 
beam.  This  curved  form  should  be  compared  with  the  curve  of 
tensile  stresses  shown  in  Fig.  67.   When  the  curved  form  is  used 


Fig.   71. 

the  lower  face  of  the  beam  sometimes  follows  the  curve  of  the 
reinforcement,  as  shown  in  Fig.  70.    When  this  form  is  used,  care 


Fig.   72 


•> 


must  be  taken  not  to  reduce  the  section  near  the  supports  so  that  it 
will  be  unable  to  carry  the  end  shear. 

When  the  beam  is  fixed  at  the  ends,  as  shown  in  Fig.  71,  the 


Fig.  73. 


bending  moment  changes  in  character  between  the  supports.  In 
the  middle  portion  the  lower  part  of  the  beam  is  in  tension — near 
the  supports  the  upper  part  is  in  tension.    A  straight  bar  extend- 
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ing  over  the  entire  length  of  the  bottom  and  two  short  bars  at 
the  top,  extending  over  the  region  of  tension,  and  anchored  at 
the  supports,  provide  one  form  of  reinforcement  for  this  form  of 
beam. 


Pig.  74. 


As  the  region  of  tensile  stresses  is  somewhat  indeterminate,  the 
top  reinforcement  is  sometimes  made  to  extend  throughout  the 
length  of  the  entire  piece,  as  shown  in  Fig.  72. 


Fig.   75. 

This  gives  us  the  type  of  double  reinforcement.  A  single 
curved  reinforcement,  as  shown  in  Fig.  73,  may  be  used,  extend- 
ing along  the  lower  part  of  the  middle  of  the  beam  and  rising  to 
the  upper  part  at  the  support,  giving  the  desired  resistance,  both 


Fig.  76. 

at  the  center  and  the  ends.  A  modification  of  the  form  of  the 
piece  by  thickening  the  beam  at  the  ends  (Fig.  74),  gives  addi- 
tional strength  at  the  supports.  By  rdding  a  straight  bar  at  the 
bottom  to  the  curved  bar  we  get  the  mixed  system  shown  in  Fig. 


I 
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75.  Another  straight  bar  at  the  top  may  be  added,  and  we  obtain 
the  form  shown  in  Fig.  76. 

The  upper  reinforcements  of  Figs.  y2  and  76,  while  stressed  in 
tension  at  the  ends,  strengthen  the  upper  middle  portion  of  the 
beam  under  compression  by  its  resisting  value  in  compression. 

The  forms  of  reinforcement  described  above  are  the  more  sim- 
ple dispositions.  By  the  addition  of  more  rods,  many  complicated 
systems  may  be  evolved,  but  the  action  of  the  bars  to  resist  tension 
can  be  in  the  last  analysis  reduced  to  one  of  these  forms. 


CHAPTER  XIII. 
MECHANICAL  BOND. 


Longitudinal  EDiearing  Stresses. — ^As  has  been  explained,  there 
are  two  kinds  of  shearing  stresses  which  must  be  considered  in 
reinforced  concrete  construction:  (i)  The  shearing  which  is  de- 
veloped at  the  surface  of  contact  between  the  concrete  and  the 
metal,  (2)  the  vertical  shear,  existing  in  the  mass  of  concrete, 
which  may  be  defined  as  the  algebraic  sum  of  all  the  vertical 
components  of  the  internal  stresses  at  any  section  of  the  beam. 

It  is  essential  that  both  kinds  of  shear  be  taken  into  account 
when  proportioning  reinforced  concrete  pieces,  for  in  the  case  of  \ 
the  first  the  safety  and  utility  of  this  form  of  concrete  construe- 
tion  depends  upon  the  adhesion  being  ample  to  care  for  the  hori- 
zontal shear,  and  as  in  other  forms  of  construction,  if  ample  pro- 
vision is  not  made  for  the  second,  the  structure  will  fail.  The 
question  of  adhesion  and  safe  values  for  horizontal  shear  is 
discussed  in  another  chapter. 

It  is  our  purpose  here  to  take  into  consideration  the  methods  of 
caring  for  this  shear  where  the  adhesion  between  the  two  mate- 
rials is  not  sufficient,  or  when  it  is  not  thought  wise  to  rely  en- 
tirely upon  it. 

Many  engineers  hold  that  some  form  of  mechanical  bonding 
should  always  be  used ;  others  that  it  is  not  necessary.  In  Europe 
until  very  recently  reliance  was  placed  upon  adhesion  alone  to 
care  for  the  horizontal  shear.  In  America  mechanical  bonding  is 
in  gjeat  favor.  It  may  be  conservatively  stated  that  where  proper 
shearing  values  are  used,  reliance  may  safely  be  placed  on  the  ad- 
hesion, but  there  can  be  no  objection  and  it  is  often  desirable  to 
supplement  it  by  some  form  of  mechanical  bonding. 

Mechanical  bonding  may  consist  of  deformed  rods,  supple- 
mentary rods,  stirrups  or  anchors,  all  intended  to  make  a  closer 
union  between  the  reinforcement  and  the  concrete.  This  bond- 
ing, acting  in  conjunction  with  the  concrete,  may  be  considered  as 
fulfilling  the  functions  of  the  web  of  a  metal  beam. 

Composite  Ban. — One  of  the  first  forms  of  mechanical  bonding 
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which  deserves  mention  was  invented  by  Thaddeus  P.  Hyatt.  It 
consists  in  passing  short  horizontal  rods  through  holes  drilled  or 
punched  in  the  main  reinforcing  bar,  as  shown  in  Fig.  yy. 


IT 


S^ 


^i^ 


^^ 


^N 


Fig.    i  i . — Hyatt    Reinforcing 


Bar. 


When  a  series  of  parallel  reinforcing  bars  is  used,  the  small 
rods  may  be  increased  in  length  and  pass  through  a  number  of  the 
series.     This  gives  a  form  shown  in  Fig.  104,  under  floor  slabs. 


o 


o 


o 


o 


c  > 

Fig.   78. — Thacher  Riveted  Bar. 

Either  square  or  flat  bars  may  be  used.  In  the  construction  of 
bridges,  Mr.  Edwin  Thacher  formerly  used  flat  bars  of  large 
section,  and  replaced  the  rods  with  rivets,  the  heads  of  which  give 


Fig.    79.— Klett   Reinforcing   Bar. 

the  necessary  bond,  as  shown  by  Fig.  78.  An  objection  to  the 
use  of  bars  of  this  kind  is  the  reduction  of  area  due  to  the  drilled 
or  punched  holes. 

In  the  Klett  system  (Fig.  79)  angles  of  a  length  equal  to  the 
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Fig.   SO.— Staff  Indented  Bar. 

width  of  a  flat  bar  are  riveted  at  intervals  throughout  its  length. 
This  system  is  used  for  floor  slabs  between  beams. 

Indented  Flat  Bars. — In  the  Staflf  system  ( Fig.  80)  a  flat  bar  is 
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used,  with  alternating  projections  and  depressions  of  circular 
form,  stamped  in  the  metal  when  it  is  rolled. 

Twisted  Steel  Bars. — Steel  bars  twisted  cold  are  the  invention 
of  Mr.  E.  L.  Ransome.  Square  bars  are  usually  employed,  but  the 


Fig.  81.— Ransome  Twisted  Bar. 

System  may  be  applied  to  a  variety  of  sections.  The  twisted  form 
(Fig.  81)  gives  a  firm  grip  upon  the  concrete,  thereby  greatly  as- 
sisting the  adhesion  between  the  two  materials.  These  bars  have 
been  very  widely  used  in  various  Ransome  concrete  steel  construc- 
tions. They  may  be  purchased  already  twisted,  or  plain  bars  may 
be  bought  and  twisted  at  the  site  of  the  work.  The  apparatus 
accessary  for  twisting  is  inexpensive,  and  one  man  can  easily  twist 
the  rods  as  fast  as  needed.  The  accompanying  table  gives  ap- 
proximately the  number  of  twists  per  foot  of  bars : 

Size  in       Number  of      Size  in      Number  of  Size  in  Number  of 

inches.  twists.  inches.  twists.  inches.  twists. 

%x%  7  ixi  I  i%xfi%  % 

%  X  %         5       1%  X 1%       ^^  2x2  v.. 

%x%  3  i%xi%  %  

The  operation  of  twisting  the  rods  cold  modifies  the  qualities 
Df  the  metal,  raising  the  elastic  limit  and  ultimate  strength,  as 
shown  by  the  following  table: 

Size  of  Bars,  Ebstic  Limit.  Uhimate  Strength. 

inches.  Plain.  Twisted.  Plain.  Twisted. 

%  X  %  46,170  62,350  57.800  86.700 

%  X  %  34,840  56,720  59,200  85,240 

%  ^  %  39700  56,150  62,100  84,730 

De  Man  Ban. — The  twisted  bar  shown  in  Fig.  82  is  the  inven- 


Fig.  82. — De  Man  Crimped  Bar. 

tion  of  Mr.  Alphonse  De  Man.  It  is  intended  for  use  in  cinder 
concrete  for  floor  slabs.  This  bar  is  used  in  sizes  varying  from 
i-io  to  >4  in.  in  thickness  and  from  ^  to  i^  ins.  in  width;  }i  x 
J^-in.  bars  have  been  most  extensively  used.     At  regular  in- 
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tervals  along  its  lenj^th  the  bar  is  crimped  so  as  to  brings  a 
portion  of  the  normally  vertical  web  into  approximately  a 
horizontal  position  and  form  a  variation  in  shape  which  gives 
a  mechanical  bond.  This  bar  is  mostly  used  for  floor  slabs 
between  steel  beams,  and  when  so  used  the  ends  are  crimped 
to  a  horizontal  position  and  are  bent  to  hook  over  the  flanges 
of  the  I-beams.  This  bar  is  used  for  spans  up  to  8  ft.  It  is 
set  with  the  broad  dimension  vertical. 

The  Lug  Bar. — This  bar,  as  is  shown  in  Fig.  82A,  while 
similar  to  the  Ransome  twisted  bar,  has  a  hexagonal  section 
with  two  short  and  two  long  sides  and  has  lugs  projecting  at 
intervals  from  its  short  sides.  The  irregular  section  with 
projecting  lugs  is  obtained  by  special  rolling.  Like  the  Ran- 
some bar  the  lug  bar  is  twisted  cold.  The  purpose  of  the 
lugs  is  to  assist  the  twisted  section  in  securing  a  firm  grip  on 
the  concrete  and  resist  any  tendency  on  the  part  of  the  bar  to 
untwist  under  tension.     The  bars  are  rolled  from  mild  steel 


Fig.    82A.      The   Lug 


with  an  elastic  limit  of  not  less  than  32,000  lbs.  and  an  ultimate 
strenjjth  of  between  55,000  and  65.000  lbs.  By  cold  twisting 
the  ultimate  strength  is  raised  to  about  84.000  lbs.  per  sq.  in. 
and  the  elongation  is  much  less  than  before.  As  a  result  yield- 
ing takes  place  slowly  and  uniformly  nearly  up  to  the  ultimate 
strength  without  any  sudden  falling  off  of  load  carrying  capac- 
ity. This  bar  is  manufactured  by  The  General  Firepfooflng 
Co.,  Youigstown,  O.  The  sizes,  weights  and  sections  are 
given  in  the  accompanyinsf  table.  As  will  be  seen,  the  bar  is 
rolled  in  sections,  corresponding  to  from  K-in.  to  i^,^-in. 
square  bars,  and  the  section  is  free  from  sharp  angles  which 
might  start  cracks  in  the  concrete. 
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PROPERTIES    OF    COLD    TWISTED    LUG   BAR. 


Approx. 

Size. 

Wt.  per  foot. 

Net  sec.  area. 

Va" 

.222 

.0625 

H'' 

.492 

.1406 

H" 

.870 

.2500 

H" 

1.350 

.3906 

Va- 

1.940 

.5625 

H" 

2.640 

.7656 

1    " 

3450 

1. 0000 

1%'' 

4.350 

1.2656 

i%" 

5.370 

1.5625 

I'A'' 

7.700 

2.2500 

The  Cup  Bar. — This  bar,  as  shown  in  Fig.  82B,  consists  of 
a  bar  of  round  section  having  four  longitudinal  ribs  connected 
by  transverse  ribs  rolled  upon  its  perimeter.  These  ribs  form 
depressions  or  cups,  which  giv&  a  firm  hold  upon  the  concrete. 


Fig.  82B.     The  Cup  Bar. 


This  bar  is  manufactured  in  sizes  from  ^  in.  to  ij4  in.  vary- 
ing by  y^,  in.,  the  net  area  of  each  section  being  the  same  as 
a  square  bar  of  the  same  designation.  It  will  be  seen  that  the 
cross-section  of  the  bar  is  absolute,  no  allowances  have  to  be 
made  for  the  deformations.  Another  point  to  be  noted  is  that 
in  this  bar  the  fibers  are  not  distorted  from  a  straight  line 
with  the  result  that  no  injury  to  strength  results  from  the 
deformations.  In  conclusion  the  rolling  necessary  to  pro- 
duce the  cups  has  the  effect  of  developing  a  more  uniform  and 
compact  fiber  structure  than  is  produced  in  a  plain  bar  as 
ordinarily  rolled.  The  elastic  limit  and  ultimate  strength  are 
increased  and  the  ductility  is  not  reduced.  This  bar  is  manu- 
factured by  the  Trussed  Concrete  Steel  Co.,  of  Detroit,  Mich. 
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Corrugated  Ban. — Steel  bars  of  square  section,  with  corru- 
gations on  all  four  sides,  as  shown  in  Figs.  83  and  84,  are  the  in- 
vention of  Mr.  A.  L.  Johnson,  M.  Am.  Soc.  C.  E.,  and  are  manu- 
factured by  the  St.  Louis  Expanded  Metal  &  Corrugated  Bar 
Co.,  St.  Louis,  Mo.    Two  forms  are  used;  the  old-style  bar  (Fig. 


Pig.  83.— Corrugated  Bar,  Old  Style. 

83),  which  is  preferred  in  some  situations,  and  has  some  metal 
which  is  not  available  for  trength,  and  the  new  bar  (Fig.  84), 
which,  it  is  claimed,  has  a  constant  cross-section  and  is  the  most 
economic  in  metal.  Both  bars  are  manufactured  of  soft,  medium 
and  high  carbon  steel.    Another  type  of  corrugated  bar  is  shown 


Fig.  84— Corrugated  Bar,  New  Style. 

in  Fig.  85 ;  tins  bar  is  Hat  in  section  and  may  be  used  in  situations 
where  a  flat  bar  is  desirable. 

The  patent  on  this  bar  covers  all  bars  which  can  be  rolled  hav- 
ing a  ribbed  surface  in  which  the  angle  made  by  the  sides  of  the 
ribs  with  a  plane  at  right  angles  to  the  axis  of  the  bar  is  less  than 
the  angle  of  friction  between  the  concrete  and  the  metal.    These 


Fig.  85.— Corrugated  Plat  Bar. 

corrugations  are  intended  to  supplement  tlic  adhesion  which  ex- 
ists between  the  concrete  and  the  metal,  and  should  assist  mate- 
rially  in  resisting  horiH)ntal  shear.  Table  IJX.  gives  the  sizes, 
net  section  and  weight  of  tlic  three  styles  of  corrugated  bars 
described.  All  sizes  are  subject  to  a  variation  in  weight  of  5  per 
cent,  either  way. 


mechanical  bond,  225 

Table  lix.— sizes,  sections  and  weights  of 

corrugated  bars. 


QQ.S 

-Old  Bar- 

Size  in 
inches. 

-New  Bar— 

Weight 
per  ft. 

4 

Size  in 
inches. 

Net       ? 
section    '* 
sq.    in.    0 

7 

Weight 
perft. 

% 

0.18 

0.64 

% 

0.06 

0.24 

%  X  I        0.19 

0.73 

% 

0.37 

1.35 

% 

0.25 

0.85 

Vi«xi%    0.32 

I.18 

% 

0.55 

1.95 

% 

0.39 

1.33 

%xi%    0.41 

1.35 

I 

0.70 

2.70 

% 

0.56 

1. 91 

%xi%    0.54 

1.97 

I^ 

1.07 

4.00 

% 

0.77 

2.60 

%  X  2          0.65 

2.27 

I 

1. 00 

340 

%X2%      0.80 

2.85 

1% 

1.56 

5.31 

While  this  bar  may  be  rolled  from  medium  or  soft  steel,  the 
manufacturers  use,  almost  exclusively,  a  high  carbon  steel,  made 
from  old  steel  rails.  This  steel  has  an  elastic  limit  varying  from 
50,000  to  60,000  lbs.  per  sq.  in.,  and  a  breaking  strength  of  about 
100,000  lbs.  This  value  is  from  60  to  70  per  cent,  higher  than  the 
elastic  limit  of  mild  steel,  and  on  account  of  this  high  elastic 
limit  only  about  ^/lo  as  much  metal  is  used  as  when  mild  steel  is 
employed. 

Thacher  Steel  Bars.— The  Thacher  bulbed  bar  is  the  invention 
of  Mr.  Edwin  Thacher,  M.  Am.  Soc.  C.  E.,  and  is  shown  in  Fig. 
86.  Thacher  bars  are  manufactured  by  two  methods,  which  are, 
respectively,  designated  as  No.  i  mill  and  No.  2  mill  bars.  At  No. 
T  mill  round  bars  are  reheated  and  rerolled  to  the  finished  shape. 
This  method  is  used  for  bars  that  are  to  be  connected  by^  sleeve 
nuts ;  6  ins.  at  each  end  of  the  bar,  on  which  thread  is  to  be  cut. 


Flir.    86.— Thacher    Bar. 


being  left  round.    Such  bars  are  used  in  arches  for  which  adjust 
ments  in  the  bars  are  very  essential.    They  are  also  used  when 
bars  are  required  of^a  greater  length  than  can  be  rolled  or  shipped 
in  one  lengfth,  and  for  all  bars  under  ^  in.  and  over  iV$  in^    in 
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diameter.  No.  2  mill  bars  are  rolled  to  the  finished  shape  at  the 
rolling  mills  without  reheating,  and  are  used  when  no  splices 
or  adjustments  are  necessary.  No.  i  mill  bars,  varying  by  six- 
teenths, are  rolled  on  special  order. 

Table  LX.  gives  the  properties  of  both  kinds  of  bars. 

TABLE    LX.— GIVING    AREAS    AND    WEIGHTS    PER    LINEAR 
FOOT  OF  THACHER  AND  DIAMOND  BARS. 


Nominal 

No. 

I  Mill. 

No. 

2  Mill. 

Diamond  Bar. 

diameter. 

Area, 

Weight, 

Area, 

Weight. 

Area, 

Weight, 

ins. 

sq.  in. 

per  hn.  ft. 

sq.  in. 

per  lin.  ft. 

sq.  in. 

per  lin.  ft. 

H 

0.047 

0.16 

•  •  • 

•  •  • 

0.0625 

0.213 

H 

O.IO 

0.34 

■  *  • 

•  •  • 

0.1406 

0.478 

V2 

0.18 

0.61 

0.17 

0.58 

0.25 

0.85 

^ 

0.28 

0.95 

0.27 

0.92 

0.39 

^'33 

Ya 

0.41 

1-39 

0.39 

1.34 

0.56 

1. 91 

n 

0.55 

1.87 

0.53 

1.79 

0.76 

2.60 

I 

0.71 

2.42 

0.68 

2.32 

1. 00 

3.40 

1% 

0.90 

306 

•  •  • 

•  •  • 

•   ■  • 

•  ■  • 

1% 

1. 10 

374 

IJ04 

3.55 

I.S6 

5.31 

iH 

1.32 

4.49 

•  •  • 

•  •  • 

•      •     • 

•  ■  • 

1/2 

1.56 

530 

1.53 

520 

•      •     ■ 

•   •  • 

i^ 

1.81 

6.16 

•  •  • 

•  •  • 

•     •     • 

•  •  • 

iVa 

2.08 

7.07 

•  •  • 

•  •  • 

•     •    • 

•    •   a 

iH 

2.35 

8.00 

•  ■  • 

•   •  • 

•     •     • 

•    •    • 

2 

2.65 

9.02 

•  •  • 

•  •  • 

•      •    • 

•    •    ■ 

In  the  majority  of  cases  variation  in  rolling  will  not  exceed 
2y2  per  cent.,  but  in  some  cases  the  variation  from  standard 
may  reach  5  per  cent. 

The  purpose  of  the  inventor  in  designing  these  bars  has  been 
to  avoid  all  sharp  corners, knife  edges  and  abrupt  offsets,  and  all 
changes  of  section  are  made  by  gentle  curves,  thereby  avoid- 
ing any  tendency  to  split,  crack  or  shear  the  concrete.  These 
bars  cannot  slip  in  the  concrete,  and  their  peculiar  form  en- 
ables the  concrete  to  be  easily  tamped  about  them  without 
leaving  any  voids  at  or  near  the  surface  of  contact.  These 
bars  are  usually  rolled  from  medium  steel,  but  may,  on  special 
orders,  be  secured  of  soft  or  high  carbon  steel.  For  descrip- 
tion and  illustration  of  the  Diamond  bar  see  page  235A.  The 
patents  of  the  Thacher  and  Diamond  bars  are  controlled  by 
the  Concrete-Steel  Engineering  Co.,  of  New  York. 

Special  Arrangement  of  Bars. — There  are  still  other  means  of 
caring  for  the  horizontal  shear  than  by  the  use  of  deformed  rods. 
The  form  which  the  reinforcement  takes  in  the  concrete  may  mod- 


MECHANICAL  BOND, 


231 


ify  materially  the  amount  of  horizontal  shear.  By  using  some 
form  of  curved  reinforcement  the  amount  of  tangental  stress  may 
be  reduced  and  dangerous  tendency  to  slipping  avoided.  Supple- 
mentary reinforcements  in  the  form  of  rods^  cross  bars,  straps  and 


T 


Yerfical  Rods 


Oblique  f?ocfs 


T 


Fig.   87. 

Stirrups,  normal  to  or  at  an  angle  with  the  main  bar,  and  extend- 
ing up  into  the  concrete,  are  used  as  a  means  of  uniting  more 
closely  the  steel  and  concrete.  The  rods  may  or  may  not  be 
attached  to  the  main  bar.    The  simplest  form  is  shown  in  Fig.  87 


<\r 


^ 


^ 


Fig.    88. 


Fig.   89. 


Fig.    DO. 


and  consists  of  a  number  of  independent  vertical  or  oblique  rods 
extending  upward  into  the  beam.  These  rods  resist  throughout 
their  height  the  induced  shear  between  the  adjacent  horizontal 
strata  of  the  concrete.    When  fixed  to  the  main  bar  they  prevent 
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Fig    91: 


Fig.  \yi. 


it  from  slipping  in  the  concrete.  These  rods  may  have  their  ends 
simply  hooked  over  the  main  rod  (Fig.  88),  may  have  the  form 
of  stirrups  (Fig.  89),  may  be  riveted  to  the  main  bar  (Fig.  90) 
or  may  be  struck  up  from  the  main  reinforcement  as  in  the  Kahn 
bar  (Fig.  93). 
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When  supplementary  rods  of  uniform  section  are  used,  it  is 
rational  to  space  them  at  increasing  distances  from  the  support  in 
accordance  with  the  law  of  variation  of  shearing  stress.  When 
these  rods  are  used  in  conjunction  with  a  single  main  reinforce- 
ment, the  system  may  be  considered  as  acting  as  a  half  truss,  the 
steel  furnishing  the  tension  members  and  the  concrete  complet- 
ing the  truss  and  replacing  the  compression  members.  It  is  some- 
what difficult  to  hold  these  secondary  rods  in  position  until  the 
concrete  is  placed.  On  this  account  when  a  double  reinforce- 
ment is  not  needed  it  is  often  the  practice  to  use  a  light  reinforc- 
ing bar  in  the  compression  flange.  The  supplementary  rods  are 
then  riveted  at  both  ends  to  the  two  bars,  as  shown  in  Fig.  91 
and  Fig.  92,  thereby  securing  a  light  skeleton  work  or  truss, 
which  is  easily  held  in  place  during  the  depositing  of  the  concrete. 
When  the  light  truss  form  is  used  it  is  sometimes  made  strong 
enough  to  support  the  concrete  and  the  form  until  the  former 
has  set,  after  which  the  structure  acts  as  a  monolith. 


Fig.   93  — Kahn   Trussed   Bar. 

The  Kahn  Trussed  Bar. — This  bar  was  invented  by  Mr.  Julius 
Kahn,  Assoc.  M.  Am.  Soc.  C.  E.  It  furnishes  a  means  of  rein- 
forcement in  both  the  horizontal  and  vertical  planes.  It  is  in 
effect  a  stirrup  system  with  the  stirrups  forming  a  part  of  the  bar. 
This  is  accomplished  by  using  a  bar  of  the  cross  section,  shown 
in  Fig.  93,  and  shearing  sections  of  the  webs  upward  into  an  in- 
clined position,  on  both  sides  of  the  main  body.  These  bars  are 
sheared  in  a  number  of  different  ways  to  suit  varying  conditions 
of  loading.  The  bar  is  manufactured  by  the  Trussed  Concrete 
Steel  Co.,  Detroit,  ^lich.,  in  the  following  sizes: 


Area, 

Weight. 

Size. 

sq.  ins. 

lb.  per  ft. 

1%  " 

X 

'.!»" 

3.38 

M 

2Vi«" 

X 

%" 

0.78 

2.7 

3      " 

X 

I     " 

142 

4.8 

3^4" 

X 

i%" 

2.00 

6.0 

It  may  be  obtained  of  any  desired  length  and  sheared  as  the 
customer  desires.     These  bars,  with  shallow  web  members,  are 
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used  for  slabs,  but  the  best  results  are  obtained  when  they  are 
used  in  beams. 

The  Konolitli  Steel  Bu. — This  bar  has  grooves  in  its  sides  and 
1  curved  surface,  as  shown  by  Fig,  94.  Stirrups  are  attached  by 
placing  the  stirrup  rods  in  the  grooves  and  pressing  the  lips  of 
the  grooves  together  by  means  of  a  power  press.  The  method 
of  attachment  is  shown  in  Fig.  94.     It  is  stated  that  the  attach- 


Flt  94.— Monolilh  Relnfori-lDg  Bar  and  SI 


ment  is  so  rigid  that  the  stirrup  rods  break  without  slipping. 
The  sizes,  sections  and  weights  of  this  bar  are  given  below.  This 
bar  is  manufactured  by  the  Monolith  Steel  Co.,  Inc.,  Washington, 
a  C. 


:e  of  stir  nip. 


I"/..  ' 


1% 


7..S8 


The  Monolithic  Steel  Company  give  the  following  rules  for 
spacing  of  web  members  in  beams  and  girders: 

If  diagonal  members  are  used,  there  must  be  five  double  mem- 
bers in  each  half  of  the  span. 

Let  L  be  the  length  of  half  the  span.  Then  the  spacing,  be- 
ginning at  the  end  of  the  clear  span,  is  as  follows,  measuring  in 
each  case  from  the  end: 


To  the  first        \ 

-   "  fifth 


l>  member. , 


.07  L 
.17  L 

'.  ^78  L 
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If  vertical  members  are    used,  there  must  be    seven  double 
members  in  each  half  of  the  span.     The  distance  from  the  end 
of  the  clear  span  to  the  successive  members  is  as  follows: 
To  the  first       web  member 05  L 


ft 


tt 


u 


tt 


tt 


tt 


tt 


tt 


tt 


tt 


tt 


tt 


second 

third 

fourth 

fifth 

sixth 

seventh 


« 
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tt 


tt 


tt 


tt 


it 


tt 


u 


.12  L 
.21    L 

.31  L 
42  L 
.55  L 
.72  L 


Pig.  95.— Unit   Reinforcing   Frame. 

If  the  bearing  of  the  beam  is  great  enough,  one  or  two  addi- 
tional web  members  should  be  spaced  between  the  end  of  the 
reinforcing  bar  and  the  near  edge  of  the  clear  span.  Each  rein- 
forcing bar  should  be  provided  with  web  members  as  above 
indicated. 

Reverse  bars  should  also  have,  in  each  half  of  their  length, 
the  same  number  of  web  members  as  the  main  bars.     The  web 
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"UNIT"  SOCKET. 
Fig.  Of).— Unit  Socket   and  Spacer. 

members  of  reverse  bars  should  be  spaced  so  as  to  fall  in  the 
spaces  between  the  web  members  of  the  main  bars. 

Tlnit  Girder  Frame. — This  frame  has  the  reinforcing  rods  and 
stirrups  rigidly  held  together ;  Fig.  95  shows  the  arrangement  oi 
the  different  members.  The  rods  are  held  together  and  in  place 
by  a  unit  socket.  Figure  96  shows  details  of  this  socket.  The 
patents  covering  the  details  of  the  unit  frame  and  socket  are  con-- 
trolled  by  Tucker  &  Vinton,  New  York. 
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The  Scofield  Spacing  and  Beinf  oroing  Ban. — This  bar  is  the  in> 

vention  of  Mr.  E.  M.  Scofield,  Assoc.  M.  Am.  Soc.  C.  E.  The 
purpose  of  this  bar  is  to  take  the  place  of  stirrups  in  caring  for 
longitudinal  shear.  In  addition  to  this  the  bar  automatically 
spaces  and  holds  in  place  the  main  rods  until  the  concrete  is 
deposited  and  then  performs  the  function  of  bonding  together 
the  rods  and  the  concrete.  This  bar  is  manufactured  by  the 
Scofield  Co..  of  Philadelphia,  Pa.  Figure  97  shows  the  form 
of  this  bar  and  the  manner  of  its  application  to  floor  construction. 
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Fig.   97.— Scofield   Spacing  and 
Reinforcing  Bar. 

Fig.  98.—  CummingB 
Spacing  Chair. 

Cummings  Chair. — The  Cummings  chair  is  another  device  de- 
signed to  space  and  hold  the  reinforcements  in  position,  both 
vertically  and  horizontally,  while  the  concrete  is  being  placed 
rnd  until  it  is  set.  The  chair  is  stamped  from  strips  of  sheet 
steel  and  has  regular  projections,  which  are  bent  up  to  space  the 
reinforcing  rods  and  bent  down  to  hold  them  the  proper  dis- 
tance above  the  bottom  of  the  forms.  The  projections  are  ad- 
justed before  the  chair  is  placed  in  the  forms  and  the  steel  rein- 
forcement is  then  fixed  in  the  required  position.  The  chair  is 
entirely  surrounded  by  concrete  and  remains  in  place  after  the 
forms  are  removed.  The  character  of  the  chair  is  shown  in 
Fig.  98.  These  chairs  are  made  in  sizes  suitable  for  any  slab 
or  beam ;  they  are  the  invention  of  Mr.  Robt.  A.  Cummings,  M. 
Am.  Soc.  C.  E.,  and  are  manufactured  by  the  Cummings  Struc- 
tural Concrete  Co.,  Pittsburg,  Pa. 
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The  Diamond  Bar. — This  bar  is  the  invention  of  Mr. 
William  Mueser,  M.  Am.  Soc.  C.  E.  It  consists,  as  shown 
in  Fig.  98A,  of  a  round  bar  with  spiral  projecting  ribs  run- 
ning around  it  in  opposite  directions.  The  pitch  of  the  ribs 
running  in  one  direction  is  the  same  as  those  running  in  the 
opposite  direction,  thcrebj-  preventing  any  tendency  to  turn 
when  the  bar  is  under  strain.    The  spiral  ribs  meet  on  oppo- 


^ASfr^f^>F'*'"f 


Fig.   99A— Tlic  Dliimond  Bar. 

site  sides  of  the  bar  two  longitudinal  ribs  formed  in  the 
process  of  rolling.  The  ribs  have  a  gentle  slope,  rounded  off 
at  top  and  base,  and  are  made  as  high  as  is  necessary  to  de- 
velop the  full  strength  of  the  bar.  This  is  obtained  with  prac- 
tically no  loss  of  metal  and  gives  a  bar  of  constant  cross 
section. 

The  Maxwell  Trussed  Bar. — This  bar  consists  of  a  specially 
rolled  half  round  section  with  flanges  extending  from  the 
edges  of  its  flat  side,  to  which  are  attached  a  trussing  of 
wire  to  form  a  web  reinforcement  for  a  concrete  beam.    The 


attachment  is  obtained  by  punching  out  slots  the  size  of  the 
trussing  wire,  fitting  the  wire  in  the  slots  and  upsetting  their 
edges  so  that  the  wire  will  remain  firmly  in  place. 
"^he  arrangement  of  the  web  metal  is  shown  in  Fig.  g8B. 
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• 
The  inclined  position  of  the  web  metal  reinforces  the  beam 
against  shear  and  diagonal  tension  and  its  rigid  attachment 
provides  mechanical  bond.     Four  sizes  of  bars  are  manufac- 
tured  having  areas  and  weight  as  follows: 

(I)  .  (2)  (3)   .  (4) 

Area    0.315  sq.  in.     0.624  sq.  in.     i.iisq.  in.     l.656sq.  in. 

Weight    ...1.07    lbs.         2.12    lbs.         3.77  lbs.         5.62   lbs. 

The  patents  for  this  system  are  controlled  by  the  American 
Concrete  Steel  Company,  Detroit,  Mich. 

The  Pin  Connected  Girder  Frame. — This  system  consists 
of  a  unit  frame  formed  of  rigidly  connected  straight  and  bent 
bars  and  stirrups.  The  bent  bars  are  formed  into  loops  at  the 
ends  of  the  girder  and  are  bent  back  parallel  with  the  axis  of 
the  girder  to  form  an  upper  reinforcement  at  its  ends.  Two 
systems  of  girder  are  joined  together  over  the  supports  by 
links  and  pins  thereby  securing  a  rigidly  connected  top  rein- 
forcement in  the  region  of  negative  bending  moment  over  the 


Fig.   98C.— Pin   Connected   Girder  Frame. 

supports.  The  bars  and  stirrups  are  fastened  togettier  by  a 
collar  and  wedge  device.  A  number  of  the  collars  or  clamps 
are  turned  down  to  stipport  the  reinforcement  at  the  proper 
elevation  in  the  forms.  The  arrangement  of  the  metal  and 
method  of  connection  will  be  understood  from  Fig.  98C. 

These  girder  frames  are  fabricated  complete  at  the  shops 
before  shipment.  The  operation  of  placing  the  reinforcement 
consists  simply  of  dropping  the  frarnes  into  the  forms  and 
connecting  them  by  means  of  the  links  and  pins.  The  concret- 
ing is  then  placed.  The  General  Fireproofing  Company, 
Youngstown,  Ohio,  manufactures  and  markets  this  girder 
frame. 


CHAPTER  XIV. 

STYLES  OF  SLAB  RELNi-ORCEMENT. 

If  some  one  of  tlie  various  arrange  enls  of  re  forcements  de- 
scribed above  be  placed  at  unifor  nter  a  s  and  parallel  to  each 
other  in  a  concrete  mass  of  moderate  th  ckness  the  comb  nation 
forms  a  reinforced  concrete  slab  W  I  e  t  ans  erse  rods  are  used 
ill  connection  with  the  carrying  reinforcements   a  latt  ced  rein- 


Pig.  90.— Slab  wltb  I-Beam  ReJntorcemwit. 
forcement  results.  When  the  transverse  rods  are  omitted,  tlie  sys- 
tem is  called  an  independent  bar  reinforcement.  Lattice  reinforce- 
ments are  particularly  well  adapted  to  the  construction  of  floor 
slabs.  Even  when  independent  bar  reinforcements  are  usea  it  is 
considered  good  practice  to  use  small  transverse  rods,  spaced 
from  2  to  3  ft.  apart,  to  prevent  shrinkage  cracks. 


Fig.  100.— Slab  with  Columbian  Bar  Relu forcement 
Independent  Bar  Beinforcement. — Probably  the  earliest  and 
simplest  form  of  this  class  of  reinforcement  is  that  of  a  series 
of  small  I-beams  imbedded  in  and  supporting  the  concrete,  which 
fills  the  space  between  them,  as  shown  by  Fig.  99.  By  retaining 
the  same  thickness  of  concrete,  reducing  the  size  of  the  beams 
and  placing  them  near  the  lower  face  of  the  concrete,  the  con- 
struction approaches  a  true   reinforced  concrete  system.     Any 
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one  of  the  large  variety  of  merchantable  iron  or  steel  shapes 
may  replace  the  I-bean> 

A  specially  rolled  shape  is  used  in  the  Columbian  fireproof  floor. 
i-"igiire  loo  shows  the  Columbian  bar  supported  at  the  ends  by 
straps  hung  from  the  top  flange  of  the  beams.     Two  types  of 


Fig.  101.— HaoEer  tor  Columblaa  Bar*. 
bars  are  used.  The  general  shape  is  shown  by  the  hole  in  the 
banger,  shown  by  Fig.  loi,  and  the  form  of  section,  shown  in 
Fig.  I02.  The  smaller  bars  are  i,  2  and  2j--i  ins.  deep,  and  are 
used  in  spans  of  from  5  to  1 1  ft.  and  a  thickness  of  slab  of  3-3}^ 
and  4  ins.    The' second  form  are  y/z.  4,'4.  5  and  6  ins.  deep  and 
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Pig.   102,— Typical  CroHH-Secllon  ol  Columbian  Bar. 
are  used  in  spans  from  12  to  20  ft.,  with  a  thickness  of  slab  of 
5  5^-6!-^  and  y^  ins.,  respectively. 

Honier  Keinforcement. — The   earliest    an<l   simplest    form    ot 
latticed   reinforcement  is  the  Monier  trellis   (Fig.    103).     This 


FIk.    103.— Slab    with    MoDler   Trellla   Relntorcement. 
consists  of  two  series  of  parallel  round  rods  crossing  each  other 
at  right  angles.     The  lower  rods,  called  the  carrying,  or  resist- 
ance rods,  are  placed  in  the  direction  of  the  span  of  the  slab  and 
form  the  resisting  elements.    The  upper  rods,  called  distribution 
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rods,  perfonn  the  two-fold  function  of  holding  the  resistance 
rods  at  proper  intervals  apart  and  of  distributing  the  load  to 
them.  Where  the  slab  rests  upon  rectangular  supports,  the  carry- 
ing rods  take  the  direction  of  the  shortest  span.  When  the  slab 
is  supported  on  all  four  sides  the  distribution  rods  add  their 
strength  to  the  carrying  rods.  They  are  usually  of  smaller  diam- 
eter than  the  carrying  rods. 

In  the  Monier  system  the  rods  are  tied  together  at  occasional 


Fig.   104.— Slab  with  Hyatt  Bar  Reinforcement. 

points  by  wrapping  the  intersections  with  wire.  When  the  two 
series  of  rods  are  firmly  bound  together,  the  distribution  rods 
prevent  the  carrying  rods  from  slipping  in  the  concrete  when 
highly  stressed.  There  are  a  number  of  methods  of  making  a 
rigid  connection  between  the  two  systems. 

Hyatt  System. — Wc  have  already  aiientioned  the  Hyatt  system, 
in  which  the  distribution   bars   are   small,   round   rods  passing 


Fig.    10."».— Slab    with    Donath    Reinforcement. 

through  holes  pierced  in  flats,  i)lace(l  on  edge.    These  latter  con- 
stitute the  carrying  rods  (Fig.  104). 

The  Donath  System. — This  is  another  modification  of  the 
Monier  systeiix  using  iron  flats  placed  on  edge  and  sometimes 
single  or  double  T-shapes  for  the  carrying  bars,  as  shown  in  Fig. 
105.  The  ch'stribution  bars  are  iron  flats,  and  the  two  systems 
arc  bound  firmly  together  at  the  points  of  contact.     In  this  sys- 
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tein  pieces  of  sheet  iron,  bent  in  the  form  of  an  S,  are  sometimes 
used  for  the  reinforcement. 

Figure  106  shows  an  example  of^the  Muller  system,, in  which 
both  series  of  flats  are  placed  on  edge. 

Expanded  Metal.— Expanded  metal,  invented  by  J.  F.  Golding, 
is  a  form  of  reinforcement    in  which  a  perfect  union  exists  be- 


106.— Slab    with    Muller    Belntorcemeot. 


tween  the  two  systems  of  rods.  It  Is  a  mesh  work  formed  from 
a  sheet  of  soft  steel  by  slitting  and  opening  or  expanding  the 
metal  with  meshes  in  a  direction  normal  to  tlie  axi?  of  the  sheet. 
(Fig.  107.) 

It  is  necessary  to  use  a  soft  steel  of  very  high  quality  in  its 
manufacture,  as  only  the  highest  quality  of  metal  will  stand,  with- 


Flg.  107— Expanied  Metal. 

out  rupture,  the  process  of  expanding,  which  stretches  the  sheet 
lo  a  width  of  from  three  to  eight  times  its  original  dimensions. 
This  material  is  manufactured  in  sheets  8  ft.  long  and  from  12 
to  72  ins.  wide.  Steel  from  ,Vo.  27  gauge,  witli  ^  in.  meshes 
up  to  No.  3  steel,  with  meshes  5  ins.  by  12  ins.,  is  used  in  the 
manufacture  of  expanded  metal. 
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The  mesh  which  is  most  frequently  used  in  reinforced  concrete 
work  is  the  3  in.  mesh,  No.  10  gauge  steel.  The  cost  of  this 
steel  is  from  3  to  5  cts.per  sq.ft.  Expanded  metal  is  used  for  slab 
reinforcements  up  to  8  ft.  in  the  same  manner  as  the  Monier 
mesh.  It  is  used  in  a  large  variety  of  ways,  some  of  which  will 
be  illustrated  in  succeeding  chapters.    In  the  use  of  expanded 


Fig.  108. 


metal,  care  must  be  taken  to  place  the  longitudinal  axis  of  the 
sheet  parallel  to  the  directions  of  the  principal  stress. 

SohlDter  STstem. — Various  modifications  of  the  Monier  system 
are  obtained  by  changing  the  form  of  tJie  mesh  and  the  arrange- 
ment and  size  of  the  rods  In  the  Schluter  system  (Fig.  108) 
two  series  of  rods  of  the  same  diameter  form  an  angle  with  the 


Fig.  lOU— Col  taut  In  Reinforcement. 
direction  of  principal  llexiire.  These  two  scries  are  of  equal 
value  and,  as  in  tin;  Monier  system,  arc  joined  at  occasional  in- 
tersecting points.  Ity  reducing  tlie  size  of  the  rods  to  Via  '"• 
or  less,  they  become  flexible  and  a  system  of  wire  reinforement 
is  obtained.  Several  kinds  of  meshing  are  in  use.  By  interlac- 
ing the  wires,  tltey  may  be  woven  into  a  metal  webbing. 
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American  Steel  &  Wire  Co.'s  Fabric. — A  variety  of  wire 
mesh  reinforcement  is  manufactured  by  the  American  Steel 
&  Wire  Co.,  of  Chicago,  III.  Two  kinds  of  mesh,  triangular 
and  rectangular,  are  used,  having  longitudinal  strands  of 
J4  in.,  Nos.  4,  5,  6,  8,  10,  12  and  I2j^  wires.  The  cross  wires 
are  Nos.  12,  i2>4  or  14  gage.  For  the  cros3  wires  2  and  4-in. 
mesh  are  used  for  the  triangular  reinforcement  and  6  and 
i2-in.  for  the  rectangular  reinforcement.  In  the  triangular 
reinforcement,  one,  two   and   three   wires  are   used   for  the 


4-ln.   TrlanKUlar  M«8h,   Stranded  Square  Mesh.  Stranded  Long- 

LonKltudlnals.  Itudlnala. 

FlK-    109A. 

longitudinal  strands ;  when  two  or  three  wires  are  used  the 
wires  are  twisted  together.  The  method  of  connecting  cross 
and  longitudinal  wires  is  shown  in  Fig.  109A. 

Kahn  Rib  Metal. — This  metal  is  manufactured  by  the 
Trussed  Concrete  Steel  Co.,  Detroit,  Mich.,  and  consists  of 
nine  longitudinal  ribs  rigidly  connected  by  light  cross  mem- 
bers as  shown  in  Fig.  109B.  The  fabric  i.s  manufactured  from 
specially  rolled  plates  having  a  surface  of  half  round  ribs  con- 
nected  by  thin  flat  webs.     A  portion  of  the  web  metal   is 


■~                  "              ' — t 

FlR.    109B— Kahn    Rlh    Metnl. 


*  punched  out  and  the  mesh  formed  by  expanding  the  sheet  by 
Dulling  the  ribs  out  sidewise  until  the  connecting  cross  mem- 
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bers  are  in  a  position  at  right  angles  to  the  main  ribs.  "The 
standard  sheets  are  manufactured  with  meshes  of  from  2  to  8 
inches  and  in  lengths  of  12,  14  and  16  feet.  The  properties 
of  the  Kahn  Rib  Metal  are  given  in  the  following  table : 

Table  op  Properties  op  Kahn  Rib  Metal. 


Site  No. 

Distance 

Center  to 

Center 

oCBars. 

Aveiage 

Sec  tional 

Area  in 

Sq.  In. 

per  Ft.  in 

Width. 

SizB  OP  Standard  Sbbbts 

Width  of 
Slab  Re- 
inforced 
by  Stand- 
ard Sheet 

Safe  Ten- 
sile Stress 
per  ft.  of 
Width  of 
Slab. 

Sq.Pt.per 
LinealPt. 
of  Stand- 
ard Sheet 

2 

2  in. 

.48 

17"  X  12,    14  or  16' 

18  in. 

7680 

1.42 

3 

3  in. 

.32 

25"  X  12,   14  or  16' 

27  in. 

5120 

2.08 

4 

4  in. 

.24 

33"  X  12,    14  or  16' 

36  in. 

3840 

2.75    1 

5 

5  in. 

.19 

41"  X  12,   14  or  16' 

45  in. 
54  in. 

3040 

1 
3.42 

6 

6  in. 

.16 

49''  X  12,    14  or  16' 

2560 

4.08 

7 

7  in. 

.14 

57"  X  12,    14  or  16' 

63  in.       2240 

4.75 

8 

Sin. 

.12 

65"  X  12,    14  or  16' 

72  in.       1920 

5.42 

Staple-Locked  Fabric. — A  rectangular  mesh  fabric  consist- 
ing of  steel  wire  of  high  tensile  strength  locked  together  by  a 
staple-lock,  as  shown  in  Fig.  109C,  is  used  for  floors  and  roofs, 
with  plain  round  rods  for  beam  and  girder  reinforcement,  by 
the .  American    System  of  Reinforcing,  of  Chicago,  111.     The 


9    C 


3    C 


Fig.  109C— Staple  Locked  Fabric. 

Standard  meshes  consist  of  5  Xos.,  7  and  9  carrying  witcs,  all 
having  No.  11  cross  wires,  made  to  form  6x6-in.,  4xi2-in., 
or  4x6-in.  meshes.  The  fabric  comes  in  standard  widths  of 
3,  4  and  5  ft,  200  lineal  feet  in  a  roll.  On  special  order  any 
size  mesh  with  any  size  wire  may  be  obtained. 
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Cottancin  Syitem. — Figure  109  illustrates  the  Cottancin  sys- 
tem of  reinforcement. 

Lock  Woven  Wire  Fabric. — This  fabric  is  woven  from  high 
carbon  steel  wires,  which  cross  each  other  at  right  angles  and  are 
locked  at  the  intersection  by  means  of  No.  9  wire,  twisted  around 
the  strands,  as  shown  in  Fig.  no.  This  fabric  is  made  from  56 
to  88  ins.  wide  and  is  put  up  in  rolls  of  from  330  to  500  lin.  ft. 
The  longitudinal  wires  are  usually  spaced  4  ins.  on  centers,  and 


Pig.  110. — Lock  Woven  Wire  Fabrie. 

the  transverse  wires  6  ins.     The  fabric  may  be  woven  of  any 
gauge  wire  desired,  and  with  various  meshes. 

Tie-Locked  Fabric. — This  fabric  is  manufactured  by  the  Inter- 
national Fence  &  Fireproofing  Co.,  of  Columbus,  Ohio.  The 
above  named  company  uses  a  tie  lock  for  uniting  the  wires  of 
their  fabric.  Fig.  11 1  shows  the  method  of  locking  the  wires. 
The  fabric  (Fig.  112)  is  made  in  widths  of  4,  5  and  6  feet  and  in 


rTrvrnsvwrse  Wire 


Carryings  Wire 
Detail  of  Lock 
Pig.   111.— Tie-Lock. 

lengths  of  200  feet  or  as  ordered.  Wire  in  gauges  from  No.  18 
to  No.  6  is  generally  used,  although  it  may  be  had  up  to  J4  to 
Vie  and  ^  in.  for  the  longitudinal  wires.  The  sizes  of  mesh 
vary  from  4  ins.  up  for  the  spacing  of  longitudinal  wires.  The 
transverse  wires  are  invariably  spaced  6  ins.  apart.  This  fabric 
is  galvanized  and  is  on  ^hat  account  especially  adapted  for  use 
with  cinder  concrete 


CONCRETE    AUD    REINFORCED    CONCRETE. 


Table  LXI.  gives  size,  weight  and  strength  of  wire  for  tie- 
locked  wire  fabric. 


Fig,  112.— Tie-Locked  Wire  Fabric. 


TACLE  LXI.— GIVING  SIZE,  WEIGHT  AND  STRENGTH  OF  WIRE 
FOR  TIE-LOCKED  WIRE  FABRIC. 


Number  by  wi 

e    Weight  per  ft.  Tensile  strength  of 

gauge. 

lbs. 

wire  in  lbs. 

Diam..  1 

6 

.09566 

^475 

0.190 

I 

2.136 

0.175 

1313 

9 

■OS57I 

1.507 

0-145 

10 

II 

.03658 

t.oio 

13 

.02922 

631 

14 

.01697 

474 

ii 

•009^ 

372 
292 

0.070 
0.061 

;i 

.00739 

0.052. 

.00539 

199 

0.045 

Welded  Wire  Fabric— The  Clinton  Wire  Cloth  Co.,  of  Clinton, 
Mass.,  manufacture  a  fabric  in  which  the  wires  are  welded  to- 


t: 
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Flc  113.— Ctlnton  Welded  Wire  Fabric. 
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gether  at  intersecting  points  Fig  113  shows  the  general  char- 
acter of  this  fabric  The  mesh  may  be  had  from  i  in  up  and  of 
any  desired  size  wire  trom  a  theoretical  standpoint  this  fabric 
should  be  an  ideal  remforcement  for  slab  construction  as  the 
size  of  the  wire  and  the  spacing  may  be   varied  to  give  the 


Pig    114  —Slab    wltti   SuBp^Dded   Wire    Meab   RelnforcemeDt 
necessary  area   of  metal   for   an\    gi\en   load   and   span      The 
cross  wires  being  rigidly  fixed  to  the  Larrving  wires  the  latter 
are  positively   prevented    from   slipping  m  the  concrete      This 
fabric  may  also  be  obtained  in  long  rolls. 


Plan. 
Fig.  llo.-Matral  System. 
Kanner  of  Uiing  Wire  Uesh. — These  various  systems  of  flexi- 
ble wire  meshings  may  be  applied  to  thin  slabs  in  the  same 
manner  as  the  Monier  trellis,  but  it  is  hardly  rational  to  con- 
sider that  they  act  in  tb^  same  manner  as  the  larger  rods  in 
slabs  where  considerable  resistance  is  needed.     They  are  most 
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frequently  used,  as  is  sometimes  the  Monier  rod  trellis,  stispended 
in  a  curved  form,  after  the  type  of  reinforcement  shown  in 
Fig.  1 14,  from  beam  to  beam  or  girder  to  girder  and  act  as  a  sus- 
pension support  to  sustain  the  concrete  filling.  They  are  often 
used  in  floor  panels  of  considerable  span,  strengthened  by  heavier 
wire  cables  or  large  steel  rods  woven  through  the  meshing. 

Matrai  Syitem. — The  Matrai  system  (Fig.  158)  may  be  taken 
as  an  example  of  a  number  of  systems  developed  from  the  type 
shown  in  Fig.  115.  The  metal  network  is  formed  of  wires 
suspended  from  fixed  points  and  allowed  to  assume  the  form 
of  catenary  curves.  These  wires  may  cross  diagonally  as  well 
as  in  series  parallel  to  the  sides  of  the  supporting  framework,  and 
are  buried  in  a  concrete  slab.  The  wires  alone  are  the  carrying 
elements,  the  concrete  acting  only  as  a  distributing  and  protect- 
ing medium. 


CHAPTER  XV. 

STYLES  OF  BEAM  REINFORCEMENT. 

When  the  span  passes  a  certain  limit  or  the  loads  are  very  heavy 
the  plain  slab  is  not  an  economic  form  of  construction,  owing  to  the 
large  quantities  of  concrete  needed.  By  concentrating  the  metal 
within  narrow  limits  and  increasing  the  depth  of  the  concrete, 
reinforced  beams  are  obtained.  Beams  may  be  used  in  connection 
with  slabs,  the  latter  acting  as  a  top  flange  to  them  and  span- 


Plg.  IK).— Typical  Ribbed  Slab  Construction. 

ning  between  them.  This  gives  us  the  ribbed  slab.  When  the 
beam  is  considered  as  acting  independently  of  the  slab  as  far  as 
its  function  as  a  carrying  member  is  concerned,  we  obtain  the 
ordinary  reinforced  beam  or  girder.  Figure  1 16  shows  the  ordi- 
nary type  of  ribbed  slab. 

For  the  purpose  of  calculation,  the  rib  with  the  adjacent  por- 
tions of  the  slab  are  considered  as  acting  together  and  the  com- 
bination is  called  a  Tee-shaped  beam.  The  portion  above  the 
neutral  axis  of  the  system  acts  as  the  upper  flange,  and  is  in 
compression.  Usually  reliance  is  placed  on  the  reinforQement 
alone  to  care  for  the  tensile  stresses,  and  the  concrete  below  the 
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neutral  axis  may  be  considered  as  acting  as  the  web  of  the  beam. 
A  minimum  amount  of  concrete  is  used  for  the  web,  only  enough 
being  used  to  protect  the  metal  reinforcement  and  transmit  the 
shear. 

When  no  slab  is  used,  or  the  slab  is  not  considered  as  furnishing 
flange  area  to  the  beam,  the  concrete  above  the  neutral  axis  of 
the  rectangular  beam  must  care  for  all  compressive  stresses. 
It  is  often  customary  to  supplement  this  by  a  compression  rein- 
forcement ;  this  leads  to  the  use  of  double  reinforcements. 

Beinforcements  Used  for  Beams. — The  various  types  of  rein- 
forcements already  explained  may  in  general  be  used  in  both 
types  of  beams.  However,  as  the  shearing  stresses  are  higher 
in  beams  than  in  slabs,  it  is  necessary  to  give  them  more  careful 
consideration.  A  large  number  of  systems  of  vertical  reinforce- 
ments have  been  invented,  but  space  only  permits  of  the  descrip- 
tion of  a  few  of  them,  and  these  may  be  considered  as  repre- 
senting the  whole.  In  general,  it  is  considered  good  practice 
to  use  a  number  of  small  bars  closely  spaced,  in  p(;*eference  to 
one  or  more  bars  of  large  area.  We  will,  therefore,  omit  de- 
scriptions of  beams,  or  girders  using  I-beams  or  large  shapes  for 
tensile  reinforcement.  It  is  sometimes  customary  to  manufac- 
ture beams  in  advance  and  put  them  in  place  during  construc- 
tion. The  rectangular  rib  is  the  usual  form  used  for  this 
purpose. 

The  simplest  form  of  ribbed  slab  consists  of  a  plain  concrete 
slab  acting  as  a  flat  arch  between  ribs,  spaced  at  short  intervals. 
The  latter  are  reinforced  by  one  or  more  plain  rods  near  the 
lower  face.  When  it  is  necessary  to  reinforce  the  slab,  some 
form  of  reinforcement  already  described  under  '^Slabs'*  may  be 
used. 

Some  engineers  think  it  unnecessary  to  make  a  Sf)ecial 
provision  for  horizontal  shear  other  than  to  use  some  kind  of 
deformed  rod,  but  this  is  by  no  means  a  universally  accepted  be- 
lief. Perhaps  the  simplest  form  of  reinforcement  is  to  use  alter- 
nate straight  and  bent  bars,  the  latter  bars  being  bent  at  or 
near  the  quarter  points  and  rising  gradually  to  the  upper  part  of 
the  beam  at  the  ends.  The  addition  of  stirrups  gives  us  the 
Hennebique  system. 

Boussiron  uses  a  special  form  of  stirrup  of  hoop  iron,  bent 
into  a  V  in  the  longitudinal  direction  of  the  beams-  as  shown  by 
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Fig.  117.    By  increasing  the  number  of  bent  bars  we  obtain  the 
Locher  system.     This  consists  of  a  series  of  bars  having  their 


Fig.   11 1 .— BouBseroo  Stirrup, 
middle  portion  straight  and  curved  upward  at  the  ends,  with  the 
intention  of  being  as  near  normal  as  possible  to  the  direction  of 
the  maximum  tensile  stresses,  thereby  decreasing  the  tendency 


FIk.  118. —  I,.ocher  Beam  Relntorcemeat. 
toward  sliding  or  slipping  along  the  length  of  the  reinforcement. 
Either  roimd  or  flat  bars  are  used.     Fig,  118  shows  the  disposi- 
lioa  of  the  bars  in  the  beam. 


FlK.   119. — CummlDgB  Beam  Relororcemeat. 
A    system   analogous   to   the   preceding   is   the    invention   of 
Robert  A.  Cummings,  of  Pittsburg,  Pa.     It  consists  of  a  series 
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of  rods,  plain  or  deformed,  bent  into  the  form  shown  in 
119.     This  reinforcement  is  especially  adapted  to  the  construc- 
tion of  heavy  beams.    Ample  provision  against  shearing  is  pro- 
vided and  the  metal  is  concentrated  near  the  center  of  the  beam 
where  the  maximum  tensile  stresses  occur. 
The  Kahn  bar  system  is  particularly  adapted  to  the  construe* 
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Soc+ion  -Hnrough  Slab 
Top  Reinforcing  Rods . 


Section  through  Beam 
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Fig.  120.— Floor  Construction  Using  Kahn  Bars. 

tion  of  beams.  One  or  more  bars  may  be  used  for  the  bottom 
flange.  The  Kahn  bar  is  shown  in  Fig.  93,  while  Fig.  120 
shows  the  manner  of  use  of  this  system  in  floor  construction. 
When  the  beam  is  continuous  over  a  support,  inverted  bars  may 
be  placed  in  the  top  flange  at  the  supports  and  extending  over 


V.^-iT-J-rf  ••-:.>  ••'^- 


Fig.   121.— Coignet   Beam  Reinforcement. 

the  region  of  tension  in  accordance  with  the  principle  explained 
in  connection  with  I^'ig.  70. 

The  Coignet  system  (Fig.  121)  has  both  upper  and  lower 
bars.  These  are  connected  by  a  light  web  formed  of  hoop  iron 
fastened  alternately  to  the  upper  and  lower  bars,  thus  forming  a 
light  truss. 

Pavin  de  Lafarge  has  invented  a  system  very  similar  to  the 
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Coignet.     In  it  the  double  reinforcements  are  tied  tc^ther  by 
transverse  reinforcements,  consisting  of  wires  wrapped  around 


Fig.  122.— Beam  RelQforoemenL  of  Pavln  de  Latarge, 
each  rod  and  connecting  the  top  and  bottom  rods,  as  shown  in 
Fig.  122. 
The   section   of   beam   shown    in    Fig.    123   is   representative 


0 

m 


fig.    V2:t.  Fig,    lL'4. 

of  a  large  number  of  systems  using  double  reinforcements  con- 
nected by  hght  rods  or  wires;  the  latter  often  acting  as  a  rein- 


forcement for  the  floor  slabs.     I'igs.   124  and   125  show  other 
varieties  of  this  form  of  reinforcement 
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The  Cottancin  system  consists  of  a  series  of  wires  woven  into 
a  kind  of  metallic  mesh.    Fig.  126  shows  its  general  character. 
The  Chaudy  system  (Fig.   124)   is  analogous  to  the  Creches 


beam;  the  upper  and  lower  bars  being  joined  by  round  iron  or 
hooping  stirrups   wrapped  around  them.     When  a  number  of 
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:8, — Chaudr   Floor   Slab   Relotorcemeiit. 


bars  are  used,  all  are  included  within  the  same  wrapping  wire, 
M.  Chaudy  in  reinforcing  his  beams  uses  double  reinforcement. 


Fig.  129.— Cbaud7  Floor  Slab  RelDtorcemeaL 
He  considers  that  the  metal  should  be  used  to  carry  both  the 
tension  and  compression,  using  the  concrete  only  for  enclosing  it 
and  to  care  for  compressive  stresses  due  to  shearing.    His  opin- 
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ion  is  that  there  should  be  a  rigid  connection  between  the  upper 
and  lower  reinforcements.  Chaudy  also  uses  flanges  composed 
cf  angles  connected  by  either  vertical  or  diagonal  flats.  These 
flats  are  connected  to  the  angles  by  small  rivets  and  are  bent 
down  upon,  the  back  of  the  angles,  as  shown  in  Fig,  gi.  In  the 
construction  of  floors  he  used  the  tooth  or  rack  system,  as  shown 
in  Figs.  128  and  129, 

Degon  replaces  the  hoop  iron  stirrups  with  heavy  wire  ties,  as 
he  considers  the  former  do  not  have  the  proper  contact  with 
the  main  bars,  and  by  the  use  of  light  rods  or  heavy  wires,  he 
is  enabled  to  tie  the  two  materials  together  more  perfectly.  For 
beams  he  uses  a  double  type  of  reinforcement,  the  upper  rods 
^ing  Vm  of  the  sectional  area  of  the  bottom  ones.    The  bottom 


Fig,  132. 
rods  are  bent  upward  at  the  ends  so  the  top  rods  may  be  hooked 
around  them,  as  shown  in  Fig.  130.  The  transverse  reinforce- 
ments are  bent  in  several  forms,  one  of  which  is  shown  in  Fig. 
131.  In  this  system  the  wrapping  wires  pass  also  in  a  longi- 
tudinal direction  along  the  web  of  the  beam.  In  floor  slabs  the 
transverse  rods  pass  from  bar  to  bar  in  an  undulating  fashion, 
as  shown  by  Fig.  132. 
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Tbt  Hennebiqoe  System. — This  system  of  construction  is  the 
invention  of  Mr.  Franijois  Hennebique,  and  has  been  very  ex- 
tensively used  for  beams,  girders  and  thin  floor  slabs.  The 
principal  features  consist  of  two  round  rods  with  split  ends,  one 
rod  being  perfectly  straight  and  the  other  bent  upward  at  a  point 


Fig  133— Typical  Hennebftiue  Beam  HelnforcemeDt. 
about  one-third  of  the  span  from  the  supports,  for  the  purpose 
of  resisting  the  shearing  stresses  at  the  ends.  Another  feature 
©£  the  system  is  the  use  of  hoop  iron  stirrups  at  intervals  to 
strengthen  the  beam  against  horizontal  shear.  Both  bars  are 
included  within  the  same  stirrup,  but  in  some  forms  of  construc- 
tion bent  and  straight  bars  are  used  ahernately.  Figure  133  shows 
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Fig.  134.~Henaeblque  Slab  Reinforcement, 
the  ordinary  type  of  Hennebique  beam  as  applied  to  floor  con- 
struction. The  slabs  may  or  may  not  be  reinforced.  Figure  134 
shows  a  cross  section  of  a  floor  having  the  slab  reinforced. 

Tn  important  construction  reinforcement  is  added  to  the  top 
flanges.  Stirrups  are  placed  astride  of  these  rods  and  extend 
downward  into  the  concrete.     Round  bars  are  used  exclusively 
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in  this  system.  A  special  arrangement  of  the  metal  with  trans- 
verse rods  to  tie  the  whole  together  and  avoid  longitudinal  cracks 
is  used  for  beams  of  long  span. 

Coniaroa  Bj'stem. — The  Coularou  system   (Fig.    135)   resem- 
bles the  Hennebique.     The  stirrups,  however,  are  inclined  at  an 


Pig.  135. — Coubarou  Beam  RelDtarcemeat. 
angle  of  45°,  and  their  spacing  increases  from  the  supports  to- 
ward the  middle  of  the  span.     Each  stirrup  consists  of  a  plain 
round  rod  hooked  around  the  upper  and  lower  reinforcement. 
The  upper  reinforcement  is  of  light  section  and  is  parallel  to  the 


Fig  13J. 
Intorcement  tor  Beams. 
lower  bar,  where  the  stirrups  are  necessary.    Xear  the  middle  of 
the  beam  the  upper  reinforcement  is  bent  downward  at  an  angle 
of  45°  and  joins  the  lower  bar  and  is  parallel  to  it  over  the  cen- 
tral portion  of  the  beatri. 
Kunaoliiiu  Syatem. — The  object  of  this  system  is  to  obtain  for 
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beams  the  advantage  gained  in  the  construction  of  columns  by 
hooping  the  same.  The  hooping  of  beams  is  an  extremely  diffi- 
cult operation.  S.  Maciachini  undertakes  to  obtain  the  hoop- 
ing effect  in  the  following  manner:  Hooping  wires  of  a  suit- 
able diameter  and  as  long  as  possible  are  bent  up  and  down  be- 
fore being  placed  in  position,  the  height  being  that  of  the  width 
or  depth  of  the  beam  less  about  i^  ins.  to  allow  for  a  covering 
of  about  %  in.  of  concrete  on  all  sides.  The  bottom  and  side 
hoopings  are  placed  together,  as  shown  in  Fig.  136,  so  that  when 
all  connected  these  reinforcements  appear  as  shown  in  Fig.  137. 
After  the  %  in.  of  concrete  has  been  deposited,  this  meshing, 
together  with  the  bottom  rods  at  the  angles,  is  put  in  place  and 


Fig.  140.— Siegwart  Hpllow  Beam. 

the  filling  is  brought  up  and  well  rammed  until  it  reaches  the 
level  of  the  top  rods.  These  are  then  put  in  place  and  the  top 
portion  of  the  hooping  is  threaded  through  the  top  loops  of  the 
sides  and  bent  backward  and  forward,  as  shown  in  Fig.  138. 
After  this  operation  is  completed  the  remainder  of  the  concrete 
is  added.  Fig.  139  shows  a  cross  section  of  a  beam  of  this  form. 
Lattice  Trusses. — Lattice  trusses  are  also  used  for  reinforc- 
ii.g  concrete  girders.  Alatrai  makes  use  of  this  form  to  sup- 
port his  girders.  He  also  sometimes  uses  rolled  beams.  He 
greatly  reduces  the  bending  moment  in  his  beams  and  girders  by 
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Fig.    141.— De  VaHiere  Beam  Reinforcement. 

attaching  the  ends  of  the  wires  and  cables  supporting  the  floors 
as  near  as  possible  to  the  end  of  the  beam.  See  the  arrangement 
of  wires,  as  shown  in  Fig.-  158. 

Siegwart  System. — This  system  consists  of  a  hollow  beam  re- 
inforced by  round  iron  rods,  its  top  face  forming  the  floor  slab 
and  its  bottom   face   the  ceiling.     The  beams  are  moulded  in 
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sections  about  10  ins.  wide  and  are  constructed  in  advance.  Tlie 
open  spaces  between  the  beams  are  filled  with  cement  grout  and 
the  whole  mass  becomes  a  more  or  less  perfect  monolith.  These 
floors  cost  between  15  and  20  cts.  per  sq.  ft.,  Siccording  to  the 
span  and  load.  Fig.  140  shows  the  nature  of  this  hollow  rein- 
forced beam. 

De  Valliere  System. — In  its  simplest  form,  this  system  consists 
of  a  main  reinforcing  bar  with  a  web  reinforcement  of  heavy  wire 
bent  in  the  form  shown  in  Fig.  141.  This  system  resembles  that 
of  Pavin  de  Lafarge,  but  in  this  case  the  top  rod  with  its  loop  is 
omitted. 

The  Visintini  System. — This  system  is  the  invention  of  Mr. 
Franz  Visintini,  of  Ziirich.  The  Concrete  Steel  Engineering  Co., 
of  New  York,  controls  the  patents  for  its  use  in  America.  This 
system  is  used  in  the  construction  of  floors  and  roofs,  and  consists 
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Fig.    142.— Visintini    Beam. 

of  shallow  beams  moulded  in  advance.  Floors  are  made  up  of  a 
series  of  these  beams  placed  side  by  side.  The  beams  are  usually 
moulded  in  widths  of  from  6  to  12  ins.,  and  are  6  or  8  ins.  in 
depth.  The  beams  are  in  reality  shallow  Warren  trusses,  and  are 
reinforced  as  shown  in  Fig.  142.  No  reinforcement  is  used  in 
the  web  members,  which  are  strained  in  compression.  For  deep 
girders  spanning  between  columns,  a  similar  beam,  usually  trussed 
according  to  the  Pratt  system,  is  used.  In  this  case  the  verticals 
are  in  compression  and  are  not  reinforced.  Round  rods  are  used 
for  the  main  reinforcements,  and  sometimes  flats  are  used  for 
reinforcing  the  diagonals  in  the  shallow  floor  beams.  The  advan- 
tages claimed  for  this  system  are  economy  in  material,  careful 
inspection  and  first-class  workmanship  during  construction,  and  a 
dtliniie  action  of  stresses,  according  to  the  system  of  trussing  used. 


CHAPTER  XVI. 
CURVED  PIECES  STRAINED  IN  FLEXURE. 

If  a  curved  piece,  resting  upon  two  supports,  be  acted  upon  by 
external  forces,  the  resulting  deformation  produces  either  a  thrust 
or  pull  at  the  supports,  and  the  internal  stresses  developed  by  the 
action  of  these  forces  may  be  either  compression  or  tension,  but 
usually,  on  account  of  the  form  of  the  piece,  or  because  of  unequal 
distribution  of  the  load,  flexure  also  exists.  If  the  piece  is  loaded 
on  the  convex  side,  it  is  in  compression  and  flexure.  Curved  pieces 
loaded  on  the  convex  side  are  used  in  many  forms  of  construction, 
and  may  all  be  included  under  the  general  classification  of  arches. 
If  the  loading  is  on  the  concave  side,  the  piece  is  in  tension  and 
flexure. 

Arches. — These,  like  straight  pieces,  will  be  divided  into  two 
classes :  Those  of  uniform  thickness  in  the  direction  -parallel  to 
the  axis,  and  ribbed  arches.  In  the  ribbed  form,  the  ribs  are  some- 
times constructed  independently  in  the  form  of  arches  of  rectan- 
gular section. 

Stresses  in  Arches. — The  arch  acts  under  compression  and  flex- 
ure. On  account  of  the  flexure  both  tension  and  longitudinal 
shear  exist.  In  this  form  of  construction  the  object  of  the  rein- 
forcement is  to  supply  the  resistance  needed  by  the  concrete  when 
it  is  subject  to  tensile  stresses  and  to  supplement  its  compressive 
resistance  whenever  it  is  necessary  to  do  so.  These  two  kinds 
of  stresses  arc  the  most  important  and  may  be  called  principal 
stresses.  Secondary  stresses  also  exist,  the  most  important  of 
which  is  shearing  stress.  Provision  is  often  also  made  for  this 
stress. 

Before  showing  the  arrangement  of  the  reinforcement,  we 
will  review  briefly  the  usual  manner  of  failure  of  arches  and  the 
location  of  the  dangerous  stresses  j^roducing  such  failure. 

Let  us  consider  that  the  arch  under  discussion  is  of  concrete 
and  fixed  at  the  ends.  The  arch  may  fail  ( i )  by  crushing  the 
concrete.  (2)  l)y  shearing,  and  (3)  by  rotation. 

(i).     If   the   thrust   at   any   point   exceeds   the   compressive 
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Strength  of  the  concrete,  the  arch  will  fail.  By  introducing  a 
proper  amount  of  reinforcing  metal  the  compressive  stress  in 
the  concrete  may  be  kept  within  safe  working  limits.  Hence,  by 
the  use  of  reinforcements  the  thickness  of  the  concrete  may  be 
greatly  reduced. 

(2).  As  in  beams,  when  the  arch  is  heavily  loaded,  particu- 
larly if  it  be  a  flat  arch,  the  shearing  stresses  at  or  near  the  ends 
may    become    dangerously    high.     The  arch   ring   is  generally 
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Figs.    143-144.— Sketches    Showing    Methods    of   Failure    of    Arches. 

Strengthened  by  increasing  the  thickness  near  the  springing 
points.  Reinforcement,  when  Osed,  will  give  it  additional  strength. 

(3).  Failure  by  rotation.  The  methods  of  failure  by  rota- 
tion are  shown  in  Figs.  143  and  144. 

A  flat  arch  fails  by  sinking  at  the  crown  and  rising  at  the 
haunches,  a  deep  arch  by  rising  at  the  crown  and  sinking  at  the 
haunches.  In  Fig.  143,  tension  exists  in  the  intrados  at  the 
crown  and  springing  points;  in  the   extrados  at  the  haunches. 


Fig.  145. 

In  Fig.  144  tension  exists  in  the  extrados  at  the  crown  and 
springing  points,  and  in  the  intrados  at  the  haunches.  By  exam- 
ining these  figures  the  proper  distribution  of  the  reinforcement 
is  easily   understood. 

The  simplest  form  of  arch  fixed  at  the  supports  is  a  curved 
ring  included  within  two  curved  surfaces.  As  in  the  beam  the 
simplest  form  of  reinforcement  is  a  bar  placed  near  the  intrados 
as  shown  in  Fig.  145.     This  form  of  reinforcement  will  be  in- 
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sufficient  if  the  stresses  due  to  compound  flexure  are  of  any 
magnitude. 

In  a  full  centered  or  elliptical  arch,  tensile  stresses  occur,  as 
shown  in  Fig.  143,  at  the  haunches.  Hence  it  is  customary  to 
strengthen  the  extrados  by  a  supplementary  reinforcement.  In  an 
excessively  elliptical  arch  the  joint  of  rupture  generally  occurs 
at  a  point  slightly  above  the  springing  line.  Hence  the  supple- 
'  mentary  reinforcement  begins  at  the  springing  line  and  extends 
over  the  dangerous  space,  as  shown  in  Fig.  146.  As  this  danger 
space  is  sometimes  difficult  to  determine,  it  is  often  customary  to 
extend  the  reinforcement  at  the  extrados  over  the  whole  arch 
(Fig.   147),  thereby  obtaining  the  double  reinforcement.     The 


Fig.   14C. 


Pig.    147 


Fig.   148.  Fig.   149. 

double  reinforcement  in  addition  to  caring  for  any  dangerous 
tensile  stresses  supplies  additional  resistance  to  compressive 
stresses. 

Figure  148  is  a  modification  of  Fig.  146,  the  reinforcement  at 
the  extrados  being  bent  downward  to  meet  the  reinforcement  of 
the  intrados.  This  form  may  be  used  in  connection  with  a  double 
reinforcement  and  we  then  obtain  the  form  shown  in  Fig.  149. 
The  above  five  forms  apply  to  arches  of  constant  thickness,  but 
it  is  customary  to  vary  the  thickness  with  the  pressure  and  bend- 
ing moment.  This  gives  a  greater  thickness  at  the  springing 
lines  than  at  the  crown.  The  thickness  mav  be  increased  until 
the  extrados  becomes  a  horizontal  plane.  The  above  systerc* 
of  reinforcement  also  apply  to  this  form  and  we  obtain  the  dis 
tribution  of  reinforcements  shown  in  Figs.  150  to  154. 
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Secondary  Stresses. — In  arches  the  principal  stresses  are  gen- 
erally of  much  greater  magnitude  than  the  secondary  stresses 
induced  by  simple  flexure,  hence  it  is  not  necessary  to  make  any 
special  provision  for  shearing  stresses.  There  are,  however, 
seme  arch  systems  which  use  special  bonding  similar  to  that 
used  in  straight  beams.  Another  kind  of  secondary  stress  should 
be  considerad.  When  arch  rings  or  straight  pieces  are  subject 
to  heavy  compression  stresses,  a  compression  of  the  concrete 
takes  place,  and  at  the  same  time  a  lateral  expansion.  Some 
method  of  transverse  bonding  is  necessary  to  take  care  of  this 
secondary  deformation.     If  the  piece  be  reinforced  against  this 


Fig.  ir»2. 


Fig.  153.  Fig.   ir>4. 

lateral  expansion,  its  resistance  to  compression  is  greatly  in- 
creased. 

Systems  of  Eeinforcement. — The  systems  of  reinforcement  des- 
cribed in  connection  with  slabs  may  be  applied  to  the  construction 
of  arches  of  uniform  thickness. 

The  first  and  simplest  form  of  arch  reinforcement  (Fig.  145) 
was  first  used  in  connection  with  a  Monier  netting.  This  did  not 
materially  strengthen  the  arch,  as  no  provision  was  made  to  care 
for  the  tensile  stresses  produced  by  the  bending  moments  at  the 
extrados. 

Other  methods  of  strengthening  the  arch  ring  were  devised 
and  the  reinforcement  took  the  form  shown  in  Figs.  146  and  148, 
and  finally  the  double  netting  was  used,  as  shown  in  Fig.  147. 

In  the  Monier  type  the  resistance  bars  were  bent  to  the  curve 
of  the  directrix  of  the  arch  and  the  distributing  bars  were  straight 
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and  parallel  to  the  axis,  the  two  systems  being  bound  together  at 
intersecting  points. 

Expanded  metal  has  been  extensively  used  to  reinforce  arches 
of  short  span,  particularly  for  floor  systems. 

The  Melan  system  has  been  widely  used  in  the  constructicm 
of  bridges.  While  this  system  is  essentially  a  double  reinforce- 
ment type,  the  reinforcements  occur  in  a  variety  of  forms.  Steel 
I-beams  have  been  extensively  used,  also  various  forms  of  lattice 
girders.  The  vertical  bonding  is  sometimes  omitted,  and  inde- 
pendent .  bars  of  various  forms  are  used.  These  are  placed 
parallel  to  the  curves  of  the  extrados  and  intrados. 

Mr.  Edwin  Thacher  used  the  reinforcement  shown  in  Fig.  78 
for  a  large  number  of  his  earlier  bridges.  The  reinforcing  l)ars 
are  spaced  ct  convenient  intervals,  and  may  or  may  not  be  con- 


Fig.    ir)5. — Henncbiquc    Arch    Reinforcement. 

nected  transversely.    The  latticed  type  of  Melan  arches  has  been 
used  with  hinges  at  the  crown  and  springing  points. 

Ilennebique  adapts  his  system  to  the  reinforcement  of  arches. 
^^Z'  ^55  shows  the  arrangement  which  he  gives  to  the  rods. 
The  bent  bar.  shown  dotted  in  the  figure,  may  or  may  not  be 
used.  The  bent  l)ar  is  sometimes  used,  and  the  upper  horizontal 
bar  omitted.  As  in  straiglit  girders  these  sets  of  bars  are  placed 
in  the  same  vertical  plane  and  are  included  between  the  same 
stirrups.  Distribution  l)ars  may  be  used.  These  are  placed 
])arallel  to  the  axis  of  the  arch  and  above  the  intradosal  bars 
and  below  the  l)cnt  bars. 

Eibbed  Arches. — Vxo\w  a  theoretical  standpoint  if  the  arch  acts 
under  compression  al(3iie,  it  ought  to  be  of  uniform  thickness,  as 
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the  thrust  should  be  the  same  throughout  its  cross  section.  How- 
ever, on  account  of  flexure  and  the  concentration  of  loads  at 
certain  definite  points  through  the  medium  of  spandrels,  a  greater 
depth  and  a  corresponding  greater  moment  of  resistance  is  at 
times  desirable.  Hence,  as  in  slabs  the  ribbed  type  gives  the 
desired  strength  without  an  excess  of  concrete. 
Ribbed  arches  are  often  more  economical  than  arches  of  con- 


FlK.  I.*!*!.— Henneblque  Arch  Rib  and  Flat  Slab  Con  struct  ton. 
stant  thickness.  By  using  a  thin  arch  at  the  extrados  strength- 
ened by  ribs,  the  amount  i)f  spandrel  filling  and  dead  load  may 
!■£  reduced.  In  this  case  either  a  curved  or  flat  extrados  may 
be  used.  The  latter  case  gives  arch  ribs  with  a  flat  covering 
slab,  as  shown  in  l''ig.  15'>.  The  Hcnncbique  system  uses  the 
form  of  flat  extrados.  The  reinforcement  for  the  ribs  is  made 
lip  in  the  same  way  as  in  arches  of  uniform  thickness,  but  in  this 


Pig.   tS7.— Golaing  Archea  Floors. 

tase  all  three  rods  are  used  in  the  same  vertical  plane,  viz.,  in- 
Iradosal,  bent  and  extradosal  reinforcing  bars.  The  slab  is  rein- 
forced in  the  same  manner  as  ordinary  floor  slabs. 

In  arches  of  large  span  the  floor  is  itself  sometimes  arched 
Civing  an  arch  system,  which  is  analogous  to  a  ribbed  floor  slab 
with  a  certain  amount  of  curvature  over  the  whole  span.  The  flat 
^  reinforced  with  arch  ribs  of  moderate  sjian  has  been  ex- 
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tensively  used  in  floor  construction.     The  Golding  floor  is  the 
most  common  type  met  with,  and  is  shown  in  Fig.  157. 

Inverted  Arches. — A  curved  system   of  construction  may  be 
used,  in  which  the  arch  is  loaded  on  the  concave  side,  in  w^hich 


.  Fig.    158. — Matrai    Inverted    Arches. 

the  usual  thrust  at  the  supports  becomes  a  pull  and  the  piece  acts 
under  tension  and  flexure.  M.  Matrai  (Fig.  158)  adopts  this 
form  of  construction  for  his  system.  The  intrados  may  be  either 
flat  or  curved.  Fig.  154  shows  the  form  with  a  flat  intrados  used 
by  M.  Matrai  in  the  construction  of  floors. 


CHAPTER  XVII. 
COLUMNS,   WALLS   AND  PIPES. 

Straight  Pieces  Strained  in  Compression. — In  this  classification 
belong  all  those  structures  in  which  compression  acting  in  the 
direction  of  the  axis  of  the  piece  is  the  principal  stress.  Secon- 
dary stresses  produced  by  bending  usually  also  exist.  These  latter 
stresses  are  due  to  external  forces,  acting  normal  and  obliquely  to 
the  axis  of  the  piece,  or  to  an  eccentric  application  of  the  forces 
producing  the  principal  stress.  Sometimes  an  uneven  settlement 
of  the  foundation  will  also  develop  secondary  stresses.  Walls,  col- 
umns, posts,  piers,  foundation  piles,  etc.,  acting  in  a  vertical  direc- 
tion, come  under  this  classification. 

Disposition  of  the  Reinforcement. — The  reinforcement  should 
be  so  arranged  as  to  care  for  all  dangerous  stresses.    In  this  class 
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Fig.  159.— Typical   Wall  Reinforcement. 

0^  Structure  the  function  of  the  reinforcement  is  twofold,  viz., 
to  take  care  of  any  tensile  stresses  due  to  bending  and  to  supple- 
nient  the  compressive  strength  of  the  concrete.  When  used  prin- 
cipally in  the  latter  capacity  it  is  often  possible  to  reduce  ma- 
terially the  section  of  the  concrete.  In  general  the  reinforcement 
consists  of  straight  rods  placed  parallel  to  the  axis  of  the  piece 
and  is  so  arranged  that  the  piece  will  resist  equally  well  in  all 
directions  the  action  of  the  direct  compression  and  the  secondary 
flexural  stresses. 

Walls. — The  reinforcements  in  walls,  to  take  care  of  trans- 
verse bending  stresses  and  assist  in  carrying  the  vertical  loads, 
consist  of  vertical  rods  placed  alternately  near  each  face,  as 
^hown  in  Fig.  159.  Reinforced  walls  in  reality  are  slabs,  with 
double  reinforcements,  placed  on  edge.  Some  form  of  trans- 
verse bonding  is  desirable,  for  when  a  piece  is  under  compres- 
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sica,  transverse  distortion  accompanies  tlie  longitudinal  contrac- 
tion due  to  compression.  As  in  slabs,  longitudinal  rods  spaced 
from  2  to  3  ft.  apart  sliould  be  placed  horizontally  throughout 
Ibc  height  of  the  wall  to  prevent  shrinkage  cracks.  ,  Again  it  is 
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Fig.    lliU.—Henntbtque    Wall    Re  Into  re  emeu  t. 

often  desirable  to  reinforce  tlie  wall  in  a  horizontal  direction  in 
order  that  it  may  act  as  a  gir<ler  to  distribute  the  loading  over 
the  foundation  or  to  sjtan  ojieninps :  to  this  end,  rods  are  placed 
horizontally  throughout  the  height  of  the  wall. 
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FiR.   l(11,-DPB»n   Wall  Rplnforeement. 
M.   ITcnnebiqne   uses   vertical   round   rods   placed   alternately 
near  each  face  and  tics  them  to  the  opixisilc  face  by  means  of 
stirnips,  as  shown  in  I'ig.  160.    Horizontal  rods  are  placed  along 
the  axisof  tlie  wall  to  take  care  of  vertical  flexure. 

Fig.    Jli:.*,— Chaudy   WaH   Relntorceroeot. 

Ransotne  employs  a  similar  arrangement,  but  uses  cold  twisted 
bars  without  stirrups. 

The  Degon  ( I'jg.  161)  and  C'baudy  (Fig.  162)  systems  for 
walls  use  an  arrangement  of  the  reinforcements  similar  to  tfiat 
employed  in  the  ciinstrnct!on  <,'  these  floor  systems. 
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The  Monier  trellis,  usefl  as  in  a  double  reinforced  slab,  is  em- 
ployed for  wall  reinforcement.  A  single  trellis  is  often  used  for 
thin  partitions.  Any  one  of  the  latticed  systems  described  under 
slabs  may  be  used  in  a  similar  manner.  Partitions  are  often  made 
in  panels  moulded  in  advance,  and  put  in  place  during  the  pro- 
cess of  construction. 

ColnmiLB. — Concrete  and  metal  are  used  together  in  a  number 
of  ways  in  the  construction  of  columns.  Concrete  was  long  ago 
used  as  a  protecting  coat  against  fire  for  all-metal  columns.  The 
column  proper  is  usually  built  up  of  steel  shapes,  and  surrounded 
with  some  form  of  metal  lath  or  lattice,  which  is  embedded  in 
the  surrounding  concrete,  as  shown  in  Fig.  163.  When  used 
in  this  manner  the  concrete  adds  very  little  to  the  strength  of 
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Meial  Lath 


*••  Fireproof Ing  Concrete 

Fig.    IC^l— Concrete    Covered    Steel    Column. 

the  column.  If  the  interior  of  a  hollow  steel  column  be  filled 
with  concrete,  additional  stiflfness  is  secured.  Capt.  John  S, 
Sewell,  Corps  of  Engineers,  U.  S.  A.,  has  used  columns  of  this 
kind  in  building  construction  and  states  that  by  the  use  of  a 
concrete  core  the  saving  of  steel  was  great  enough  to  pay  for  the 
filling.  While  the  stiffening  effect  of  the  concrete  core  is  some- 
what uncertain,  it  is  probably  safe  if  large  cross-sections  be 
chosen  to  design  the  steel  column  in  simple  compression,  without 
any  allowance  for  flexure,  dependence  being  placed  on  the  con- 
crete to  furnish  the  necessary  stiffness. 

The  usual  method  of  reinforcing  concrete  columns  is  to  place 
vertical  reinforcing  rods  symmetrically  spaced  about  the  axis 
of  the  piece  and  as  near  as  possible  to  the  exterior  faces.  The 
columns  may  be  square,  round  or  of  polygonal  form.  Usually 
from  4  to  20  rods,  varying  in  diameter  from  %  -to  2j/$  ins.,  and 
upwards  are  employed.     These  rods  are  tied  together  at  intei> 
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vals  of  about  the  thickness  of  the  colmnn.  For  these  ties  Henne- 
bique  formerly  used  flat  bars  having  holes  punched  in  them  ( Fig. 
164)  through  which  the  vertical  rods  arc  passed.  In  later  con- 
struction he  has  used  wire  ties.  Hoop  iron  straps  are  used  in 
the  Bousseron  system  (Fig.  165),  white  the  Degon  system  (Fig. 
166)  employs  (vire  ties  bent  in  the  form  of  a  cross,  A  variety 
of  other  methods  of  wrapping  are  often  employed. 

The  Kahn  system  omits  the  cross  ties,  but,  owing  to  the  peculiar 
form  of  the  bar  used,  it  is  tied  firmly  to  the  mass  of  the  concrete. 


Fig.  HH.— Henneblque  Colunm  Rod  Ties, 
Hooped  Colnmiu. — It  is  a  well  known  fact  tliat  when  a  concrete 
piece  is  subjected  to  high  compressive  stresses,  a  deformation 
and  shortening  of  the  column  occurs  accompanied  by  a  distor- 
tion of  the  molecular  structure  and  swelling  of  the  concrete  in 
a  transverse  plane.  M.  Considere  conceived  the  idea  of  increas- 
ing the  compressive  stress  of  the  concrete  and  preventing  the 
horizontal  distortions  by  means  of  hoops  or  helicoidal  spirals  • 
placed  at  or  near  the  face  of  the  column  (Fig.  167).  By  this 
means  the  compressive  strength  of  the  column  may  be  increased 
from  2  to  2.7  times  that  obtained  by  the  usual  type  of  reinforce- 
ment.    M.  Considere  found  that  the  spirals  should  be  spaced 
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from  1-7  to  i-io  of  the  diameter  of  the  column.  Rods  should 
vary  in  size  from  ^  to  J4  in.,  according  to  the  size  of  the 
column  and  the  load  to  be  carried.  Vertical  rods  are  used  in 
connection  with  this  hooping  to  care  for  Rexural  stresses.     The 


Fig.   ItiS.— BouHBeron  Column  Rod  Tiel. 
confined  concrete  carries  all  the  direct  compression.     Expanded 
metal  has  been  used  in  place  of  the  spiral  hooping. 

Piles. — Concrete  piles  may  be  reinforced  by  placing  a  single 
rod  or  shape  on  the  axis  of  the  piece,  or  they  may  have  a  number 
of  reinforcing  rods  arranged  as  in  columns. 


Fig.   1UU.— Degon  Column  Rod  Ties. 

Curved  Pieces  Strained  in  Compression. — Vaults,  reservoirs, 
sewers,  pipes,  etc.,  under  pressure,  acting  upon  their  curved  sides, 
are  included  in  this  classification  when  their  form  and  the  distri- 
bution of  the  loading  is  such  that  the  principal  stress  developed  is 
compression.    A  parabolic  arch  acted  upon  by  a  vertical  loading 
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t'jiiformly  distributed  over  its  horizontal  projection  will  be 
strained  in  simple  compression.  A  circular  pipe  submitted  to  a 
unifonit  normal  pressure  acting  from  without  will  also  be  in  sim- 
ple compression  and  may  be  considered  as  typical  of  this  class  of 
structure. 

Some  form  of  lattice  reinforcement  is  usually  employed.  The 
resistance  bars  are  bent  or  woimd  into  circles  or  hoops  and  the 
distribution  bars  are  straight  and  parallel  to  the  axis  of  the  pipe 
or  cylinder.    They  arc  placed  outside  the  directrix,  or  resistance 


—Typical   Hooped   Coli 


bars.  The  two  systems  are  bound  together  at  their  points  of  in- 
tersection by  soft  wire  ties.  The  rosi.stance  bars  may  be  in  the 
form  of  hoops  or  manufact\ired  of  lung  rods  spirally  coiled.  The 
rods  may  be  reduced  in  size  and  woven  into  some  form  of  wire 
meshing  such  as  is  used  in  slabs.  When  light  wire  fabric  is  used 
it  is  often  strengthened  and  retained  in  the  desired  form  by  Urge 
rods  woven  sjiirally  ab<iut  it.  Sometimes  two  or  more  meshes  art 
used.  Round  and  square  rods  an<l  T.  cross  and  I  shapes  are  used 
for  reinforcement.  M.  Bonna  uses  special  steel  ■  sections  having 
the  form  of  a  Latin  cross ;  these  vary  in  size  from  J^  in.  to  J|  x 
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15^  ins.  M,  Bordenave,  another  specialist  on  hydraulic  work, 
uses  small  I-sections.  These  vary  in  depth  from  3-16  in.,  with  an 
area  of  0,023  sq.  in.,  to  i  in.,  with  an  area  of  0.161  sq.  in.  This 
engineer  uses  round  rods  for  distribution  bars.  These  small  sized 
shapes  necessitate  an  extra  amount  of  roUing  during  manufac- 
ture, which  gives  a  higher  elastic  limit  and  uUimate  strength  than 
is  obtained  in  round  or  square  rods.  The  peculiar  form  of  the 
rods  gives  a  large  area  of  contact  for  adhesion.  The  cost  of 
manufacture  is  considerably  higher  than  that  of  ordinary  round 
or  square  bars.  The  reinforcement  may  be  placed  near  the  mid- 
dle of  the  cement  ring,  but  is  sometimes  placed  near  the  inner 


Rplntorcempnt  for  PIpp, 


face,  as  in  the  simplest  form  of  Monicr  arch  rein Torccment. 
When  a  double  network  is  use<l.  one  should  tw;  jilaced  near  the 
inner  and  the  other  near  the  outer  face. 

Curved  Pieces  Strained  in  Tension. — In  this  classification  are  to 
be  found  pipes  and  reservoirs  subjecte<l  to  internal  pressure.  The 
reinforcement  is  designed  to  take  all  the  tension  and  is  embedded 
within  the  concrete  shell  usually  near  the  outer  face.  In  this  case, 
however,  the  distribution  bars  arc  placed  within  the  resistance 
bars,  the  latter  being  plain  hoops  or  spirals,  as  in  pipes  under  com- 
pression. The  concrete  acts  as  a  distributing  and  protecting  me- 
'lium  to  this  skeleton  work  and  should  be  able  to  care  for  all  sec- 
ondary stresses.  All  the  svstems  which  were  mentioned  in  con- 
nection with  pipes  under  compression  may  be  used  for  pipes  tm- 
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der  internal  pressure.    Many  of  these  systems  have  been  developed 
in  the  construction  of  water  mains  and  sewers. 

Figure  168  shows  the  manner  of  arrangement  of  the  reinforcing 
skeleton  work  of  the  Bonna  system.  In  this  system,  when  the 
pipes  are  small  the  hooping  is  always  used  in  the  spiral  form.  The 
longitudinal  rods  are  notched  to  receive  the  hoop-bars  at  intersec- 
tion points,  and  the  joints  wrapped  with  soft  wire.  When  the 
pipes  are  to  be  used  under  a  head  of  50  ft.  or  more,  M.  Bonna 
places  a  sheet  steel  tube  in  the  concrete  to  insure  impermeability. 


CHAPTER   XVIII. 
GENERAL  PHENOMENA  OF  FLEXURE. 

Action  of  Beams  Under  Tests. — According  to  the  experiments 
of  Profs.  Hatt,  Talbot  and  Turneaure,  reinforced  beams  under 
test  exhibited  four  stages  of  flexure. 

In  the  first  stage  the  combination  acts  as  a  true  composite  mem- 
ber. This  period  extends  from  the  application  of  the  load  until 
the  tensile  strength  at  the  extreme  fiber  of  the  beam,  due  to  both 

Fourth 
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Pig.  169.— Tjrplcal  Load  Deformation  Diagram. 

its  weight  and  the  applied  load,  becomes  equivalent  to  about  350 
lbs.  per  sq.  in.  Under  the  conditions  of  Prof.  Talbot's  tests  this 
was  approximately  at  the  ultimate  strength  of  the  concrete  in 
tension.  At  the  limit  of  this  stage  the  deformation  of  the  steel 
throughout  the  middle  third  of  the  beam  is  about  o.oooi  of  its 
length,  indicating,  if  we  disregard  shrinkage  stresses  and  use 
the  value  of  the  coefficient  of  elasticity  of  naked  steel,  that  the 
reinforcement  is  stressed  about  3,000  lbs.  per  sq.  in:  Up  to  the 
end  of  this  stage  the  deformation  curve  is  quite  regular  and  the 
ratio  between  the  load  and  the  deformation  is  very  nearly  con- 
stant. Figure  169  from  Prof.  Talbot's  discussion  of  reinforced 
concrete  tests,  University  of  Illinois  Bulletin  No.  i,  for  Sept., 
1904,  shows  the  form  of  deformation  curve  during  the  various 
stages  of  flexure.    Throughout  this  stage  the  neutral  axis  is  be- 
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low  the  middle  of  the  beam.  The  point  on  the  deformation  curve 
which  shows  the  limit  of  the  first  stage  is  designated  by  Prof. 
Hatt  as  "Point  A." 

The  second  or  readjustment  stage  begins  when  the  loading 
exceeds  the  limits  stated  for  the  first  stage.  The  steel  elongates 
more  rapidly  as  the  loading  increases,  the  compression  of  the 
concrete  increases  and  the  neutral  axis  rises.  No  cracks  are 
visible  to  the  naked  eye  during  this  period,  but  Prof.  Turneaure 
found  evidences  of  cracks  when  wet  beams  were  tested  by  the 
appearance  of  water  marks  or  bands.  The  cracks  develop  dur- 
ing the  next  stage.  The  concrete,  as  shown  by  the  fine  cracks 
not  visible  to  the  naked  eye,  begins  to  give  up  its  tensile  stress  to 
the  steel  during  the  early  part  of  this  stage.  There  is  a  marked 
change  in  the  form  of  the  deformation  curve,  and  its  reversal 
of  curvature  near  the  end  of  this  stage  seem  to  indicate  that 
the  concrete  is  broken  in  tension  through  a  part  of  the  depth  of 
the  beam  and  that  portion  of  the  load  carried  by  the  concrete  in 
tension  has  now  been  transferred  to  make  additional  tension  in 
the  steel.  This  stage  lasts  until  the  deformation  at  the  level  of 
the  steel  averages  about  0.00035.  The  condition  for  the  usual 
working  load  of  beams  is  included  within  the  limits  of  this  stage. 

During  the  early  part  of  the  third  stage  tl}e  entire  tensile  value 
of  the  concrete  is  lost  and  all  tension  is  transferred  to  the  steel, 
l^^ine  vertical  cracks  well  distributed  along  the  middle  third  of 
the  beam  become  visible  to  the  naked  eye  and  gradually  grow 
more  distinct.  According  to  Prof.  Hatt,  the  first  crack  becomes 
plainly  visible  to  the  naked  eye  under  a  load  three  and  one-third 
times  the  load  at  '*r*oint  A,"  and  after  a  deflection,  which  is 
nearly  six  times  that  at  ''Point  .\."  The  first  crack  in  Prof. 
Turneaure's  tests  on  1:2:4  concrete  appeared  at  an  extension 
in  the  concrete  of  about  3  times  that  at  "Point  A,"  and  in  Prof. 
Talbot's  tests  on  i :  3 :  <^)  concrete,  at  an  extension  of  about  5.7 
times  that  at  "Point  A,"  indicating  in  the  former  case  a  stress 
in  the  steel  of  from  12.000  to  16,000  lbs.  per  sq.  in.,  and  in  the 
latter  case  a  stress  in  the  steel  of  23,000  Ihs  per  sq.  in.  These 
fine  cracks  close  u])  when  the  load  is  removed  and  can  not  enlarge 
to  a  serious  extent  until  the  steel  reaches  its  elastic  limit.  The 
appearance  of  the  cracks  is,  however,  not  accompanied  by  any 
apparent  change  in  the  character  of  the  load  deformation  curves, 
which  are  quite  regular  for  both  tension  and  compression  through- 


GENERAL  PHENOMENA  OF  FLEXURE.  273 

# 

out  this  entire  period.  The  increments  of  the  deformation  of  the 
steel  are  very  nearly  proportional  to  the  increments  of  the  load 
as  is  shown  by  the  approximately  straight  line  in  the  diagram. 
The  compression  deformation  also  closely  approximates  a  straight 
line  as  shown  in  the  diagram.  The  position  of  the  neutral  axis 
is  practically  constant  throughout  this  stage.  On  account  of 
the  straight  load  deformation  lines  far  both  tension  and  com- 
pression, and  the  nearly  constant  position  of  the  neutral  axis, 
there  results  a  definite  proportion  between  the  increment  of  the 
load  and  the  increment  of  the  resisting  moment  of  the  beam,  if 
the  latter  be  based  upon  observed  deformation  and  the  coefficieni 
of  naked  steel.  While  the  observed  deformation  may  differ 
somewhat  from  the  deformation  necessary  to  give  the  true  resist- 
ing moment  of  the  beam  during  the  early  parts  of  this  period,  due 
probably  to  initial  stresses  or  other  causes  effecting  the  measured 
deformation,  it  will  be  found  thai  at  or  near  the  limit  of  this 
stage  these  deformations  are  almost  directly  proportional  to  the 
increments  of  the  load  and  at  the  maximum  load  the  resisting 
moment,  calculated  from  the  observed  deformation  of  the  steel, 
will,  in  general,  be  nearly  equal  to  the  bending  moment  of  the 
load.  Urjless  there  be  an  excess  of  reinforcement,  this  stage  con- 
tinues until  a  point  is  reached  at  or  near  the  maximum  strength 
of  the  beam. 

The  fourth  stage,  or  stage  of  failure,  begins  at  or  near  the 
maximum  load.  The  deflection  increases  if  a  normal  amount  of 
reinforcement  is  used,  or,  when  not  enough  metal  is  used  to 
develop  the  crushing  strength  of  the  concrete,  i.  e.,  not  more  than 
11/2  per  cent,  of  metal  for  steel  having  an  elastic  limit  of  33,000 
lbs.,  and  i  per  cent,  for  steel  with  an  elastic  limit  of  55,000  lbs.  per 
sq.  in.  The  steel  stretches  rapidly,  the  cracks  grow  in  width,  the 
neutral  axis  rises,  and  there  is  a  rapid  increase  of  compression  in 
the  upf)er  fiber  of  the  concrete,  due  to  the  decreased  compression 
area,  until  finally  the  concrete  crushes  at  the  top  of  the  beam  at  a 
load  less  than  the  maximum,  and  after  the  steel  has  stretched  con- 
siderably beyond  its  yield  point. 

According  to  Prof.  Hatt,  failure  of  the  beam  begins  at  a  load 
about  four  times  the  load  at  point  A,  and  at  a  deflection  which 
is  about  nine  times  the  deflection  at  point  A.  The  steel  has  passed 
the  yield  point  and  the  cracks  are  wide  open  and  will  not  close 
upon  the  removal  of  the  load.    In  Prof.  Talbot's  tests,  the  values 
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were  4.3  and  16,  and  in  Prof.  Tumeaure's  tests  3.5  and  9,  respect- 
ively, for  ratio  of  load  and  deflection  to  that  at  point  A.  In  Prof. 
Talbot's  testp,  soft  steel  with  an  elastic  limit  of  about  33,000  lbs., 
up  to  ij^  per  cent.,  was  not  sufficient  to  develop  the  crushing 
strength  of  the  concrete.  Prof.  Halt  was  not  able  to  develop  the 
compressive  strength  of  the  concrete  with  2^  per  cent,  of  steel  by 
the  application  of  a  central  load.   With  a  high  percentage  of  steel 
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it  is  probable  that  the  bars  will  slip,  if  not  anchored,  or  the  con- 
crete will  shear  along  the  plane  of  the  reinforcement  before  1:2:4 
concrete  will  fail  in  compression.  It  is  evident  that  the  range  be- 
tween point  A  and  the  first  crack  will  depend  largely  upon  the 
age  and  quality  of  the  concrete.  The  poorer  and  dryer  the  con- 
crete, the  nearer  will  be  the  first  crack  to  the  point  A. 

The  deformation  curves  for  this,  as  well  as  for  the  first  three 
stages,  will  be  understood  by  an  examination  of  Fig.  170. 

It  was  found  from  the  average  of  a  number  of  tests  that  de- 
formation at  the  end  of  the  straight  line  for  mild  steel  bars  is 
about  .00115,  *"**  for  high  steel  bars  .0020,  which  approximates 
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closely  the  computed  deformation  for  naked  steel  bars  at  the 
yield  point,  and  we  may  conclude  that  the  maximum  load  is 
reached  at  the  yield  point,  and  that  the  yield  point  may  be  properly 
taken  as  the  ultimate  strength  of  the  beam. 

It  seems  also  true  that  loads  which  will  stress  the  steel  to  its 
elastic  limit  may  be  calculated  by  using  the  elastic  limit  of  naked 
steel  for  the  tensile  stress  in  the  beam  and  neglecting  the  tensile 
stress  in  the  concrete. 

Where  more  than  a  normal  amount  of  metal  is  used,  the  con- 
crete at  the  top  of  the  beam  will  fail  by  crushing  before  the 
elastic  limit  of  the  steel  is  reached.  In  this  case  the  deformation 
curve  will  be  somewhat  different.  When  a  deformation  in  the 
upper  fibre  of  about  .0014  is  reached  the  deformation  line  for 
the  upper  fiber  curves  off  to  the  right  and  the  compression  de- 
formation increases  more  rapidly,  the  neutral  axis  lowers  slowly 
and  the  steel  deformation  line  continues  straight.  The  final 
failure,  due  to  crushing  of  the  concrete  at  the  upper  surface,  oc- 
curs before  the  deformation  of  the  steel  has  reached  that  of  the 
yield  point  of  the  steel  and  the  final  load  is  the  maximum  load. 
Fig.  171,  shows  the  deformation  in  this  case. 

These  experiments  should  not  be  considered  to  indicate  that 
the  steel  should  be  stressed  below  point  A,  but  rather  that  the 
tensile  resistance  of  the  concrete  should  not  be  included  when 
figuring  the  resisting  moment  ot  the  beam. 

As  regards  the  allowable  working  stress  on  the  steel  reinforce- 
ment in  the  light  of  the  experiments  of  Profs.  Hatt,  Talbot  and 
Turneaure,  it  appears  that  on  the  average  the  point  A  corre- 
sponds to  a  stress  in  the  steel  of*  from  3,000  to  5,000  lbs.  per  sq. 
in.  and  that  the  first  visible  crack  will  not  appear  until  a  stress 
has  been  reached  of  from  12,000  lbs.  in  Prof.  Turneaure's,  23,300 
lbs.  in  Prof.  Talbot's  and  27,000  lbs.  in  Prof.  Hatt's  tests.  It  is 
therefore  not  necessary  to  confine  the  stress  in  the  steel  under 
the  worst  possible  condition  to  less  than  5,000  lbs.  per  sq.  in. 
and  the  usual  practice  of  allowing  working  stresses  as  high 
as  16,000  lbs.  per  sq.  in.  will  not,  under  normal  conditions,  give 
dangerous  cracks  in  the  bottom  of  the  beam. 

Methods  of  Failure  of  Beams  Under  Tests. — The  discussion  of 
various  methods  of  failure  of  beams  under  test  by  Prof.  A.  N. 
Talbot,  in  Bulletin  No.  4  of  the  University  of  Illinois  (April  15, 
1906),  sets  forth  so  clearly  the  results  of  study  of  carefully  con- 
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ducted  beam  tests  that  it  seems  desirable  to  insert  a  portion  of 
this  discussion  in  this  place.  The  author  is  indebted  to  Prof. 
Talbot  for  permission  to  use  this  material. 

Prof.  Talbot  states  that  in  general  a  reinforced  concrete  beam 
may  fail  by  one  or  more  of  the  following  methods:  **i.  Tension 
of  steel;  2.  Compression  of  concrete.  3.  Shearing  of  concrete; 
4.  Bond  or  slip  of  bars ;  5.  Diagonal  tension  of  concrete ;  6.  Mis- 
cellaneous methods,  like  the  splitting  of  bars  away  from  the  con- 
crete, th^  effect  of  the  bearings,  etc.  What  one  of  these  methods 
of  failure  will  govern  the  strength  of  a  beam  is  dependent  upon 
percentage  of  reinforcement,  kind  of  steel,  quality  of  concrete, 
relation  of  depth  of  beam  to  length  of  span,  disposition  of  re- 
inforcement, and  other  conditions. 

'The  stress  which  reaches  the  limit  of  the  resisting  property 
of  the  material  is  the  one  which  will  control  the  strength  of  the 
beam.  It  is  not  likely  that  two  or  more  of  these  stresses  will 
reach  their  point  of  failure  at  the  same  time.  It  is  not  even 
generally  feasible  so  to  proportion  a  beam  that  its  strength  shall 
be  the  same  in  tension,  compression,  bond  and  diagonal  tension. 
For  other  reasons  the  amount  of  reinforcement  or  depth  of  beam 
may  be  made  the  same  in  spans  of  different  length,  or  carrying 
different  loads,  and  such  a  variation  will  change  the  relative  value 
of  tension  compression,  bond,  etc.  While  it  may  be  well  to 
calculate  the  various  stresses,  in  many  cases  the  relative  dimen- 
sions  and  amount  of  reinforcement  are  such  that  the  method  of 
failure  may  be  told  without  much  calculation. 

''Primary  and  TJItiinate  Failure. — In  judging  the  results  of  tests 
a  distinction  must  be  made  between  primary  failure  and  ultimate 
failure.  Some  change  or  failure  may  take  place  in  the  beam  dur- 
ing the  test  which  will  greatly  modify  the  conditions,  and  we  may 
not  properly  judge  of  the  conditions  existing  'at  this  time  by 
what  happens  later.  This  early  or  critical  failure  may  be  named 
the  primary  failure,  and  its  cause  should  be  called  the  cause  of 
failure  of  the  beam.  Thus  slipping  of  the  bars  may  come  after 
diagonal  failure  has  occurred.  It  is  not  always  possible  to  know 
positively  the  cause  of  failure,  but  generally  a  careful  study  of 
the  test  will  give  a  trustworthy  conclusion. 

"Pailnre  by  Tension  in  Steel. — Beams  having  shallow  depth  as 
compared  with  their  length  and  having  a  moderate  amount  of 
reinforcement  may,  when  tested  with  the  usual  way  of  loading, 
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be  expected  not  to  fail  before  the  steel  has  been  stretched  to  its 
yield  point,  and  the  maximum  load  carried  will  generally  be  but 
little  higher  than  that  carried  when  the  yield  point  is  reached. 
Fig.  172  illustrates  the  typical  form  of  failure  by  tension  in 
steel.  It  should  be  noted  that  the  tension  cracks  shown  in  the 
figure  will  appear  considerably  before  the  steel  reaches  its  yield 
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Fig.   172. — Beam  Failure  by  Tension  in  Steel. 

point.    With  other  forms  of  failure  these  cracks  may  appear,  but 
they  do  not  grow  to  the  extent  they  do  in  tension  failures. 

"Failure  by  Compression  of  Concrete. — Beams  having  a  large 
amount  of  reinforcement  may  fail  by  the  crushing  of  the  concrete 
at  the  top  of  the  beam  before  the  steel  has  been  stressed  to  its 
elastic  limit.     As  has  been  stated,  the  amount  of  reinforcement 
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Fig.  173. — Beam  Failure  by  Compression  in  Concrete. 

necessary  to  develop  the  full  compressive  strength  of  the  con- 
crete depends  upon  the  quality  of  the  concrete  and  the  elastic 
limit  of  the  steel,  and  will  vary  from  i  to  ij/^  per  cent.  Figure 
173  illustrates  this  form  of  failure.  If  stress-deformation 
diagrams  are  made,  the  line  showing  the  shortenings  of  the  upper 
fibre  of  the  concrete  will  curve  away  rapidly  from  the  usual 
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Straight-line  position,  but  the  steel  deformation  line  will  not  be 
modified  materially  until  near  the  line  of  failure.  This  condition 
of  the  stress  deformation  curves  is  the  best  evidence  that  the 
crushing  strength  of  the  concrete  has  been  reached  without  de- 
veloping the  strength  of  the   steel  at   the  yield  point. 

**Bond  or  Besistance  to  Slipping  of  BeinforQing  Bars. — In  order 
to  have  beam  action  there  must  be  a  proper  web  connection  be- 
tween the  tension  and  the  compression  portion  of  the  beam. 
Where  there  is  no  metallic  web  reinforcement  the  concrete  of  the 
beam  acts  as  this  web.  Of  course,  the  amount  of  stress  in  the 
reinforcing  bars  and  also  in  the  compression  area  of  the  concrete 
varies  at  different  cross  sections  along  the  length  of  the  beam. 
The  increment  between  consecutive  sections  of  increase  in  the 
tensile  stresses  of  the  reinforcing  bars  is  transferred  to  or  con- 
nected with  the  increments  of  the  compression  stresses  of  the 
concrete  by  means  of  this  web.  In  transmitting  the  increment  of 
tension  from  the  reinforcing  rods  to  the  surrounding  concrete 
there  is  developed  a  tendency  of  the  rods  to  slip  in  the  concrete, 
and  the  amount  of  resistance  to  slip  thus  developed  is  called  bond, 
and  will  be  measured  in  terms  of  the  area  of  surface  in  contact 
with  the  concrete.  It  will  be  seen  that  the  total  bond  developed 
on  the  surface  of  the  bars  in  one  inch  of  length  is  equal  to  the 
total  change  in  total  tensile  stress  in  the  bar  for  the  same  inch  of 
length.  Bond  may  be  compared  to  the  action  of  the  rivets  joining 
flange  to  web  in  a  riveted  steel  plate  girder,  except  that  in  the 
reinforced  concrete  beam  the  contact  is  continuous. 

"For  horizontal  reinforcement  the  formula  for  bond  may  be  de- 
rived as  follows:  P^or  any  vertical  section  of  the  beam  the  equa- 
tion M  =  Ag  fg  d'  gives  the  resisting  moment.  ( M  =  moment, 
Ag  =  area  of  steel,  fg  =  stress  in  steel,  d'  =  distance  from  center 
of  steel  to  center  of  pressure  in  concrete.)  Differentiating  this 
equation, 

(f  M  du 

=  A. d' 

dx  dx 

By  the  principles  of  mechanics  of  beams 

dU 

=  V, 

dx 

where  V  is  the  total  vertical  shear  at  the  given  section  (reaction 
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at  support  minus  load  between  the  support  and  the  section  con- 
sidered).   Substituting  and  transposing, 

A.  rf  f.        V 


Now  the  derivative 


rfx  d' 

A.dU 


dx 


expresses  the  rate  of  change  of  the  total  tensile  stress  in  the 
reinforcing  bars  at  the  section  under  consideration;  it  is  given 
in  terms  of  a  unit  of  length  of  beam  (lb.  per  inch  of  length),  and 
measures  what  is  transmitted  to  the  concrete  by  bond.  Using  m 
as  the  number  of  bars,  o  as  the  efficient  circumference  or  peri- 
phery of  one  bar,  the  total  surface  of  bar  for  one  inch  of  length  of 
beam  is  mo,  and  the  bond  stress  developed  is  mou,  where  u  rep- 
resents the  bond  developed  per  unit  of  area  of  surface  of  bar. 
Equating  this  to  the  value  of  the  derivative  given  in  the  above 
equation,  and  solving 

V 

u  =^ . 

mo  d' 

This  equation  is  not  applicable  in  just  this  form  when  the  bars 
are  bent  up  or  inclined  from  the  horizontal,  since  in  this  case  d' 
is  a  variable,  and  this  fact  will  modify  the  differentiation. 

"Failure  of  Bond  Between  Steel  and  Concrete. — Failure  by  the 
breaking  of  the  bond  between  the  steel  and  concrete  is  unusual  for 
a  beam  having  the  proportions  of  ordinary  test  beams.  The  calcu- 
lated bond  stress  develoi  cd  in  the  beams  tested  at  University  of 
Illinois  in  1905  ranges  from  70  to  193  lbs.  per  sq.  in.,  and  the  bond 
tests  on  plain  mild  steel  rods  give  values  from  200  to  500  lbs.  per 
sq.  in.,  and  on  some  forms  of  deformed  bars  from  300  to  1,000  lbs. 
per  sq.  in.  Size  of  beams  tested  was  8  ins.  wide,  1 1  ins.  deep 
and  13*  ft.  long,  with  test  spans  of  12  ft.  The  center  of  steel  rein- 
forcement was  10  ins.  below  top  surface.  The  concrete  used  was 
a  1:3:6  mixture.  It  is  true  that  conditions  under  which  the 
bond  tests  arc  made  differ  from  those  in  the  beam,  and  also  that 
bond  stresses  may  not  be  distributed  in  the  beam  exactly  as 
assumed,  and  considerable  allowance  should  be  made  for  these. 
Besides,  the  effect  of  time  and  of  repetition  of  stress  upon  bond 
resistance  is  not  known.  For  bars  bent  up  out  of  the  horizontal 
a  much  higher  stress  is  brought  into  action  near  the  end  of  the 
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bar  than  with  the  bars  laid  horizontally  throughout  the  length 
of  the  beam.  The  value  of  the  bond  resistance  will  depend  upon 
the  smoothness  of  the  surface  of  the  bar,  the  unifonnity  of  its 
diameter,  the  adhesive  strength  of  the  concrete,  and  the  shrink- 
age grip  developed  in  setting.  In  most  of  the  failures  reported  to 
be  caused  by  slipping  of  the  bars,  it  seems  certain  that  this  slip- 
ping occurred  subsequent  to  diagonal  tension  failures  or  other 
changes  which  were  the  primary  causes  of  failure.  For  mild 
steel  reinforcement  placed  horizontally  in  beams  of  ordinary 
dimensions,  the  diagonal  tensile  strength  of  the  beam  will  be  a 
much  weaker  element  than  the  bond  stress  between  steel  and  con- 
crete. 

"Failure  of  the  bond  between  the  reinforcing  rods  and  the  con- 
crete is  difficult  to  detect.  The  fact  that  a  rod  has  been  found 
after  failure  of  the  beam  to  have  slipped  is  not  evidence  that 
slipping  occurred  before  failure  began  and  hence  was  the  prim- 
ary cause  of  failure.  In  some  instances  reported  as  failure  by 
slipping,  the  slipping  evidently  occurred  as  a  consequence  of  the 
new  conditions  brought  into  play  by  whatever  was  the  primary 
cause  of  failure,  and  slipping  may  not  be  considered  the  primary 
failure. 

"A  number  of  beams  reinforced  with  tool  steel  rods  having  a 
smooth,  almost  polished  surface  were  tested.  All  these  beams 
failed  by  slipping  of  the  bars.  Their  appearance  after  failure  is 
shown  in  Fig.  174. 

TABLE  LXII.     ' 

VALUES   OF  VERTICAL  SHEARING   STRESS   AND  BOND   DE- 
VELOPED IN  BEAMS  REINFORCED  WITH  TOOL  STEEL. 
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"Table  LXII.  gives  the  bond  developed  in  lbs.  per  sq.  in.  at  the 
time  of  failure,  as  calculated  by  the  equation 

V 


u  = 


mo  d' 


and  also  the  vertical  shearing  stress  developed  with  the  same  load. 
The  weight  of  the  beam  and  loading,  apparatus  is  included  in 
these  calculations.     Beam  No.  49  failed  suddenly.     The  failure 
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Fig.  174. — Failures  of  Beams  Reinforced  with  Tool  Steel. 

shows  a  nearly  vertical  crack  with  a  horizontal  crack  extending 
along  the  plane  of  the  reinforcement  toward  the  support.  It 
seems  likely  that  slipping  occurred  from  the  end  of  the  rods  to 
the  vertical  crack,  and  also  that  the  horizontal  crack  developed 
at  the  time  of  slipping  and  in  connection  with  the  vertical  tension 
coming  on  the  rod.  The  bond  stress  developed,  i6i  lbs.  per 
sq.  in.  of  surface  of  bar,  is  the  largest  except  one  developed  in 
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this  series.     The  vertical  crack  was  closer  to  the  vsupport  than 
was  the  case  with  the  other  beams. 

**Eight  beams  may  be  described  as  slipping  and  failing  gradu- 
ally. At  a  load  of  75  per  cent,  to  95  per  cent,  of  the  maximum,  a 
crack,  vertical  or  nearly  vertical  in  position,  appeared  between 
the  load  point  and  the  support  and  not  very  far  from  the  former, 
and  gradually  increased  in  height  until  the  maximum  load  was 
reached.  The  load  then  fell  off,  and  this  crack  grew  until  sud- 
denly failure  occurred  at  a  load  from  1,000  to  4,000  lbs.  less 
than  the  maximum.  In  beam  No.  52  the  critical  crack  appeared 
at  13,000  lbs.,  87  per  cent,  of  the  maximum  load.  The  direction 
and  position  of  the  critical  crack  are  indications  that  slipping  of 
the  rods  was  the  primary  cause  of  failure.  The  cracks,  as  shown 
in  Fig.  174,  are  as  they  appeared  near  the  time  of  final  failure. 
At  first  appearance  only  the  vertical  portion  showed.  It  seems 
likely  that  this  slipping  occurred  from  the  crack  to  a  point  under 
the  load,  there  being  no  shear  and  hence  no  bond  stress  on  the 
portion  of  the  beam  between  the  two  loads  at  the  third  points  of  • 
the  beam.  The  calculated  bon4  stress  at  maximum  loads  for 
these  beams  ranged  from  1 14  to  143  lbs.  per  sq.  in.  Bond  tests 
with  this  tool  steel,  the  rods  being  embedded  6  ins.  in  the  con- 
crete, gave  values  of  153,  147,  154  and  141  lbs.  per  sq.  in.  of 
surface,  averaging  149  lbs.  per  sq.  in.  The  critical  crack  in  these 
eight  beams  first  appeared  when  the  bond  stress  developed  ranged 
from  90  to  125  lbs.  per  sq.  in.  The  position  of  the  critical  crack 
and  the  manner  of  failure  of  this  group  of  beams  are  materially 
different  from  the  conditions  accompanying  diagonal  tension 
failures.  It  must  not  be  overlooked,  however,  that  the  presence 
of  this  initial  crack  does  weaken  the  resistance  of  the  beam  to 
diagonal  tension,  and  thus  increases  the  web  stresses  above  the 
crack  and  also  the  vertical  tension  transmitted  from  the  rod 
just  beyond  the  crack,  which  together  cause  the  final  failure  to 
be  of  the  form  shown. 

'There  are  two  types  of  bond  failures :  ( i )  Slip  from  the  direc- 
tion of  the  middle  of  the  span,  with  a  slowly  developing  crack 
slightly  inclined  from  the  vertical,  which  extends  upward  as 
the  load  is  increased  to  the  maximum  load,  growing  still  more  as 
the  test  is  continued  at  a  dropping  load,  and  finally  breaking  by 
splitting  below  and  cracking  diagonally  above.  (2)  Slip  from 
the  end  of  the  beam  and  a  sudden  failure  at  maximum  load  by 
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the  formation  of  a  crack  slightly  inclined  from  the  vertical  and 
near  to  the  support,  together  with  accompanying  splitting  and 
diagonal  cracking  at  the  top  of  the  beam.  The  characteristic  of 
the  first  is  slow  failure  along  a  crack  which  is  nearly  vertical, 
and  which  gradually  grows  with  increasing  load,  and  of  the 
latter  a  sudden  failure  through  a  crack  in  a  nearly  vertical  posi- 
tion not  visible  until  time  of  failure  is  reached.  It  is  likelv  that 
both  are  variations  of  a  single  form  of  failure,  the  former  appear- 
ing when  the  vertical  tensile  strength  of  the  concrete  is  exceeded. 
In  failure  by  diagonal  tension,  the  cracks  formed  are  inclined 
more  from  the  vertical  than  are  these  cracks.  In  none  of  the 
tests  made  with  mild  steel  bars  placed  horizontally  was  there  any 
evidence  of  slip  of  bar,  although  in  one  beam  a  bond  stress  of 
193  lbs.  per  sq.  in.  was  developed. 

**Vcrtical  and  Horizontal  Shearing  Stresses. — It  is  shown  in  the 
mechanics  of  beams  that  there  exists  throughout  a  beam  vertical 
and  horizontal  shearing  stresses  which  vary  in  intensity,  and  that 
at  any  point  in  a  beam  the  vertical  shearing  unit-stress  is  equal 
to  the  horizontal  shearing  unit-stress  there  developed.  As  note3 
under  bond,  the  total  tension  in  the  reinforcing  bars  varies  along 
the  length  of  the  beam,  as  does  also  the  total  compressive  stress. 
The  horizontal  shearing  stress  may  be  considered  to  transmit  the 
increments  or  increase  of  the  total  tensile  stresses  in  the  rein- 
forcing bars  (which  is  transmitted  to  the  surrounding  concrete 
by  the  bond  stresses)  to  the  correspondino^  increments  of  com- 
pression in  the  compression  area  of  the  concrete,  the  concrete 
thus  forming  the  stiffening  web  of  the  beam.  The  amount  of 
this  horizontal  tensile  stress  so  transmitted  from  the  reinforcing 
bars  per  unit  of  length  of  beam  is  by  the  equation 

V 

mou  —  — .  ▼ 

bd' 

"Consider  this  distributed  over  a  horizontal  section  just  above 
the  plane  of  the  bars  for  a  unit  length  of  beam,  and  call  the  hori- 
zontal unit  stress  v.  The  shearing  resistance  i)cr  unit  of  length 
of  beam  thus  developed  is  then  b  v.  and  equating  this  to  m  o  u, 

V 

V  =  . 

bd' 

"This  equation  gives  the  horizontal  shearing  unit-stress,  and 
therefore  also  the  vertical  shearing  unit-stress,  at  a  point  just 
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above  the  level  of  the  reinforcing  bars.  As  no  tension  is  here 
considered  as  acting  in  the  concrete,  there  will  be  no  change  in 
the  intensity  of  the  horizontal  and  vertical  shearing  stresses  be- 
tween this  line  and  the  neutral  axis.  For  the  part  of  the  beam 
where  tensile  stresses  extend  well  down  to  the  reinforcement 
some  modification  of  this  treatment  may  be  made.  Above  the 
neutral  axis  the  intensity  of  the  shearing  stresses  wilt  decrease  by 
the  law  of  change  of  horizontal  shearing  stresses  for  homo- 
geneous rectangular  beams  modified  to  suit  the  parabolic  stress 
deformation  relation.     The  distribution  of  the  intensity  of  the 
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horizontal  shearing  stress  over  a  vertical  section  is  represented 

in  I'ig.   175. 

"As  d'  gciierallv   will  not  vary  far  from  .85d,  the  shearing 
stress  by  equation 


will  be,  say,  18  per  cent,  more  than  if  considered  to  be  uniformly 
distributed  over  a  vertical  section  extending  down  to  the  center 
of  the  reinforcing  rods.  Even  if  tension  is  considered  to  exist 
in  the  concrete  for  a  short  distance  below  the  neutral  axis,  the 
shearing  stress  will  not  be  greatly  modified  thereby.  If  the  bars 
are  inclined  or  bent  up  from  the  horizontal,  the  above  equation 
must  be  changed  to  allow  for  a  variable  d'. 
The  horizontal  and  vertical  shearing  imit-stresses  obtained  by 

V 
the  use  of  the  above  equation    v  = 

d' 
are  low,  the  highest  value  developed  for  the  beams  tested  by 
Prof.  Talbot  bemg  151  lbs.  per  sq.  in.     Even  if  we  consider  a 
point  in  a  beam  at  which  the  concrete  is  carrying  stress  in  tension 
up  to  its  ultimate  strength,  the  value  of  the  diagonal  shearing 
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will  scarcely  reach  twice  the  vertical  shearing  stress.  The  shear- 
ing strength  of  concrete  is  much  higher  than  this,  probably  from 
50  to  75  per  cent,  of  the  compression  strength.  As  a  rule,  rein- 
forced concrete  beams  do  not  fail  by  shear.  What  has  been 
called  shearing  failures  are  really  diagonal  tension  failures. 

''Diagonal  Tension  in  the  Concrete. — In  the  flexure  of  a  beam 
stresses  are  set  up  in  the  web  which  are  sometimes  called  web 
stresses  and  sometimes  secondary  stresses.  Besides  the  hori- 
zontal and  vertical  shearing  stresses  already  discussed,  tensile  or 
compressive  and  shearing  stresses  exist  in  every  diagonal  direc- 
tion. In  determining  the  bending  moment  only  the  horizontal 
components  of  these  are  taken.  When  there  is  no  metallic  web 
reinforcement  all  the  diagonal  stresses  are  taken  by  the  concrete. 
By  the  analysis  of  combined  shear  and  tension  the  value  of  the 
maximum  diagonal  tensile  unit  stress  (see  Merriman's  Mechanics 
of  Materials,  p.  265,  1905  edition)  is  found  to  be 

t  =  %  s  +  v"^1m^ 

''When  t  is  the  diagonal  tensile  unit-stress,  s  is  the  horizontal 
tensile  unit-stress  existing  in  the  concrete,  and  v  is  the  horizontal 
or  vertical  shearing  unit-stress.  The  direction  of  this  maximum 
diagonal  tension    makes  an    angle  with  the    horizontal  equal  to 

8 

one-half  the  angle  whose  cotangent  i's  Yz  — . 

V 

"If  there  i^  no  tension  in  the  concrete,  this  reduces  to  t  =  v, 
and  the  maximum  diagonal  tension  makes  an  angle  of  45°  with 
the  horizontal,  and  is  equal  in  intensity  to  the  vertical  shearing 
stress. 

"When  the  diagonal  tensile  stresses  developed  become  as  great 
as  the  tensile  strength  of  the  concrete,  the  beam  will  fail  by 
diagonal  tension,  provided  there  is  no  metallic  web  reinforce- 
ment. Fig.  176  gives  the  typical  form  which  this  failure 
takes.  As  the  value  of  the  maximum  diagonal  tensile  stress 
developed  in  a  beam  is  by  equation 


dependent  upon  the  horizontal  tensile  stress  developed  at  the 
same  point,  it  is  difficult  to  compute  its  actual  amount.  The  best 
method  seems  to  be  to  compute  the  horizontal  and  vertical  shear- 
mg  unit-stress,  and  make  all  comparisons  on  the  basis  of  this 
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value.  Beams  which  fail  by  diagonal  tension  and  which  are 
without  metallic  web  reinforcement  give  a  value  of  100  to 
150  lbs.  per  sq.  in.  for  the  vertical  shearing  unit-stress  when 
calculated  by  the  equation 

V 

V  =  

bd' 

(and  lower  values  for  poorer  concretes),  the  limit  depending 
upon  the  strength  of  the  concrete.  When  these  values  are  com- 
bined in  the  equation 


t  =  %  s .+  V  %  s'  +  v', 

with    the   probable    horizontal   tensile    stress    developed   in    the 
concrete  below  the  neutral  axis,  the    resulting    diagonal  tensile 


i 


A 


Fig.   17G. — Beam   Failure  by   Diagonal  Tension. 

stress  is  evidently  the  full  tensile  strength  of  the  concrete. 
Diagonal  tension  failures  are  frequently  characterized  by  sudden 
breaks,  without  warning,  as  is  the  case  in  the  failure  of  plain 
concrete  beams.  A  variation  from  this  gives  a  slower  failure, 
part  of  the  shear  being  carried  through  the  reinforcing  bars  and 
the  ultimate  failure  involving  the  splitting  and  stripping  of  the 
bars  from  the  beam  above. 

It  is  evident,  since  the  vertical  or  external  shear  is  independent 
of  the  resisting  moment,  that  the  relation  between  the  depth 
and  length  of  a  beam  will  determine  whether  the  beam  will 
fail  by  diagonal  tension  or  by  tension  of  steel  or  compression 
of  concrete.  In  relatively  short  and  deep  beams  the  diagonal 
tensile  strength  will  fix  the  strength  of  the  beam,  while  in 
long,  shallow  beams  this  element  may  be  disregarded. 

Since  the  diagonal  tension  may  be  resolved  into  horizontal  and 
vertical  or  other  components,  the  concrete  may  be  relieved  of  a 
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part  of  the  diagonal  tensile  stress  by  one  or  both  of  two  means: 
(i)  By  bending  the  reinforcing  rods  or  strips  sheared  from  them 
into  a  diagonal  position,  and  (2)  by  making  use  of  stirrups  to 
take  the  vertical  component  of  the  diagonal  tension."  (The  va- 
rious methods  of  providing  for  these  shearing  stresses  are  dis- 
cussed in  another  chapter). 

'Tailure  by  Splitting  of  Bars  Away  from  Upper  Portion  of 
Beam. — Failures  sometimes  occur,  either  after  a  diagonal  crack 
has  appeared  or  at  the  same  time  that  such  a  crack  is  observed, 
in  which  the  reinforcing  bars  and  the  concrete  below  the  level 
of  the  bars  are  split  away  from  the  remainder  of  the  beam,  the 
crack  running  horizontal  for  some  distance.  This  stripping  is 
caused  by  verticr.l  tension  in  the  concrete  transmitted  to  it  by  the 
stiffness  of  the  reinforcing  bars  after  the  concrete  fails  to  carry 
its  assignment  of  diagonal  tension.    In   Fig.   177  consider  that 


Fig.  177.— Failures  When  Bars  Split  Away  from  Upper  Portion  of  Beam. 

a  diagonal  crack,  C  D,  has  been  formed.  Take  a  vertical  section 
through  A  D.  (;n  account  of  the  diagonal  crack  normal  beam 
action  does  not  exist,  and  part  of  the  vertical  shear  from  the 
main  portion  of  the  beam  is  transmitted  by  the  projecting  portion 
of  the  beam  D  C  B  acting  as  a  cantilever,  and  the  flexural  stiff- 
ness of  the  bars  to  the  i)()int  C,  and  there  applied  to  the  left  por- 
tion of  the  beam  as  a  downward  force.  Figure  177  (a)  shows  the 
part  at  the  left  of  A  1)  acting  as  a  free  body.  The  part  of  the  ver- 
tical isliear  applied  at  C  tends  to  split  the  bars  from  the  beam, 
starting  at  C  and  running  toward  E.  This  action  is  resisted  by 
the  tensile  strength  of  the  concrete  in  a  vertical  direction,  and 
when  this  is  exceeded  the  bars  will  split  from  the  concrete  above. 
This  may  happen  without  any  horizontal  movement  or  slip  of  tlie 
bars.  Splitting  of  bars  from  the  beam  presupposes  a  failure  in 
diagonal  tension,  for  as  Icmg  as  true  beam  action  exists  v^tical 
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tension  is  not  developed.  After  the  diagonal  crack  is  formed 
this  part  of  the  beam  takes  on  the  nature  of  a  truss.  This  form 
of  failure  is  then  a  secondary  failure,  though  under  some  con- 
ditions the  load  carried  before  splitting  occurs  may  be  consider- 
ably more  than  that  at  which  the  diagonal  crack  appeared.  This 
explanation  shows  why  the  concrete  at  the  bottom  of  the  bars 
continues  to  adhere  to  the  bars.  There  is  no  evidence  of  shearing 
failure  in  these  cases." 

Attention  should  also  be  called  to  the  danger  from  spacing 
bars  too  closely  or  with  not  sufficient  concrete  below  the  bars. 

Tests  were  made  to  determine  the  effect  of  various  kinds  of 
loadings,  repeated  application  of  load,  the  effect  of  rest  after 
release  of  load  and  effect  of  retention  of  load.  Details  of  these 
tests  can  not  be  given  in  this  place,  but  the  conclusions  drawn  by 
Prof.  Talbot  are  as  follows: 

*'Center  loading  may  be  expected  to  give  results  which  are 
higher  than  those  found  by  the  ordinary  beam  formula.  Moments 
of  resistance  derived  from  results  of  center  loading  tests  may  not 
properly  be  used  as  a  basis  of  calculation  for  other  forms  of 
loading.  The  results  with  loading  at  the  one-third  points  com- 
pare favorably  with  multiple-point  loading,  and  are  comparable 
with  uniform  and  other  distributed  loading. 

"Repeated  applicati(ms  of  a  load  which  sets  up  high  com- 
pressive stresses  in  the  concrete  give  increasing  deformations. 
The  deflections  after  ten  to  fifteen  api)lications  were  found  to  be 
12%  to  30'/f  in  excess  of  the  deflection  at  the  first  application. 
"Beams  which  were  loaded  to  give  a  stress  of  15.000  lbs.  per 
sq.  in.  in  the  steel  and  800  lbs.  per  sq.  in.  in  the  concrete,  or  more, 
failed  to  return  to  their  original  position  upon  the  removal  of 
the  load,  the  amount  of  the  retained  deflection  being  209?  to 
35%  ot  the  deflection.  Xo  appreciable  recovery  of  the  set  was 
apparent  after  periods  of  15  to  40  hours. 

"Beams  loaded  so  as  to  develop  stresses  of  18.000  to  32,000  lbs. 
per  sq.  in.  in  the  steel  and  comi)ressive  stresses  (^f  800  to  1,400  lbs. 
per  sq.  in.  in  the  concrete  gave  little  perceptible  change  in  appear- 
ance or  growth  of  cracks  after  the  load  had  been  retained  20  to 
38  hours,  and  upon  the  application  of  greater  loads  the  load- 
deformation  curves  and  deflection  curves  rose  upward  and  took 
the  general  shape  for  such  curves  for  progressively  applied 
loads.     During  the  retention  of  load,  the  deflection  increased  12% 
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to  35%,  the  principal  cause  of  this  increase  evidently  being  the 
increased  compression  of  the  concrete." 

Porition  of  Neutral  Axis. — Observations  were  taken  to  deter- 
mine the  position  of  the  neutral  axis  throughout  the  different 
stages  of  flexure.  During  the  first  stage  it  remained  below  the 
middle  of  th^  beam,  during  the  second  stage  the  axis  usually 
rises  and  then  remains  in  one  position  during  the  third  stage 
until  the  maximum  load  is  nearly  reached.  Beyond  the  maxi- 
mum load  for  a  normal  amount  of  reinforcement  the  axis  rises 
somewhat  higher  during  the  fourth  stage,  but  with  the  excess  of 
reinforcement  it  lowers  during  the  rapid  deformation  of  the 
upper  fibre. 

During  the  third  stage  the  position  of  the  neutral  axis  did  not 
differ  materially  for  different  forms  of  reinforcement.  Jn  gen- 
eral the  neutral  axis  was  found  to  be  apparently  lower  than  is 
given  in  several  theories.  Prof.  Talbot  states  that  the  following 
formula  locates  fairlv  accurately  the  position  of  the  neutral  axis 
for 


==    10. 


Ec 
X  =  0.23  +  0.16  p, 

X  being  the  proportional  depth  of  the  neutral  surface,  and  p 
the  percentage  of  steel  or  the  ratio  of  area  of  steel  to  the  area 
of  concrete,  the  depth'  from  the  top  of  the  beam  to  the  center  of 
the  steel  being  used  in  both  cases. 

Conservation  of  Plane  Sections. — To  determine  if  the  usual 
hypothesis  that  plane  sections  'before  bending  remain  plane  sec- 
tions after  bending  held  true,  Prof.  Talbot  made  extensometer 
measurements  on  two  similar  beams,  iy/2  ins.  deep,  with  the  rein- 
forcement 12  ins.  below  the  top  face.  On  one  of  the  beams  the 
contact  points  were  1 1  ins.  and  8^  ins.  apart  vertically,  the  upper 
point  of  the  extensometer  in  each  case  being  ij4  ^ns.  below  the 
top  of  the  beams.  In  the  second  beam  the  points  were  11  and 
6  ins.  apart  vertically,  with  the  upper  extensometer  point  as  be- 
fore. On  each  beam  the  readings  of  the  extensometers  were 
taken  simultaneously  as  the  loadings  of  the  beams  progressed. 
From  these  observations  two  sets  of  values  of  the  elongation 
of  the  steel  and  compression  of  the  concrete  were  determined 
and  also  the  resulting  positions  of  the  neutral  surface.  Prof. 
Talbot  states  that  the  results  agree  closely,  perhaps  as  closely 
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as  the  variations  in  the  transmission  of  the  interior  deformations, 
to  the  contact  point,  could  be  expected  to  agree. 

Distribntion  of  Stresses  in  a  Beam.' — There  is  considerable 
difference  of  opinion  in  regard  to  the  elastic  behavior  of  the  con- 
crete in  a  beam  subject  to  flexure.  As  has  been  explained,  the 
coefficient  of  elasticity,  that  is,  the  ratio  of  the  stress  to  the  de- 
formation, is  not  a  constant  quantity,  but  decreases  as  the  load 
brought  upon  the  concrete  increases.  The  ordinary  theory  of 
flexure  is  based  upon  Hooke's  law,  which  is  that  the  ratio  be- 
tween the  stress  and  the  strain  or  deformation  for  a  given  ma- 
terial is  constant  within  its  elastic  limit.  It  has,  however,  been 
found  that  this  law  holds  true  for  concrete  only  when  the  stresses 
are  quite  low. 

The  variations  in  the  resistance  of  the  successive  fibres  of  the 
concrete  above  and  below  the  neutral  axis  depend  upon  the  con- 
servation of  plane  sections.     As  has  been  stated  Profs.  Talbot 


a.  b. 

Fig.   178.— Distribution  of  Stresses  in  a  Beam. 

and  Turneaure  have  demonstrated  that  for  all  practical  purposes 
plane  sections  before  bending  remain  plane  after  bending,  and 
for  the  purpose  of  this  discussion  they  will  be  so  considered. 
Upon  this  supposition  it  follows  that  the  distortion  of  any  fibre 
will  be  proportional  to  its  distance  from  the  neutral  axis  and  the 
law  of  variation  of  compression  stress  will  be  represented  by 
some  curve  which  closely  approximates  a  parabola  with  its 
vertex  at  the  fibre  of  greatest  compression.  It  is  upon  the  form 
of  this  curve  that  authorities  do  not  agree.  When  its  exact  form 
i?  known  the  laws  governing  the  relation  between  the  elastic  de- 
formation, the  stress  and  the  modulus  of  elasticity,  will  become 
known. 

Let  Fig.  178(a)  represent  the  cross  section  of  a  beam  under 
flexure.  Then  F'ig.  178(b)  will  represent  the  elastic  deformations 
following  the  theory  of  conservation  of  sectional  planes.  Fig. 
178(c)  will  show  the  conditions  when  the  stresses  are  so  small* 
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that  the  modulus  of  elasticity  of  the  concrete  may  be  considered 
as  constant. 

In  this  stress  diagram  the  triangle  A  O  B  represents  the  total 
compressive  stress  on  the  concrete  for  width  of  beam  b,  and  as 
fc'  represents  the  maximum  intensity  of  the  stress,  the  total  stress 
acting  will  be  represented  by 

fc'xd  b 


2 
and,  as  its  center  of  gravity  is  —  x  d  above  the  neutral  axis,  its 

3 

moment  about  this  axis  is 

fc'xd  b          2                            fc'b  X  M^ 
X  —  xd;  or,  M  =^ . 


23  3 

The  conditions,  which  are  considered  to  govern  the  action  of 
Ihe  compressive  stresses  when  the  modulus  of  elasticity  is  as- 
sumed to  be  constant  throughout  the  whole  range  of  stress,  are 
indentical  with  those  given  above.  Such  a  distribution  of  stress 
is  usually  termed  the  rectilinear  relation  between  stress  and  strain. 

Stress  Under  a  Varying  Modulus  of  Elasticity. — It  is  almost 
universally  admitted  that  the  coefficient  of  elasticity  varies  with 
the  loading.  This  is  undoubtedly  true,  as  it  has  been  demon- 
strated by  a  large  number  of  tests.  In  spite  of  this  the  author  has 
seen  stated  by  a  recent  writer  that,  as  a  result  of  recent  experi- 
ments made  by  him,  the  modulus  seems  to  be  constant.  A  study 
of  his  tests  brings  to  light  the  fact  that  his  experiments  were  made 
on  a  carefully  balanced,  extremely  dense  concrete  and  only 
represent  the  values  of  the  modulus  under  exceptional  condi- 
tions. Under  normal  conditions  concrete  will  be  far  from  as  well 
proportioned  or  dense,  and  the  curve  of  compression  will  be  more 
>  truly  represented  by  a  parabola  or  some  other  curve. 

In  Fig.  178(d)  the  extreme,  fibre  is  supposed  to  be  subjected  to 
a  stress  f^,  the  fibres  nearer  the  neutral  axis,  have  a  smaller 
stress  per  square  inch,  and  the  modulus  of  elasticity  for  each 
smaller  stress  is  greater  than  of  that  for  the  fibre  next  above  it 
and  nearer  the  top  of  the  beam,  but  as  has  been  stated,  in  order 
that  a  section,  which  is  plane  before  bending,  shall  remain  plane 
after  bending,  the  strain  must  be  proportional  to  the  distance 
from  the  neutral  axis.     It  follows  that  the  stresses  on  the  inner 
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fibres  do  not  decrease  according  to  a  rectilinear  law  as  repre- 
sented by  the  triangle  of  stresses,  but  are  greater  than  are  indi- 
cated by  the  ordinates  of  a  triangle.  If  the  curve  O  B  is  as- 
sumed to  be  a  parabola,  the  total  stress  on  the  concrete  above  the 
neutral  axis  will  be  represented  by  the  area  within  the  parabola. 
This  is  2/3  fc  xd,  and  the  total  compression  on  the  section  of  the 
beam,  whose  width  is  b,  will  be  2/3  fc  xd  b.  The  center  of 
gravity  of  the  parabola  is  5^  xd  above  the  neutral  axis,  and  the 
moment  of  the  total  compressive  stress  on  the  beam  will  be  2/3 
fc  xd  b  X  5^  xd,  or  M  =  V12  ^c  b  x*d«. 

M.  Considere  considers  that  this  parabolic  distribution  of  stress 
represents  closely  the  action  of  the  internal  stresses  in  the  cross- 
section  of  a  beam  under  flexure.  The  studies  of  Profs.  Hatt, 
Howe,  Talbot,  Tumeaure  and  others  upon  compression  tests  of 
i2-in.  cubes  made  at  Watertown  Arsenal  confirm  M.  Considere's 
assumption,  showing  that  the  curve  of  compressive  stresses  close- 
ly approximates  a  parabola  with  its  origin  at  the  extreme  outer 
fibre  of  the  concrete,  and  its  axis  perpendicular  to  the  direction 
of  the  applied  forces. 

Capt.  John  S.  Sewell  has  made  a  special  study  of  the  Water- 
town  Arsenal  tests,  plotting  the  curves  of  a  large  number  of  tests, 
and  states  in  a  paper  to  the  International  Engineering  Congress 
at  St.  Louis,  in  kx)4,  that  While  curves  of  individual  tests  were 
often  quite  irregular  in  form,  by  grouping  and  combining  curves 
according  to  the  strengths  of  the  concretes,  they  became  more 
regular,  and  that  for  the  leaner  mixtures  they  became  quite 
regular.  He  suggests  that  the  great  variation  in  the  specimens 
of  rich  concrete  is  probably  due  to  shrinkage  strains  in  setting. 
Details  of  Capt.  Sewell's  studies  can  not  be  given  here,  but  the 
results  are  as  follows:  The  curve  of  stress  was  found  to  lie 
between  the  straight  line  of  the  triangle  representing  the  recti- 
linear distribution  of  stress  and  the  curve  representing  the 
parabolic  distribution.  He  found  that  the  areas  included  between 
the  axis  of '  coordinates  and  curves  plotted  from  actual  tests 
were  about  20  per  cent,  in  excess  of  the  area  representing  the 
triangular  distribution,  while  a  parabolic  representation  is  33V3 
per  cent,  in  excess  of  the  triangular  areas,  and  the  height  of  its 
center  of  gravity  is  between  the  heights  J^»  xd  and  2/3  xd  of  the 
triangular  and  parabolic  areas  respectively.  He.  therefore,  as- 
sumes its  area  to  be  ^^  f c  xd,  and  the  height  of  its  center  of 
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gravity  to  be  3/5  xd.  The  compressive  stress  upon  the  cross- 
section  of  the  beam  will,  therefore,  be  ^  U  xd  b,  and  its  moment 

about  the  neutral  axis   ^  f c  b  x*d«.     This   assumption  probably 

gives  a  value  of  the  stress  nearer  its  true  value  than  either  of 
the  other  two  methods  outlined  above,  and  would  appear  to  give 
conservative  results  when  used  in  the  design  of  beams. 

Elongation  or  Stretch  of  Concrete  in  a  Eeinforced  Beam. — In 
general  the  concrete  in  a  reinforced  beam  stretches  similarly 
to  the  concrete  in  a  plain  beam.  In  the  latter  case,  however,  the 
beam  ruptures  when  the  limit  of  stretch,  sometimes  called  the 
elastic  limit,  is  reached.  Rupture  does  not  occur,  however,  in  a 
reinforced  beam  when  the  limit  of  the  tensile  strength  of  the 
concrete  in  the  lower  part  of  the  beam  is  reached.  In  fact  the 
stress  often  passes  considerably  beyond  the  rupture  point  of  a 
plain  concrete  beam  before  visible  cracks  appear.  This  is  proba- 
bly due  to  the  action  of  the  reinforcement  in  distributing  the 
stress  over  the  entire  length  of  the  piece,  while  in  non-reinforced 
beams  the  stretch  is  localized  and  rupture  takes  place, 

Considere  advanced  the  theory  that  the  concrete  in  tension  in 
a  reinforced  concrete  beam  can  be  strained  far  beyond  its  elastic 
limit,  or  far  beyond  the  breaking  point  of  non-reinforced  con- 
crete. He  bases  this  theory  on  experiments  made  by  him,  in 
which  he  found  that  reinforced  beams  took  a  deflection  under 
transverse  loading  far  beyond  the  point  at  which  a  beam  not 
reinforced  would  break  without  any  apparent  injury  to  the  con- 
crete on  the  tensile  side  of  the  beam.  The  usual  amount  of 
stretch  of  elongation,  which  plain  concrete  will  undergo  before 
rupture,  is  about  0.000 1  part  of  its  length.  Considere  was  not 
able  to  discover  cracks  or  evidences  of  failure  in  some  of  his 
specimens  when  the  stretch  was  0.00 1  ])art  of  their  length,  and  is 
said  to  have  cut  sections  of  concrete  out  of  the  beam  below  the 
reinforcement  after  having  subjected  it  to  such  a  stretch,  and 
upon  testing  them  in  tension,  found  them  to  have  the  same  tensile 
strength  possessed  by  plain  concrete  specimens  which  had  not 
been  subjected  to  stretching.  While  recognizing  the  value  of 
tests  made  by  this  eminent  authority,  the  acceptance  of  the  above 
theory  without  evidence  from  similar  tests  made  by  other  experi- 
menters would  seem  unadvisable.  Such  a  theory  would  indicate 
that  the  combination   of   the   two   materials   possesses  physical 
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properties  different  from  those  «hown  by  concrete,  when  con- 
sidered  by  itself.  It  is  improbable  that  such  is  the  case.  In 
fact,  Considere's  theory  is  not  borne  out  by  later  experiments 
conducted  by  Profs.  Talbot,  Turneaure  and  others. 

Prof.  Turneaure  made  tests  upon  reinforced  beams  which 
bad  been  kept  under  water  until  they  were  tested.  By  placing 
the  beams  in  water,  as  soon  as  they  were  hard  enough  to  do 
so,  prevented  the  formation  of  hair  cracks,  due  to  contraction 
in  setting.  The  beams,  while  wet,  were  tested  with  the  tensile 
side  up  by  applying  the  load  from  below.  This  enabled  more 
careful  observations  to  be  taken.  It  was  found  by  repeated  tests 
that  when  the  flexure  was  such  that  the  unit  elongation  of  the 
concrete  was  between  0.0001  and  0.0002  narrow  bands  of  mois- 
ture, perhaps  J^-in.  wide  or  water  marks,  appeared  on  the  sur- 
face at  some  places  on  the  tensile  side,  the  moisture  apparently 
coming  through  cracks.  That  they  were  actual  cracks  at  these 
water  marks  was  proved  by  sawing  out  a  strip  of  concrete  con- 
taining such  a  mark.  In  all  cases  the  strips  fell  apart  at  the 
water  mark.  Strips  cut  between  water  marks  on  the  contrary 
were  uninjured. 

As  the  flexure  was  increased  the  marks  developed  into  visible 
clark  hair-like  cracks,  and  at  a  unit  elongation  at  or  above 
0.00035  were  plainly  visible  to  the  naked  eye.  We  may  infer 
from  these  tests  that  M.  Considere  did  not  happen  to  include  a 
crack  in  the  test  pieces  cut  from  the  tension  side  of  his  beam. 
While  it  is  possible  his  beam  did  not  crack,  Prof.  Turneaure's 
tests  show  that  cracks  at  times  do  occur,  and  it  is  probable  that 
they  always  occur  when  the  stress  in  the  tension  side  of  the  beam 
exceeds  the  tensile  strength  of  the  concrete.  Prof.  Talbot 
showed  by  his  tests  that  the  concrete  and  metal  act  together  as  a 
homogeneous  material  until  a  unit  fibre  elongation  of  from  0,0001 
to  0.000133  is  reached,  when  the  concrete  seems  to  lose  its  ten- 
sile strength  and  its  load  is  thrown  upon  the  steel.  The  steel 
then  begins  to  elongate  more  rapidly  and  fine  hair  cracks  begin 
to  appear  when  the  tensile  stress  in  the  steel  becomes  about 
15,000  lbs.  per  sq.  in. 

In  plain  concrete  no  water  marks  or  cracks  were  observed 
before  rupture.  A  comparison  of  the  observed  and  calculated 
elongations  of  the  reinforced  concrete  with  those  for  plain  con- 
crete at  rupture,  shows  that  the  initial  cracking  in  the  former 
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occurs  at  an  elongation  practically  the  same  as  in  the  latter 
Prof.  Turneaure  writes  as  follows  in  regards  to  this  phenom- 
enon:* **The  significance  of  these  minute  cracks  is  an  open 
question.  It  has  been  supposed  that  concrete  reinforced  by  steel 
will  elongate  about  lo  times  as  much  before  rupture  as  plain 
concrete.  These  experiments  show  very  clearly  that  rupture 
begins  at  an  elongation  about  the  same  in  both  cases.  In  the 
plain  concrete  total  failure  ensues  at  once ;  in  the  reinforced  con- 
crete, rupture  occurs  gradually,  and  many  small  cracks  may  de- 
velop, so  that  the  total  elongation  at  final  rupture  will  be  greater 
than  in  plain  concrete.  In  other  words,  the  steel  develops  the  full 
extensibility  of  a  non-homogeneous  material,  that  otherwise 
would  have  an  extension  corresponding  to  the  weakest  section. 

"The  presence  of  these  cracks,  of  course,  seriously  aflFects  the 
tensile  strength  of  the  concrete,  and  as  they  appear  at  an  elonga- 
tion corresponding  to  a  stress  in  the  steel  of  5,000  lbs.  per  sq. 
in.  or  less,  it  would  seem  that  no  allowance  should  be  made  for 
the  ten^le  resistance  of  the  concrete.  Furthermore,  if  such 
cracks  are  present  the  calculation  of  the  tensile  resistance  of 
reinforced  concrete  by  the  method  used  b}'  Considere  leads  to  no 
useful  result.  In  his  tests  Considere  determines  the  stress  in 
the  steel  from  measurements  of  its  elongation  and  then  assumes 
the  concrete  to  carry  the  remainder.  Assuming  the  value  of  E 
to  be  uninfluenced  by  the  concrete,  this  would  be  correct,  so  long 
as  the  stress  in  the  steel  and  in  the  concrete  is  uniform  between 
points  of  measurement.  As  stated  by  Considere  himself,  such 
results  are  only  cncraj^c  values.  But  concrete  may  be  cracked 
entirely  through  and  yet  possess  a  very  considerable  average 
tensile  strength  over  a  length  of  several  inches.  Obviously  in 
that  case  an  average  is  of  no  value ;  the  strength  of  the  concrete 
is  usually  tak 'jn  at  zero." 

In  practical  design  the  most  important  question  which  arises 
is  how  far  a  concrete  may  be  cracked  without  exposing  the  steel 
to  corrosive  influences.  In  this  respect  it  seems  to  the  writer 
that  the  minute  cracks,  which  appear  in  the  early  stages  of  the 
tests,  can  have  very  little  influence.  However,  the  entire  question 
of  the  eflfect  of  the  cracks  and  pores  in  the  concrete  on  the  cor- 
rosion of  the  steel  needs  careful  investigation. 

The  question  may  well  be  asked  if  the  presence  of  these  minute 
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cracks  will  prove  dangerous  to  the  steel.  While  reliable  data  on 
this  subject  are  much  needed  to  answer  this  important  question,  it 
is  reasonable  to  assume  that  under  ordinary  conditions  of  load- 
ing the  cracks  are  so  small  that  no  dangerous  action  will  take 
place.  Again,  if  the  structure  be  occasionally  strained  up  to  or 
slightly  above  the  assumed  working  stress  of  the  steel,  its  elas- 
ticity is  such  that  when  this  extreme  loading  is  removed  the 
cracks  will  close  up  again,  expelling  any  moisture  which  may 
have  collected. 

•  The  moisture  and  acid  gases  in  the  atmosphere  are  the  active 
elements  producing  corrosion;  that  they  will  act  in  cracks  so 
minute  that  they  can  not  be  detected  by  the  unaided  eye  is  im- 
probable, especially  when  we  consider  that  their  action  must 
take  place  in  close  proximity  to  an  alkali  like  cement,  which  is 
present  in  the  concrete,  and  in  all  probability  covers  the  metal 
with  a  protecting  film,  even  if  the  concrete  be  ruptured  "clear  to 
the  metal. 

Care  should  be  taken  in  the  design  of  works  to  be  subjected 
to  extreme  exposure  in  severe  climates,  to  keep  the  unit  stresses 
in  the  steel  low,  thereby  avoiding  entirely  or  reducing  to  a  mini- 
mum possible  cracking  in  the  tension  flange   of  the  concrete. 

If  an  approximate  computation  be  desired  for  the  elongation 
in  the  bottom  or  tensile  side  of  a  beam  it  may  be  obtained  by  the 

use  of  the  formula 

PI  PI 

E  = ;  transposing  we  obtain  X 


AX  AE 

in  which  %   is  the  deformation  required  ,  1  =  the  length  of  steel 

in  tension,  A  =  area  of  steel  and  P  =  stress  in  steel,  which  may 

be  computed  in  the  usual  manner.    E  may  be  taken  at  30,000,000. 

Inserting  these  numerical  values  in  the  formula  and  solving  the 

required  elongation  A  will  be  obtained.    Thus  if  P  ==  30,000  1  = 

8  ft.  4  in.  =  100  ins.,  A  =  2  sq.  ins.,  we  have 

30,000  X  100 

X  = =  0.05  inches. 

2  X  30,000,000 

Tensile  Benstance  of  Concrete  in  Eeinf  orced  Beams. — From  the 
facts  as  above  set  forth  in  regard  to  the  experiments  of  Profs, 
Talbot  and  Turneaure,  we  may  safely  conclude  that  the  tensile 
strength  of  the  concrete  should  be  neglected  in  all  computations 
for   the    strength   of   beams,   with   the   exception    of   computa- 
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tions  for  the  deflection  of  beams,  when  the  stresses  are  quite 
low.  This  agrees  very  well  with  the  practice  of  most  of  the 
leading  engineers  in  this  country  as  well  as  in  Euh>pe.  The 
regulations  of  the  Building  Department  of  the  Borough  of  Man- 
hattan, New  York  City,  the  Prussian  regulations  for  concrete 
buildings,  issued  by  the  Minister  of  Public  Works  of  Prussia,  anc 
the  regulations  adopted  by  a  commission  of  experts  for  th< 
French  Government  to  establish  a  building  code  for  reinforcec 
concrete  structures,  provide  that  the  steel  shall  be  considered  m 
taking  the  entire  tensile  stress  in  beams.  Hence,  we  conclude 
that  all  tensile  stress  in  the  concrete  should  be  neglected  and  ii 
the  design  of  beams  will  assume  that  all  tensile  stress  is  carriec 
by  the  steel. 


CHAPTER  XIX. 
THEORY  OF  BEAMS. 

Theory  of  Beams. — The  theory  of  reinforced  concrete  has  been 
the  subject  of  much  study  by  engineers  and  mathematicians  for 
a  number  of  years.  Theoretical  investigations  in  conjunction 
with  practical  tests  have  been  made  and  much  valuable  data  ob- 
tained, but,  unfortunately,  very  little  uniformity  is  shown  in 
tests  by  different  experimenters  and  discrepancies  in  results 
necessarily  appear;  nevertheless,  much  knowledge  of  the  proper- 
ties of  this  material  of  construction  has  been  obtained.  Within 
the  past  year  or  two  a  series  of  experiments  has  been  undertaken 
by  Profs.  Talbot,  Turneaure,  Howe,  Hatt  and  others,  in  which 
great  care  has  been  taken  to  secure  uniformity  of  conditions. 
Some  of  the  results  of  the  tests,  already  available,  have  been 
given  in  the  preceding  pages  and  have  done  much  to  clear  up 
doubtful  points.  The  continuation  of  these  experiments  will  un- 
doubtedly do  much  to  advance  scientific  knowledge  on  this 
subject. 

As  the  main  object  of  reinforced  concrete  is  to  secure  a  ma- 
terial which  will  withstand  strains  due  to  transverse  loading,  it 
is  of  prime  importance  to  secure  a  theoretical  formula  or  formulas 
for  use  in  tVie  design  of  the  section  of  beams,  girders  and  slabs 
at  the  point  where  the  bending  moment  is  a  maximum.  It  is  de- 
sirable, if  possible,  to  secure  a  rational  formula,  but  it  is  not 
absolutely  essential  to  successful  design  that  the  formulas  be 
rational,  as  empirical  formulas,  if  properly  applied,  may,  and 
do  agree  closely  enough,  for  all  practical  purposes,  with  the 
results  obtained  from  actual  tests  upon  reinforced  concrete  pieces. 
Many  such  formulas  are  used  in  the  design  of  reinforced  con- 
crete structures,  yet,  other  things  being  equal,  it  is  desirable  to 
use  the  formula  or  formulas  which  embody  most  fully  all  condi- 
tions entering  into  the  problem.  The  theory  developed  by  Prof. 
Hatt,  with  certain  modifications,  seems  to  the  writer  the  most 
rational  of  the  numerous  theories  which  have  been  advanced,  and 
vill  be  employed  in  this  work  for  the  design  of  beams,  slabs  and 
firders.  The  development  of  tliis  theory  is  given  in  the  suc- 
eeding  pages.     In  another  chapter  a  number  of  the  theories 
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most  widely  used  in  this  country  at  the  present  time  will  be 
given,  not  because  any  one  of  them  is  more  essential  to  the  suc- 
cessful design  of  reinforced  concrete  than  any  other,  but  to  show 
the  best  known  present  practice. 

The  present  trend  of  thought  on  this  subject  seems  to  be  to 
develop  a  rational  formula  and,  after  securing  such  a  one,  to 
determine  as  closely  as  possible  the  value  of  certain  factors  con- 
tained therein,  inserting  these  values,  neglecting  other  un- 
important factors  and  then  reducing  and  simplifying  these  ration- 
al formulas  until  they  take  the  form  of  straight  line  formulas. 
Prof.  Hatt's  formulas,  thus  reduced,  become  very  simple  in  appli- 
cation and  are  coming  into  great  favor. 

The  theory  of  reinforced  concrete  pieces,  strained  in  flexure,  is 
usually  based  upon  the  following  assumptions : 

First.  There  is  so  perfect  a  union  between  the  concrete  and 
metal  and  the  latter  is  so  distributed  that  the  two  will  act  to- 
gether as  a  practically  homogeneous  material. 

Second.  Sectional  planes  before  bending  remain  plane  sur- 
faces after  bending  within  the  elastic  limit  of  the  steel. 

Third.  There  are  no  initial  stresses  in  either  the  concrete  or 
the  metal  due  to  the  shrinkage  of  the  concrete  in  setting. 

Fourth.  The  applied  forces  are  parallel  to  each  other  and 
perpendicular  to  the  neutral  surface  of  the  beam  before  bending. 

Fifth.  The  values  of  the  coefficients  of  elasticity  obtained  in 
direct  tension  and  compression  apply  to  the  material  under  stress 
in  beams. 

Sixth.     The  entire  tensile  stress  is  carried  by  the  steel. 

First.  As  has  been  already  stated,  the  utility  and  safety  of 
reinforced  concrete  for  structural  purposes  depends  largely  upon 
3  close  union  between  the  two  materials.  When  the  adhesion 
is  not  great  enough  mechanical  bonding  should  be  used.  In  order 
that  the  stresses  may  be  more  easily  transmitted  from  the  con- 
crete to  the  steel,  it  is  desirable  that  a  number  of  small  bars 
uniformly  spaced  be  used  in  preference  to  one  or  more  large 
bars.  This  arrangement  will  cause  the  combination  to  approxi- 
mate more  nearly  a  homogeneous  material. 

Second.  The  hypothesis  of  conservation  (^f  plane  sections  is 
universally  accepted,  and,  as  has  been  explained,  is  probably  ap- 
proximately correct. 

Third.     As  a  matter  of  fact,  there  are  always  initial  stresses 
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due  to  expansion  or  coiltraction  of  the  cement  in  setting,  to 
change  of  temperature,  amount  of  moisture  present  during  set- 
ting, etc.  M.  Considere  demonstrated,  by  means  of  tests  on  plain 
concrete,  that  when  setting  in  water  the  specimens  increased  in 
length  and  when  setting  in  air,  contraction  took  place.  The 
amount  of  change  at  the  end  of  two  or  three  years  was  probably 
from  0.0015  to  0.0020  of  the  length.  The  internal  stresses  are 
so  uncertain  and  of  so  small  importance  that  their  effect  is  usually 
neglected  in  developing  a  formula  for  the  strength  of  beams. 
Again  an  attempt  to  take  them  into  account  would  introduce 
great  complications  without  in  the  least  diminishing  the  possible 
error. 

Fourth.  It  is  essential  for  the  purpose  of  analysis  that  the 
applied  forces  shall  be  parallel  to  each  other  and  perpendicular 
to  the  neutral  axis ;  otherwise  it  will  be  necessary  to  resolve  the 
forces  parallel  and  perpendicular  to  the  neutral  axis.  This  will 
introduce  another  unknown  quantity  and  greatly  complicate 
the  problem. 

Fifth.  It  is  assumed  that  the  coefficient  of  elasticity  of  con- 
crete is  variable  within  the  limits  of  stress  and  an  assumption  is 
always  made  as  to  the  form  of  the  stress-strain  curve  of  con- 
Crete  in  compression.  The  form  which  the  stress-strain  diagram 
takes  for  a  variable  coefficient  of  elasticity  has  been  explained  in 
a  preceding  chapter.  In  this  discussion  we  will  first  assume  that 
the  curve  is  a  pr.rabola  and  then  give  in  a  subsequent  chapter 
the  modifications  necessary  in  the  formulas  when  a  rectilinear 
relation  and  the  relation  expressed  by  Capt.  SewelFs  curve  are 
used. 

Sixth.  The  results  of  all  recent  tests  seem  to  indicate  that  the 
tensile  strength  of  the  concrete  should  be  neglected,  with  the 
reservation  that  it  shall  be  taken  into  consideration  when  calcu- 
lating the  flexure  of  a  beam  under  moderate  stresses.  Again, 
as  was  explained  in  the  preceding  chapter,  it  seems  advisable  that 
the  tension  in  the  lower  part  of  the  beam  shall  not  be  so  great 
that  the  elongation  of  the  concrete  shall  exceed  0.00 1  of  its  length. 

Let  E«  =  modulus  of  elasticity  of  steel. 

Let  .Ec  =  modulus  of  elasticity  of  concrete  in  compression. 

f«   =  tensile  stress  in  steel,  lbs.  per  sq.  in. 

fe    ==   compressive  stress  in  concrete,  lbs.  per  sq.  in. 

A*  =  area  of  steel  in  tension. 

A    =  area  of  cross-section  of  concrete  from  the  top  face  to  center  of 
reinforcement,  A  =  bd. 
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X«  =  unit  elongation  of  steel  in  tension. 

Xe   =  unit  compression  of  extreme  fibres  of  concrete  in  compression. 

b     =  breadth  of  beam  in  inches. 

d     =  depth   of   reinforcement   below   compression    face   of  beam  = 

effective  depth  of  beam.  , 

xd  =  distance  of  outside  compression  face  of  beam  to  neutral  axis 

where  d  is  depth  of  reinforcement. 

A.     • 

p     = =  ratio  of  cross- section  of  steel  in  tension  to  cross-section 

A 

of  beam  above  center  of  gravity  of  steel. 

E. 
e     = =  ratio  of  modulus  of  elasticity  of  steel  to  concrete. 

£• 

We  will  assume  a  rectangular  beam  under  flexure.    Fig.  179 


(a) 

Cross  Section. 


Dio^ram  of  Strains  op  Deformat»on. 


Diagram   of   Stro9a«9. 


Pig.  179. — Beam  Deformation  and  Stress  Diagram. 

a,  b  and  c,  shows  a  cross-section  of  the  beam,  and  gives  a  graplii- 
cal  representation  of  the  deformation  and  stresses.  A,  in  Fig. 
179(b)  represents  the  deformation  of  the  extreme  fibre  of  the 
concrete  in  the  compressive  side  of  the  beam,  and  A,  the  unit 
elongation  of  the  steel.  Since  sectional  planes  before  bending 
remain  plane  after  bending. 

X«  xd 

(I). 


X. 


But 


(I  —  X)   d 


or 


Ec  = 


Xc    -: 


fe 


and  Ei 


f. 


Xc 

fc 


Therefore 


E. 
xd 


-,  and  X« 


X. 
f. 


E> 


fr 


Transposing  and  reducing 


(I  —  x)  (i 


X 


E< 


E. 
f. 


fc    -= 


Ec  xf« 


(2). 


(3). 


E.  (I  — x) 
The  total  stress  on  the  concrete  above  the  neutral  axis  is  repre- 
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sented  by  the  area  within  the  parabola,  when  a  parabolic  dis- 
tribution of  stress  is  assumed;  this  equals  2/3  fc  xd,  for  a  unit 
width,  and  the  total  compression  Fc  on  the  section  of  a  beam 
having  a  width  b,  is 

Fc  =  %  fcxdb (4). 

The  total  tension  Fg  in  the  steel  is 

F.  =  A.f.  (5). 

For  equilibrium  these  two  forces,  which  act  parallel  to  each 
other  and  in  opposite  directions,  must  be  equal.  They  may  be 
considered  as  the  two  forces  of  a  couple  and 

A.  f.  =  %  fcxdb  (6). 

Dividing  both  sides  of  this  equation  bv  bd  and  remembering  that 

A. 
1x1  =  A,  and  —  =  p»  we  obtain 

^  pf.  =  %fcx  (7). 

Substituting  for  fc  its  value  from  equation  (3)  we  obtain 

2Ec  f .  X* 

pf.  = , 

3E.  (i  —  x) 
reducing 

£. 

%  x'  -  (I  —  x)   p    (8). 

Et 
from  which 

E.         /      e;     7        E    \ 

x  =  -%  p±  J     % pi-H% p)  (9). 

Ec  if  Ec        \  Ec       / 

E. 
Or  replacing  by  e. 

Ee  

x  =  ^-%ep±    -y/    —  ep    (i+  — epj  (10). 

When  the  values  of  e  and  p  are  assumed,  the  position  of  the 
Jieutral  axis  may  be  found  by  solving  this  quadratic  equation. 
Finally,  when  the  position  of  the  neutral  axis  is  known,  the 
moment  of  resistance  of  the  beam  may  be  found.  Taking  the 
center  of  moments  about  the  neutral  axis  the  total  resisting 
moment  of  the  beam  is  equal  to  the  sum  of  the  moments  of  com- 
pression in  the  concrete  and  tension  in  the  steel,  and  if  Mr  repre- 
sents the  resisting  moment  of  the  beam, 

Mr  =  V«  fcbx«d*+  A.f.d  (I  —  x)   (11). 

But  in  order  that  the  beam  shall  not  fail,  the  resisting  moment 
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must  be  equal  to  or  greater  than  the  bending  moment.  Then 
placing  Mr  ==  M,  and  reducing  eq.  ii  becomes 

M=  IVn  fcx'  +  pf.  (I  — x)Jbd=  (12). 

The  coefficient  in  this  equation  contains  both  fc  and  f»,  and, 
therefore,  the  equation  is  not  in  a  convenient  form  for  use  in 
the  solution  of  beams,  as  it  is  usual,  when  a  definite  value  of  p 
has  been  determined  for  use  under  the  g^ven  conditions,  to  as- 
sume a  safe  working  value  for  either  fc  or  fg,  compute  the  sec- 
tion of  the  beam  and  then  determine  if  the  working  value  of  f, 
of  fc  for  this  section,  as  the  case  may  be,  comes  within  safe 
limits.  By  substituting  successively  in  eq.  (12)  the  values  of 
fa  and  fc  from  equation  (7)  and  reducing  equation  (12)  takes 
the  form: 

M  =  %  fcx  (I  -.%x)  bd' (13). 

when  the  allowable  stress  of  the  concrete  is  assumed  and 

M  =  pf.  (I  —  %  x)  bd' (14). 

when  the  allowable  stress  in  the  steel  is  assumed. 

The  coefficient  p  fg  ( i  —  ^x)  will  be  found  to  be  the  determin- 
ing factor  when  a  low  percentage  of  steel  is  used,  or  when  a 
moderately  low  percentage  of  steel  with  a  concrete  of  high 
strength  is  used. 

The  coefficient  2/^  f c  x  ( i — ^x)  will  be  the  determining  factor 
when  a  high  percentage  of  steel  is  used,  when  a  steel  of  high 
elastic  limit  is  used  or  when  a  concrete  of  low  crushing  strength 
is  used.  These  two  coefficients  become  equal  to  constant  quan- 
tities when  definite  values  have  been  assumed  for  p,  e,  fc  and  f». 
These  coefficients  may  be  represented  by  a  constant  K.  Then 
K  may  have  either  of  the  values  K  =  2/^  fc  x  ( i  —  ^x),  or  = 
p  f 8  ( I  —  %x.)  Then  our  equations  for  the  solution  of  beams  are 
as  follows : 

%  fcx  ==  pf. (7). 

X  =  —  %  ep  +  V  'A  ep  (I  +  %  cp)    (10). 

M  =  Kbd* (IS). 

When  definite  values  are  assumed  for  c,  p,  fs  and  fc  and  inserted 
in  the  two  coefficients  2/3  f^  x  ( i  —  %x)  and  p  f ■  ( i  —  ^x)  two 
values  will  be  found  for  K.  The  smaller  of  these  values  should 
be  used  for  computing  the  resisting  moment  of  the  beam. 

Values  of  K  for  different  values  of  fc,  f^,  p  and  e  may  be 
worked  out  and  tabulated.  When  this  has  been  done,  by  select- 
ing the  proper  value  of  K  from  the  table  and  substituting  it  in 
equation   (15)   the  solution  of  this  equation   for  a  given  beam 
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becomes  very  simple.     Values  of  K  for  various  values  of  p,  e, 
f.  and  fc  are  given  in  Tables  LXIII,  LXI V,  LXV  and  LXVI. 

TABLE  LXIII. 
VALUES  OF  K,  FOR  VARIOUS  RATIOS,  p,  OF  STEEL. 


d  = 

=  I. 

f.  —  12,000. 

fc  - 

400. 

c  =  6. 

e  -  7.5. 

e  — 10. 

e  —  12. 

e-15. 

e  — 20. 

p 

K 

K 

K 

K 

K 

K 

P 

.001 

12 

12 

12 

II 

II 

II 

.001 

.002 

23 

23 

23 

22 

22 

22 

.002 

.003 

34 

34 

33 

33 

33 

33 

.003 

.004 

43 

45 

44 

44 

43 

43 

.004 

.005 

47 

52 

55 

54 

54 

53 

.005 

.006 

51 

56 

62 

64 

63 

63 

.006 

fioy 

54 

59 

66 

70 

74 

73 

.007 

.008 

57 

62 

69 

74 

80 

82 

.008 

.009 

60 

65 

72 

77 

83 

91 

.oog 

.010 

62 

68 

7S 

80 

86 

•  94 

.010 

.012 

67 

72 

80 

84 

88 

99 

.OIJ 

.014 

70 

76 

^ 

89 

93 

104 

.014 

.016 

74 

80 

87 

93 

99 

107 

.016 

.018 

76 

83 

91 

96 

102 

no 

.018 

.(20 

80 

86 

94 

99 

io6 

113 

.020 

.025 

86 

92 

lOI 

105 

112 

120 

.025 

.030 

91 

97 

105 

III 

116 

124 

.030 

.035 

95 

102 

1 10 

114 

121 

128 

.035 

.040 

99 

105 

113 

118 

124 

131 

.040 

.045 

102 

109 

117 

122 

127 

134 

•045 

.0  0 

106 

112 

119 
TABLE 

124 
LXIV. 

130 

136 

.050 

^ALU] 

ES  OF 

K,  FOR 

VARIOUS  RATIOS, 

P,  OF 

STEEL. 

d 

==  I. 

U  =  12,000. 

fc- 

500. 

p. 

e  — 6. 

e  -  7.5. 

e-^  10. 

e  —  12. 

e   15. 

e  — 20. 

p. 

.001 

12 

12 

12 

II 

II 

11 

.001 

.002 

23 

^3 

23 

22 

22 

22 

.002 

.003 

34 

34 

33 

33 

33 

33 

.003 

.004 

45 

45 

44 

44 

43 

43 

.004 

.005 

56 

55 

55 

54 

54 

53 

.005 

.006 

64 

66 

65 

64 

64 

63 

.006 

.007 

68 

74 

75 

75 

74 

72 

.007 

.008 

72 

78 

86 

85 

84 

82 

.008 

.009 

7S 

81 

91 

95 

93 

92 

.009 

JOIO 

78 

85 

93 

100 

103 

lOI 

.010 

,012 

83 

90 

100 

105 

no 

120 

.012 

.014 

91 

95 

105 

III 

116 

124 

.014 

JOI6 

93 

TOO 

109 

116 

124 

130 

.016 

.018 

95 

104 

114 

120 

128 

U3 

.018 

.020 

100 

107 

118 

123 

132 

138 

.020 

.025 

107 

"5 

123 

131 

140 

142 

.025 

.030 

114 

121 

131 

138 

145 

149 

.030 

.035 

119 

127 

137 

143 

151 

155 

.035 

.040 

124 

131 

142 

148 

155 

160 

.040 

.045 

128 

136 

145 

152 

159 

164 

.045 

.050 

132 

139 

149 

155 

162 

176 

.050 
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TABLE  LXV. 

VALI 

JES  OF  K,  FOR  VARIOUS  RATIOS, 

p,  OF  STEEL. 

d 

=  I. 

f.  = 

i6«ooo. 

fc  = 

500. 

P- 

6  =  6. 

e  -  7.5. 

e  =  io. 

.  e  =  12. 

e=^i5. 

e  =  20. 

p. 

.001 

16 

15 

15 

15 

15 

15 

.001 

.002 

31 

30 

30 

30 

30 

29 

.002 

.003 

45 

45 

44 

44 

^ 

43 

.003 

.004 

54 

60 

59 

58 

57 

.004 

.005 

59 

65 

73 

72 

72 

70 

.005 

.006 

64 

69 

78 

83 

85 

84 

.006 

.007 

68 

74 

82 

88 

95 

97 

.007 

.008 

72 

78 

86 

92 

100 

109 

.008 

.009 

75 

81 

90 

96  . 

104 

114 

.009 

.010 

78 

84 

94 

100 

107 

n8 

.010 

.012 

83 

90 

100 

106 

no 

124 

.012 

.014 

88 

96 

105 

112 

n6 

130 

.014 

.016 

93 

•  100 

no 

116 

124 

133 

.016 

.018 

96 

104 

114 

120 

128 

138 

.018 

.020 

100 

107 

118 

124 

133 

142 

.020 

.025 

107 

114 

125 

132 

140 

149 

.025 

.030 

114 

122 

132 

138 

146 

155 

.030 

.035 

119 

127 

138 

142 

151 

160 

.035 

.040 

124 

132 

142 

148 

155 

164 

.040 

.045 

128 

136 

146 

152 

160 

170 

•045 

.050 

131 

139 

150 

156 

162 

176 

.050 

TABLE  LXVI. 

/^ALU 

ES  OF 

K,  FOR 

.  VARIOUS  RATIOS, 

P,  OF 

STEEL. 

cl  - 

=   I. 

f. 

20,000. 

f  c  - 

-■   600. 

e  -6. 

c  -  75- 

c  —  10.  c  —  12. 

c=i5. 

C^20. 

P 

K 

K 

K 

K 

K 

K 

P 

.001 

19 

19 

19 

19 

19 

19 

.001 

.002 

3« 

38 

38 

37 

37 

37 

.002 

.003 

57 

56 

56 

55 

55 

54 

.003 

.004 

65 

71 

74 

73 

72 

71 

.004 

.005 

71 

78 

87 

90 

89 

88 

.005 

.006 

.  76 

83 

94 

100 

T06 

105 

.006 

.007 

8r 

89 

99 

106 

114 

121 

.007 

.008 

86 

93 

104 

III 

120 

^32 

.008 

.009 

90 

97 

109 

117 

125 

136 

.009 

.010 

93 

lOI 

112 

120 

129 

141 

.010 

.012 

TOO 

108 

120 

127 

132 

149 

.012 

.014 

106 

114 

126 

134 

139 

155 

.014 

.016 

III 

120 

131 

139 

149 

160 

.016 

.018 

n4 

125 

137 

144 

153 

165 

.018 

.020 

120 

129 

141 

149 

159 

170 

.020 

.025 

129 

^37 

151 

154 

168 

179 

.025 

.030 

^37 

146 

158 

166 

175 

186 

.030 

.035 

143 

152 

164 

172 

181 

192 

.035 

.040 

149 

158 

170 

177 

186 

197 

.040 

.045 

154 

163 

175 

182 

19  T 

200 

.045 

.050 

158 

167 

179 

186 

195 

204 

.050 
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The  method  of  determining  K  and  the  manner  of  using  it  for 
determining  the  section  of  a  beam  will  be  shown  by  the  solution 
of  a  problem. 

Example. — Design  a  beam  of  12.5  ft.  span  to  carry  at  the  age 
of  two  months  a  load  of  1,000  lbs.  per  lin.  ft.,  using  a  1:2:4  Port- 
land cement  concrete,  with  a  factor  of  safety  of  5,  and  steel  hav- 
ing an  elastic  limit  of  40,000  lbs.  per  sq.  in.,  with  a  factor  of 
safety  of  23/^  reckoned  from  the  elastic  limit. 

From  page  192  we  find  that  the  crushing  strength  of  a  1:2:4 
concrete  at  i  month  is.  2,400  lbs.  per  sq.  in.  This  gives  us  a 
working  value  of  480  lbs. ;  we  will  use  500  lbs.  From  Thacher's 
formula,  page  209,  we  find  the  coefficient  of  elasticity  of  the 
concrete  is  about  3,000,000  lbs.  per  sq.  in.  The  working  value 
of  the  steel  using  a  factor  of  safety  of  2j/^  at  the  elastic  limit,  is 
16,000  lbs.,  and  its  coefficient  of  elasticity  may  be  taken  at  30,- 
000,000. 

Then  e  = =  10. 

Inserting  the  values  e  =  10  and  p  =  .01  in  equation  (10),  it  becomes 


vf 


3  X  10  X  .01  /       3  X  10  X  .01 

(i  +  %  X  10  X  .01) 


solving 

^  —  .075  +  0.3945, 
or, 

X  —  0.3195  —  0.32,  approximately. 

Now  inserting  the  values  x  =  0.32  and  fc  =  500  in  formula  (13), 

K  =  %  fcx  (I  —  %  x), 

2  X  500  X  ,32 

■-^ (I  —  %  X  .32), 

3 
and  K  =  94. 

This  value  of  K  should  be  employed  for,  substituting  the  values  x  =  0.32, 
p  =  .01,  and  f»  =  16,000  in  equation  (14). 

K  =  pf.  (i  —  %  x), 


we  find 
Therefore 


K  =  141. 

M 
M  =  94  bd',  and  bd=  =  — .     M  =  %  W 1, 

94 
12,500  X  150 

=  234,375  in.  lbs. 
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234,375 
bd'  = 

94 

bd^  =  2,494. 

Assuming  a  width  of  beam, 

b  =  12  ins. 

2,494 

d'  = =  708,  approximately. 

12 


d  =  V  208  =  14.4  ins. 

Using  14^  ins.  and  adding  1^2  ins.  of  concrete  to  cover  rein- 
forcement, we  have  a  total  depth  of  beam  of  16  ins. 

Ac  =  b  d  =  14.5  X  12  =  174  sq.  ins. 

But  the  percentage  of  reinforcement  equals  i  or  .01,  and 
As  =  .01  Ac.  Ag  =  1.74  sq.  ins.  Three  rods  %  in.  diameter 
give  1.804  sq.  ins.  area.  Therefore,  three  %  in.  diameter  rods 
will  be  chosen  for  the  reinforcement,  and  we  have  a  12  x  i6-in. 
section  reinforced  with  three  rods  y^  in.  in  diameter. 

Shearing  Stresses  in  Eeinf  orced  Concrete  Beams. — There  is  some 
diversity  of  opinion  as  to  the  action  of  the  internal  stresses  in 
a  reinforced  concrete  beam  under  flexure  and  the  best  manner  to 
care  for  them.  The  nature  of  these  stresses  and  the  different 
systems  devised  to  care  for  them,  have  already  been  explained, 
and  we  will  now  discuss  the  manner  of  determining  whether  rein- 
forcement in  the  vertical  plane  of  the  beam  i-s  needed,  the  proper 
amount  to  be  used  and  the  most  desirable  location  of  the  stirrups. 

As  we  have  seen,  the  shearing  strength  of  concrete  is  some- 
what in  excess  of  its  tensile  strength.  This  strength  will 
be  found  sufficient  to  care  for  all  dangerous  stresses  due  to  verti- 
cal and  horizontal  shear  in  a  majority  of  cases,  with  a  normal 
amount  of  reinforcement  for  moderate  and  long  spans.  In  com- 
paratively short  spans  or  deep  girders  heavily  loaded,  failure 
may  be  caused  by  shearing  or  by  diagonal  tension.  Failure 
usually  takes  place  at  or  near  the  quarter  points  or  between  these 
points  and  the  ends  by  means  of  diagonal  cracks  slanting  upward 
toward  the  center  of  the  beam.  These  failures  are  said  to  be  due 
partly  to  shear  and  partly  to  tension,  or,  more  strictly  speaking, 
they  may  be  considered  as  due  to  tensile  stresses  induced  by  shear. 
The  diagonal  cracking  is  supposed  to  be  due  either  to  the  slipping 
of  the  rod  or  to  tiie  rupture  of  the  concrete  by  diagonal  tension. 
With  plain  rods  this  may  be  due  to  a  reduction  of  the  section  of 
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the  rod  on  account  of  the  stretching  of  the  metal.  If  the  concret- 
ing is  properly  done,  the  adhesion  should  not  fail  in  a  beam  of 
normal  dimensions.  Failure,  due  to  stretching,  can  only  take 
place  when  the  stresses  in  the  rods  are  at  or  near  their  elastic 
limit,  and  in  that  event  the  beams  would  soon  fail  from  other 
causes.    • 

Another  and  more  common  form  of  failure  is  by  horizontal 
shearing  at  or  slightly  above  the  plane  of  the  bottom  or  tension 
reinforcement.  (If  the  stresses  in  the  concrete  along  this  plane 
be  kept  below  a  certain  safe  limit,  longitudinal  shearing  will  not 
take  place.  This  may  be  accomplished  by  avoiding  the  use  of 
too  large  rods,  and  where  several  rods  are  used,  if  a  sufficient 
amount  of  concrete  is  kept  between  the  rods,  failure  from  this 
cause  will  be  avoided.)  The  usual  rule  is  to  space  the  rods  so 
that  the  distance  between  them  is  equal  to  or  greater  than  lyi 
times  the  diameter  of  the  rod. 

Another  method  of  failure,  sometimes  called  a  shearing  failure, 
is  by  diagonal  tension  in  the  concrete.  This  method  of  failure 
has  already  been  explained. 

The  tendency  toward  shearing  may  be  prevented  by  anchoring 
the  rods  at  their  ends.  Provision  is  also  made  to  care  for  both 
kinds  of  shearing  and  diagonal  tension  by  bending  up  alternate 
rods  at  about  the  third  points  of  the  beams  and  running  them 
on  a  slant  such  that  they  reach  the  upper  portion  of  the  beam 
near  its  end. 

The  Hennebique  system  employs  these  bent  shearing  rods,  to- 
gether with  stirrups.  Stirrups  are  used  to  prevent  horizontal 
shearing,  both  with  and  without  the  bent  rods. 

The  action  of  the  internal  stresses  may  be  best  understood  by 
comparing  the  concrete  beam  with  a  metal  plate  girder.  In  the 
case  of  a  single  reinforcement  the  concrete  replaces  the  web  and 
compression  flange,  while  the  steel  carries  the  entire  tensile  stress. 
The  web  of  the  beam  cannot  fail  by  buckling  as  in  the  plate 
girder,  but  may  by  shearing  as  above  explained. 

The  horizontal  shear  at  the  plane  of  the  reinforcement  at  any 
point  may  be  determined  by  well  known  methods  of  analysis  used 
in  determining  the  flange  stress  in  plate  girders.  Thus,  if  two 
points  in  the  beam  A  and  B  be  chosen  at  x  distance  apart,  the 
moment  and  flange  stress  at  these  two  points  computed,  the  differ- 
ence in  stress  between  them  will  be  the  increment  of  stress  or 
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Drizontal  shearing  between  them.  This  stress  must  be  cared  for 
y  the  shearing  strength  of  the  concrete  supplemented,  if  need  be 
jy  some  of  the  well  known  forms  of  stirrups.  If  the  increment 
of  stress  over  the  distance  x,  divided  by  the  horizontal  section 
of  the  concrete  through  which  it  is  distributed,  does  not  exceed 
the  allowable  shearing  stress,  no  web  reinforcing  will  be  needed. 
If  it  is  exceeded,  a  proper  allowance  may  be  made  for  the  strength 
of  the  concrete,  and  metal  of  sufficient  section  provided  to  care 
for  the  remaining  transverse  shear. 

Treating  this  shear  from  another  standpoint,  we  have  from 
well  known  principles  of  mechanics  the  following  axiom,  **that 
at  every  point  in  the  beam  the  intensities  of  the  vertical  and  hori- 
zontal shears  are  equal."*  The  resolution  of  these  two  shearing 
stresses  at  the  neutral  axis  gives  two  equal  and  opposite  stresses 
at  right  angles  to  each  other — one  compression  and  the  other 
tension — making  an  angle  of  45°  with  the  neutral  axis.  At  some 
distance  from  the  axis  these  stresses,  which  are  called  secondary 
stresses,  combine  with  the  principal  stresses  in  the  top  and  bot- 
tom of  the  beam,  giving  the  resulting  lines  of  stresses  as  shown 
in  Fig.  67.  Theoretically,  these  stresses  are  best  cared  for  by  a 
tension  reinforcement  inclined  upwards  toward  the  ends  at  an 
angle  of  45°  to  the  axis  of  the  beam.  This  is  the  principle  fol- 
lowed in  systems  heretofore  described  having  inclined  stirrups. 
For  the  successful  transmission  of  the  increment  of  stress  from 
the  tension  reinforcement  to  the  concrete,  which  acts  as  the  web 
and  compression  flange,  it  is  necessary  that  the  stirrups  be  firmly 
anchored  to  the  longitudinal  reinforcement.  This  is  only  ob- 
tained by  the  use  of  two  or  three  patent  systems,  one  of  which, 
the  Kahn  system,  has  the  stirrups  sheared  from  the  sides  of  the 
lar  and  forming  an  integral  part  of  it.  Nearly  as  good  results 
may  be  secured  with  a  V-stirrup  hooked  over  the  corrugated  bar 
and  in  a  less  degree  with  other  deformed  bars.  When  thus  used 
it  is  assumed  that  the  combination  causes  a  truss  action  analogous 
to  the  Pratt  truss,  the  concrete  being  strained  alone  in  compres- 
sion, while  the  steel  cares  for  all  tensile  strains.  However,  in  the 
one  case  the  use  of  patent  bars  is  expensive,  and  the  placing  of 
concrete  with  stirrups  inclined  at  an  angle  of  45°  is  difficult,  and 
makes  the  proper  tamping  of  the  layers  of  concrete  almost  im- 
possible. This  is  even  more  difficult  when  the  stirrups  are  de- 
tached. 

•HIrol's  Plate  Girder  Construction,  p.   1& 
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A  more  rational  arrangement  would  seem  to  be  to  use  vertical 
stirrups  to  care  for  the  vertical  shear,  securing  thereby  a  truss 
action  analogous  to  that  of  the  Howe  truss.  This  arrange- 
ment gives  a  more  economical  distribution  of  the  metal, 
is  just  as  efficient  as  either  attached  stirrups  or  stir- 
rups used  with  deformed  bars,  without  the  additional  cost  of 
patented  bars,  and, .  lastly,  concrete  may  be  placed  and  tamped 
with  much  greater  facility  and  at  a  lower  cost.  The  author 
knows  of  no  concrete  girders  thus  reinforced  with  a  proper 
amount  of  metal  that  have  failed  by  shearing. 

Some  designers  space  the  stirrups  by  empirical  rule.  Mr.  E. 
L.  Ransome's  rule  is  to  place  the  first  stirrup  a  distance  from 
the  end  of  the  beam  corresponding  to  one-quarter  of  its  depth, 
the  second  a  distance  of  one-half  its  depth  beyond  the  first,  the 
third  a  distance  of  three-quarters  the  depth  beyond  the  second, 
and  the  fourth  a  distance  of  the  depth  of  the  beam  beyond  the 
third.  Other  empirical  rules  are  used  by  other  designers,  while 
several  more  or  less  theoretical  formulas  have  been  devised  which 
need  not  be  repeated  in  this  place. 

The  size  and  location  of  the  stirrups  may  be  calculated  as  in 
a  plate  girder,  treating  the  stress  as  actual  shear.     This  is  best 
(lone  by  drawing  the  shear  diagrams  for  concentrated  and  dis- 
tributed loads,  it  being  assumed,  as  outlined  above,  that  the  beam 
acts  as  a  Howe  truss  with  diagonal  compression  members   in- 
clined at  an  angle  of  45°.     The  resultants  of   these  diagonal 
stresses  are  equal  vertical  and  horizontal  forces.     It  is  assumed 
that  a  part  of  the  horizontal  forces  is  provided  for  by  adhesion 
of  the  concrete  to  half  of  the  surface  of  the  tension  member^ 
and  the  remainder  resisted  by  the  transverse  shearing  strength 
of  the  vertical  rods.     It  has  been  found  that  several  small  rods 
give  better  results  than  one  large  one,  as  there  is  a  more  uniform 
distribution  of  stress.     The  rods  are  usually  made  of  the  same 
size  and  spaced  closer  together  toward  the  ends,  where  the  shear- 
ing stresses  are  higher.    To  determine  the  spacing  an  area  equal 
to  the  adhesion  is  subtracted  from  the  shear  diagram  and  the 
remaining  area  is  divided  into  panels  such  that  each  has  an  area 
equal  to  the  maximum  shear  allowed  for  one  rod  or  series  of 
rods.    As  the  height  of  the  panels  decreases  their  length  increases 
giving  a  series  of  spaces  representing  graphically  the  spacing  of 
each  rod  or  series  of  rods.    This  will  be  understood  by  referring 
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to  Fig.  1 80,  which  represents  the  shear  diagram  of  a  beam  with 
a  uniform  and  concentrated  loading.  The  area  above  the  loading 
A  B  represents  the  shear  due  to  a  concentrated  load  P,  and  that 
below  the  line  the  shear,  due  to  uniformly  distributed  load,  con- 
sidering only  the  portion  of  the  shear  diagram  to  the  right  of 


Fig.  180. — Shear  Diagram  of  Beam  with  Un-iform  and  Concentrated  Loading. 

the  center  line  of  the  beam.  Then  if  the  area  above  the  dotted 
line  k4  represents  the  allowable  stress  cared  for  by  the  adhesion 
of  the  rods,  the  portion  of  shear  in  the  diagram  below  this  line 
must  be  provided  for  by  sfirrups.  If  this  be  divided  into  equal 
areas  a,  such  that  the  amount  of  shear  represented  by  area  a  will 
be  cared  for  by  each  stirrup,  the  resulting  linear  dimensions  of  the 
trapezoids  a  give  graphically  the  desired  stirrup  spacing. 

T-Beams. — T-beams  are  extensively  used  in  floor  construc- 
tion, and  with  considerable  economy  of  materials.  A  portion  of 
the  floor  slab  connecting  the  ribs  or  girders  is  considered  as  act- 
ing as  flange  area.  This  may  be  safely  done  when  the  girder  or 
rib  is  built  as  a  monolith  with  the  floor  slab.  In  many  cases  this 
is  not  done ;  under  sucli  conditions  the  girder  should  be  designed 
with  a  sufficient  area  of  concrete  to  develop  the  full  strength  of 
the  reinforcing  metal  in  the  tension  flange.  There  is  consider- 
able difference  of  opinion  among  engineers  as  to  what  portion  of 
the  width  of  the  floor  slab  may  be  considered  as  furnishing  flange 
area  for  the  T-beam.  It  is  usual  to  assume  that  a  width  equal 
to  a  certain  number  of  times  the  width  of  the  stem  of  the  T, 
usually  from  3  to  10  times,  should  be  used.  It  is  evident  that, 
under  normal  conditions,  ten  times  the  width  of  the  stem  "b" 
of  the  rib  is  far  tcx)  liberal  an  assumption,  while  a  value  of  three 
is  much  too  small ;  a  value  of  from  four  to  six  is  probably  about 
right  to  fit  all  cases  without  straining  the  concrete  too  high. 

It  will  be  readily  understood  that  if  the  construction  is  mono- 
lithic, the  slab  will  be  fixed  at  the  beam,  and  when  loaded  the 
concrete  will  be  strained  in  compression  in  the  under  side  of  the 
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slab  out  to  the  point  of  contraflexure  at  about  the  quarter  points 
of  the  slab  span.  If  the  concrete  is  strained  at  right  angles  to 
the  direction  of  the  floor  span  due  to  the  slab  acting  as  flange  to 
a  T-beam,  we  see  that  the  concrete  will  be  strained  in  two 
directions,  or  will  have  a  stress  double  that  usually  assumed 
for  the  unit-working  stress.  If  both  primary  and  secondary  rib 
systems  are  used,  a  portion  of  the  concrete  will  be  strained  to 
nearly  three  time's  the  assumed  unit-working  stress. 

On  account  of  the  fixing  of  the  slab  over  the  beam,  some 
engineers  assume  that  the  concrete  may  be  considered  as  fur- 
nishing flange  area  out  to  the  point  of  contraflexure,  giving  a 
width  of  one-half  the  distance  center  to  center  of  beams.  Others 
only  allow  one-third  the  distance  center  to  center  of  beam. 

A  more  rational  method  would  be  to  take  the  width  B  of  the 
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Fig.  181.— T-Beam  Diagram. 

slab  used  for  flange  area  as  a  certain  number  of  times  the  thick- 
ness t  of  the  slab.     For: 

Let  Sh  represent  the  total  shear  between  rib  and  flange  along 
their  plane  of  union. 

Let  Sv  represent  the  total  shear  in  the  flange  along  vertical 
planes  that  are  a  continuation  of  the  planes  forming  the  sides  of 
the  rib,  and  which  cut  oflF  the  wings  of  the  flange.  Then  for 
equal  strength  in  shear  t  should  equal  ^/^  b.  When  b  is  the  width 
of  the  rib,  b  should  never  be  less  than  2  t,  although  t  may  be 
less  than  y^  b.  Then  the  flange  width  B  may  be  taken  as  10  t, 
which,  if  2  t  =^  b,  will  be  equal  to  5  b. 

Referring  to  Fig.  181,  the  lever  arm  between  the  compression 
and  tension  forces  is  d  —  y^  t.  If  B  is  taken  equal  to  10  t,  the 
compression  area  will  be  10  t^.  The  stresses  in  the  slab,  however, 
will  vary  from  a  maximum  at  the  rib  to  o  at  the  outer  edges  of 
the  flange  B.    These  compression  flange  stresses  may  be  assumed 
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to  vary  as  the  ordinates  of  a  parabolic  segment,  and  the  area 
available  for  compression  will  be  ^/j  x  lo  t^,  and  the  total  com- 
pressive stress  will  be  ^^/g  fc  t*.  This  will  be  on  the  side  of  safety, 
as  a  portion  of  the  stem  of  the  T  is  generally  available  for  flange 
area.  Again,  the  center  of  gravity  of  the  parabola  is  either  ^  t 
or  ^/g  t,  above  the  lower  face  of  the  slab,  depending  upon  whether 
the  origin  of  the  parabola  is  taken  at  the  top  or  bottom  of  the 
slab.  Thus  the  assumption  that  the  center  of  gravity  is  at  J/^  t 
above  the  bottom  face  of  the  slab  is  on  the  side  of  safety. 

Formulas  7,  10  and  15,  given  above  for  rectangular  beams,  may 
be  used  without  difficulty  for  designing  T-beams.  They  will  hold 
true  if  the  neutral  axis  coincides  with  or  is  above  the  under  side 
of  the  slab ;  if  it  falls  below  the  under  side  of  the  slab  the  formula 
will  err  on  the  side  of  safety.  The  position  of  the  neutral  axis 
will,  of  course,  depend  upon  the  values  of  B,  b,  t,  d,  and  the 
amount  of  metal  used. 

An  empirical  method  of  design  which,  with  slight  modifica- 
tions, has  been  extensively  used,  is  as  follows:  Assume  that  the 
floor  slab  furnishes  the  necessary  compression  flange  area,  and 
assume  its  center  of  gravity  at  the  center  of  the  flange  thick- 
ness.    In  order  that  sufficient  area  of  concrete  shall  be  available 
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to  develop  the  full  strength  of  the  steel,  the  area  .—  t'  should 
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not  be  less  than  —  a« 

fe 

20 1' 
Thus  if  f«  =   16,000,  and  fc  =  500,  should  not  be  less  than  32  Ai. 

3 

If  the  bending  moment  M  and  width  B  are  known,  and  thfck- 
ness  t  and  amount  p  of  steel  assumed,  d  may  be  approximated 
from  the  formula  M  =  K  bd^,  taking  bd  --^  ^o^^  ^2^  ^^^j  taking 
the  value  of  K  from  Table  XLIV.    Then 

M 
d  =       


20 

-Kt' 
3 


When  the  depth  d  is  fixed,  and  it  is  desired  to  obtain  Ag,  the  area 
of  the  steel,  M  =  (d  —  J<2  t)  U  A^,  or 
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M 
A.  = . 


f.  (d  —  %  t) 

20 1* 
It  should  be  remembered,  however,  that    should  not  be 

3 
less  than  32  Ag,  and  b  should  not  be  less  than  2  t.     It  is  desir- 
able that  stirrups  be  used  to  connect  the  floor  slab  to  the  stem 
of  the  T. 

A  number  of  theoretical  formulas  have  been  developed  by 
different  engineers  for  the  solution  of  T-beams.  No  one  of 
them,  however,  is  entirely  satisfactory,  as  they  are  all  based 
upon  more  or  less  doubtful  assumptions.  Again,  the  mathe- 
matical work  necessary  to  their  solution  is  quite  complicated, 
especially  as  it  is  usually  necessary  to  determine  the  position  of 
the  neutral  axis,  at  best  a  tedious  solution.  When  it  is  desired  to 
use  such  a  formula,  either  for  designing  new  work  ^or  for 
checking  work  designed  by  some  such  empirical  formula  as  that 
given  above  the  formula  developed  by  Capt.  John  S.  Sewell,  given 
on  page  325  should  be  used.  It  should,  however,  be  noted  that 
the  origin  of  the  parabola  is  taken  at  the  neutral  axis  instead  of 
at  the  extreme  fibre,  as  is  usually  done.  This  changes  slightly 
the  position  of  the  center  of  gravity  of  the  compression  area,  it 
being  V-;  d  instead  of  ^^  d  above  the  neutral  axis.  This  is  on  the 
side  of  safetv. 

It  is  to  be  regretted  that  few  tests  have  been  made  on  T- 
beams,  and  these  tests  were  made  to  destruction,  giving  no  data 
of  value  for  the  development  of  formulas  for  the  solution  of 
T-beams.  It  is  to  be  hoped  that  tests  will  be  undertaken  and 
suitable  data  obtained  in  the  near  future  for  the  development  of 
rational  T-beam  formulas. 

Beams  with  Double  Reinforcements. — When  excessive  loads 
are  to  be  carried  and  it  is  unadvisable  to  increase  the  depth  of 
the  beam  the  compression  flange  is  sometimes  strengthened  by 
the  addition  of  reinforcing  metal.  In  order  that  the  concrete 
and  the  steel  in  the  compression  flange  act  together  as  a  homo- 
geneous material,  it  is  necessary  that  the  stresses  carried  by  the 
concrete  and  the  metal  shall  be  proportional  to  their  respective 
coefficients  of  elasticity,  i.  e., 

f.'  E. 
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On  account  of  this  law,  quite  low  unit  stresses  will  ^result  in 
the  steel  in  compression,  and  the  large  amount  of  metal  needed 
for  the  compression  flange  will  not  give  an  economic  form  of 
construction.  In  fact,  some  authorities  hold  that  double  rem- 
forcements  are  never  an  economic  form  of  construction,  although 
.  they  have  been  extensively  used  by  some  European  engineers. 

To  determine  the  effect  of  double  reinforcement,  let  us  first 
assume  a  beam  of  rectangular  cross-section,  with  sufficient  area 
of  reinforcement  Ag  in  its  tension  flange  to  develop  the  proper 
working  stresses  in  the  concrete  of  the  compression  flange.  Let 
d,  in  Fig.  182,  be  the  effective  depth  of  the  beam,  and  xd 
the  distance  of  the  neutral  axis  below  the  top  of  the  beam. 

If  a  compression  reinforcement  having  an  area  A^'g  be  added  to 
the  compression  flange  at  a  distance  z  above  the  neutral  axis,  the 


Fig.  182. — stress  Strain  Diagram  of  Beam  with  Double  Reinforcement. 

position  of  the  neutral  axis  will  be  changed  if  the  beam  is  loaded 
as  before.  If,  however,  when  the  compression  reinforcement  A*", 
is  placed  in  the  compression  flange,  additional  steel  having  an 
area  A'^  is  added  in  the  tension  flange  to  develop  the  strength  of 
the  compression  reinforcement  A'^,  the  position  of  the  neutral 
axis  will  remain  unchanged.  In  order  that  this  may  obtain 
we  must  have  the  relation 

A.'  z 

= (i6)_ 

A.'       d  (I  —  x) 

But  in  order  that  the  steel  shall  undergo  the  same  deformatiom 
as  the  concrete,  we  must  have  the  relation 

f.         d(i  — x) 


f.' 


(17). 


Multiplying  by  equation   (16),  we  obtain 
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f.A.' 

=  I,  or  f.  A.'  =  f.'  A.' (18), 


f.*^ 

E. 

=  e 

fc 

Ec 

(f.^ 

=  efc), 

f.  A.'  = 

=  e  fc  A.*, 

■ 

A.'  —  . 

e  fc  A.* 

f.''  A.^ 

that  is,  equal  forces  have  been  added  to  each  side  of  the  beam. 
The  resisting  moment  M*  added  to  the  beam  will  be  equal  to 

M*  =  f«  As'  [z  +  d  (i  —  x)]  in  inch  pounds. 
But 

f.*^  E. 

(19), 

fc  Ec 

or, 

and 

or, 

ei 

A.'  = 

f. 

The  resisting  moment  of  a  beam  with  a  single  reinforcement 
is  from  equation  (11). 

M  =  V«  fcbx«d«+A.f.d  (I  —  x), 
and  for  the  resisting  moment  of  a  beam  with  double  reinforce- 
ment, we  will  add  the  quantity  obtained  in  equation   (18),  and 
we  obtain 
M  =  Via  fcbxMH  A.f.d  (I  —  x)  +  f.A.'  [z  +  d  (i  —  x)]  ....(20), 

remembering  that 

e  fc  A.« 
A.'  = 


f. 

To  determine  the  effect  of  double  reinforcement,  we  will  take 
the  beam  designed  on  page  307  and  note  the  effect  of  doubling 
the  reinforcement,  and  then  add  enough  steel  to  the  compres- 
sion flange  to  balance  the  increase  of  steel  in  the  tension  flange 
and  note  the  increase  in  strength  obtained  thereby. 

From  page  307  we  have  the  following  data:  Span  =  12.5 
ft,  resisting  moment  =  234,375  in.  lbs.,  b  =  12  ins.,  d  =  14.5 
ins.,  p.  =  .01,  X  =^  .32  d  =  4.65  ins.,  d  ( i  —  x)  =  9.85  ins.,  A, 
=  1.74  sq.  ins.,  net,  or  using  three  rods  %  ins.  in  diameter  = 
1.804  sq.  ins. 

Doubling  the  reinforcement  Ag  =  3.60  sq.  ins.  of  metal.  It  is 
not  necessary  in  this  case  to  determine  the  value  of  x  as  K  may 
be  taken  directly  from  Table  LXV.,  K  =  118.  From  equation 
(15)  M  =  Kbd-,  hence  M  =  297,714  in.  lbs.,  which  is  the  re- 
sisting moment  obtained  by  the  doubling  the  area  of  reinforce- 
ment, or  a  total  gain  of  63,339  in.  lbs. 
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Now  let  us  place  enough  steel  in  the  compression  flange  to 
care  for  the  added  i  per  cent.  =  1.8  sq.  ins.  of  steel,  A',  =  1.8.  ' 
Now  from  equation   (19), 

e  f  c  A.* 

A.'  = . 

f. 

fc  =  500,  f«  =  16,000,  C  =  10, 

and 

1.8  X  16,000 

A«*  =  =  5.76  sq.  ins. 

10  X  500 

Six  rods  ly^  ins.  diameter  =  5.94  sq.  ins.,  will  be  used,  plac- 
ing them  1.5  ins.  below  the  top  face  of  the  beam  and  the  distance 
between  the  steel  in  tension  and  compression,  i.  e.,  the  lever  ann 
of  forces  added  is  13  ins.,  which  equals  z  +  d  (i  —  x)  in  equa- 
tion 18.  The  resisting  moment  obtained  by  the  use  of  the  steel  in 
compression  is 

16,000  X  1.8  X  13  =  374400  in.  lbs. 
it  being  remembered  that  1.8  sq.  in.  of  steel  in  tension  is  bal- 
anced by  5.76  sq.  ins.  of  steel  in  compression.    The  total  resist- 
ance of  our  beam  now  is 

234.375  +  374400  =  608,775  in-  lbs. 

The  resisting  moment  obtained  by  the  use  of  2  per  cent,  of  re- 
inforcement was  297,714  in.  lbs.,  and  we  see  that  by  the  addition 
of  enough  steel  to  balance  i  per  cent,  of  steel  in  tension,  the  re- 
sisting moment  is  more  than  doubled,  and  is  2.6  that  when  only 
I  per  cent,  of  steel  was  used,  or  considering  it  from  another 
standpoint,  the  addition  of  4.34  per  cent,  of  steel  increases  the 
strength  of  the  beam  2.6  times. 

The  excessive  amount  of  steel  necessary  for  the  compression 
flange,   1.67  times  that  used  in  tension,  should  be  noted.     This 
is  due,  as  has  been  stated,  to  the  necessity  of  having  the  same 
deformation  in  the  steel  and  concrete.     When  a  lower  percent- 
age is  used  than  that  necessary  to  fulfill  this  requirement,  th^r 
internal  stresses  will  not  be  in  accordance  with  the  usual  accepted 
and  safe  assumptions. 
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Formula  for  Beams,  Based  on  a  Rectilinear  Distribution  of 
Stress. — We  will  assume  a  rectangular  beam  under  flexure. 
Using  tLx;  same  nomenclature  as  heretofore  and  neglecting  the 
tensile  stress  of  the  concrete,  the  elastic  deformations  of  the  con- 
crete above  the  neutral  axis  will  be  represented  graphically  by 
the  triangle  aob  in  Fig.  183  (b),  following  the  theory  of  con- 
servation of  sectional  planes.  The  triangle  AoB.  Fig.  183  (c), 
will  represent  the  total  compressive  stress  on  a  unit  width  of  con- 
crete, fc  being  the  maximum  intensity  of  stress,  assuming  that 
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Pig.  183. — Stress  Strain  Diagram  of  Beam  Assuming  RectlUnear  Distribution 

of  Stress. 

the  modulus  of  elasticity  of  the  concrete  is  constant  throughout  the 
whole  range  of  stress.  This  assumption  gives  a  rectilinear  re- 
lation between  the  stress  and  strain  in  the  concrete. 

The  total  stress  on  the  concrete  for  a  unit  width  of  beam  flien  equals 
H  fc  xd,  and  the  total  compression  on  the  section  of  a  beam  having  a  width 
b  is 

Fc  =  %  f c  xd  b. 
The  total  tension  on  the  steel  is 

F.  =  A.  f. 


These  two  forces  are  equal,  and 

A.  f.  =  %  fcxdb, 


(21), 
(22), 


Reducing,  remembering  that 


A. 


=  p,  and  Ac  =  bd, 


Ac 
p  ft  =  %  fc  X   (23), 

But  the  relations  between  Xc,  X.,  fc,  f.,  Ec  and  E«  are  the  same  as  those 
explained  on  page  302,  and,  are  expressed  by  eq.   (3). 

Ec  X  f« 

fc    =-    (3). 

E.  (I  —  x) 


ijicit* 


torn  ^"^"^ 




^--trx '«'• 


;^  the  cottct  ^    .  +  iv^  _  ,-, , 


.  .  pi-  ^^  '  ,     and  to.  ^^f^'^e  va^^*^' 
.  «  Ca8)  co-^f  ;^vm  f  ^^^^bsututitvg  and 
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in  Chapter  XIX.,  in  connection  with  the  discussion  of  beams 
under  a  parabolic  distribution  of  stress,  which  may  be  repre- 
sented by  a  constant  K  and,  as  before,  we  have  for  the  solution  of 
beams  the  equations 

p  f.  =  %  fc  X  (23), 

X  =  —  ep  ±  V  2  ep  ( I  +  %  ep)  (26), 

and 

M  =  Kb(l= (31), 

in  which  the  coefficient  K  of  equation  (31)  is  obtained  from 
the  coefficients 

K  =  pf.    (I   —  M3   x), 
or 

=  %  fcx  (I  — %x). 

The  smaller  value  obtained  from  these  coefficients  should  be 
used.  If  desired  a  number  of  values  of  K  may  be  obtained  by 
using  various  values  of  p,  e,  fg  and  fc  and  tabulated,  then  by 
selecting  the  proper  value  for  use  under  the  given  conditions,  the 
solution  of  the  given  problem  will  be  greatly  simplified. 
-  Example. — Design  a  beam  using  Formulas  (23),  (26),  (31), 
having  given  the  same  data  as  was  used  for  the  example  on  page 
307.  From  page  307  we  have  the  following  data:  M  == 
234,375  lbs.,  e=  10,  p^  01,  f,  =  500  and  fs  =  16,000. 

From  equation  (26)  we  have 

X  =  —  10  X  .01  +  V  2  X  10  X  .01    (1  +  %  X  10  X  .01), 
from  which 

X  =  0.358. 

To  determine  value  of  K,  we  ins'  rt  value  of 

U  =  16,000  lbs.  in  coefficient  K  =  pf«   (i  —  %x), 
and 

.358 
K  =  .01  X  16,000  (i ), 

from  which 

K=  121. 

Again  inserting  value  fc  =  500  in  coefficient. 

K  =  1/^  fcx  (I  —  Ih  x). 

K  =  %  X  500  X  .358    (I  —  Vj  X  .358), 

or 

Hence  the  proper  value  of  K  to  be  used  is   79:  ?nd  we  have 

M  =  79  bd'. 

but  M  =  234,375,  and  we  will  assume  b  —  12.    We  then  have 

234,375  =  79  X  12  d'. 
from  which 

d'=  247.2, 
and 

d  =  T5.72  ins.  depth  of  beam  required. 
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But  the  same  relations  exist  between  Xc,  X.,  U,  f«,  Ec  and  E«  as  was  ex- 
plained on  page  302,  and  there  exists  the  relation 

Ec  X  f. 

fc  =  - (3). 

E.  (I  —  x) 

Substituting  this  value  in  equation  (34) »  we  obtain 

E. 

%x»  = p  (I  — x)  (35), 

Ec 

From  this 

E.  /  8    E.        /         2     E.      \ 

X  =  -4/5 P   ±  J pi  + p) (36). 

Ec  \   5    Ec        \         5     Ec      / 

E. 

or  replacing by  e. 

Ec 

X  =  —  Ve  e  p  t  y_  e  p     /  I  +  —  e  p  j (37), 

The  resisting  moment  of  the  beam  may  now  be  determined  as 
eq.  (37)  gives  the  position  of  the  neutral  axis.  Taking  the  cen- 
ter of  moments  about  the  neutral  axis,  the  total  resisting  mo- 
ment will  be  equal  to  the  sum  of  the  moments  of  compression  in 
the  concrete  and  tension  in  the  steel,  and  we  have: 

M  =  %  fc  xdbx  V»  xd  +  A.  f.d  (i  —  x), 
reducing 

M  =  [%  fcx*+  pf.  (I  —X)]  bd*  (38), 

But  equation  (38)  may  be  reduced  to  a  convenient  working 
form,  as  was  explained  on  page  304.  By  substituting  successively 
the  values  of  U  and  fc  from  equation  (34),  we  obtain 

2 

M  =  %  fcx  (I x)  bd', 

5 
when  the  allowable  stress  for  the  concrete  is  assumed,  and 

M  =  pf.  (I  —  V»x)  bd^ 

when  the  allowable  stress  in  the  steel  is  assumed. 

As  was  explained  before,  the  coefficient  p  f «  ( i  —  'A  ^)  ^i^^  ^^ 
the  determining  factor  when  a  low  percentage  of  steel  is  used,  or 
when  a  moderately  low  percentage  of  steel  with  a  concrete  of 
high  strength  is  used.  The  coefficient  ^i  icX  (i  —  "A  ^)  will 
be  the  determining  factor  when  a  high  percentage  of  steel  is  used. 
when  a  steel  of  high  elastic  limit  is  used  and  when  concrete  of 
k)W  crushing  strength  is  used. 


X  =  —  V.  ep  ± 
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Definite  values  of  these  coefficients  may  be  obtained  and  tab- 
uiated,  as  before  explained. 

Then,  for  the  solution  of  a  beam,  using  Capt.  Sewell's  distri- 
bution of  stress,  we  have  the  equations: 

p  f.  =  %  fc  X  (34), 

-W  — ep   n+  — cpj {Z7). 

M  =  K  bd'  (38), 

The  value  of  K  in  equation  (38)  being  determined  from  one 

of  the  relations, 

K  =.%  fc  X  (I  -  75  X). 

or 

=  p  f«^  X  (i  —  Vb  X  ). 

The  solution  of  a  beam  is  given  in  the  following  example : 
Example. — Design  a  beam,  using  Formulas  (34),  {Z7)  ^^d 
(38),  having  given  the  same  data  as  was  used  for  the  example  on 
page  307.  From  page  307  we  have  the  following  data: 
M  =  234,375,  e  =  10,  p  =  .01,  fc  =  500  and  fs  =  16,000.  From 
eq.  37  we  have 

V8  2 

—  X  10  X  .01     (i  +  —  X  10  X  .01) 
5  5 

from  which 

X  =  .328. 

To  determine  the  value  of  K  we  insert  the  vahies  of  x  and  f«  =  16,000 
in  the  formula  for  the  coefficient,  which  is  K  =  p  f«  (i  —  V»  x),  and 

K  =^  .01   X   16,000   (1   —  'A  X  .328), 
K  =-  139. 
Again  inserting  value  of  fc  =  500  in  the  coefficient, 

K  =  %    fox    (I    —  V5   x). 
K  =  %  X  500  X  .328  (1  —  'A  X  -328). 
K  =  89. 
Hence,  using  the  smaller  value  of  K  =  89,  eq.  38  becomes 

M   =  89  bd^ 

But  M  =  234,375,  and  assuming  b  =  12  ins.,  we  have 

234»375  =  89  X  12  d', 
from  which 

d'  =  219.4, 
and 

d  =  14.8  ins.  depth  of  beam  required. 

We  will  use  15  ins. 

Area  of  beam  -^  12  x  15  =  180  sq.  ins.,  i  |>er  cent,  of  rein- 
forcement is  iised,  180  X  .01  =  1.8  sq.  ins.  ■=  area  of  steel  re- 
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quired.  Three  rods  %-in.  diameter  give  an  area  of  1.804  sq.  ins., 
which  will  be  ample.  Adding  1.5  ins.  of  concrete  below  the  re- 
inforcement we  obtain  a  12  x  i6^-in.  beam,  reinforced  with 
three  %-in.  diameter  rods. 

T-Beam  Formula. — The  following  T-Beam  formula*  was  de- 
veloped by  John  S.  Sewell,  Capt.  Corps  of  Engrs.,  U.  S.  A. 

The  assumptions  are:  Plane  sections,  unity  of  action  of  con- 
crete and  steel,  no  initial  stresses  due  to  setting  strains,  loads  ver- 
tical, beam  horizontal,  steel  takes  all  tensile  stress.  The  stress- 
strain  curve  is  a  parabola,  with  vertex  on  neutral  axis,  as  A, 
Fig.  185.  Let  the  dimensions  of  the  sections  be  denoted  by  the 
letters  in  the  figure,  all  being  expressed  in  inches.  Assume  that 
the  center  of  gravity  of  the  area,  B  C  G  H,  is  at  the  center  of  the 

flange  thickness,  so  that  its  lever  arm  with  respect  to  A  is  y,  +  — . 

I* - fri *!  Bh-^"-^c       ^ 
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1 
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1 

Fig.  185.— Diagram  Illustrating  T-Beam  Theory  of  Capt.  J.  S.  Sewell. 

This  is  slightly  in  error,  on  the  safe  side.  Assume  that  in  any 
horizontal  plane,  the  compression  flange  stresses  vary  as  the 
ordinates  of  a  parabolic  segment,  having  its  vertex  where  its  plane 
cuts  the  curve  A  B,  and  its  axis  coincident  with  the  line  of  inter- 
section of  its  plane,  and  a  longitudinal  vertical  plane  through 
the  middle  of  the  rib ;  the  maximum  ordinate  of  the  segment  being 
at  the  vertex,  and  equal  to  the  F  ordinate  of  the  curve  A  B  at  the 
same  point ;  its  ordinates  at  the  edges  of  the  flange  reducing 
to  o 

Let  Es  represent  the  modulus  of  elasticity  of  steel. 
Ec  represent  the  modulus  of  elasticity  of  concrete. 
T  represent  the  unit  tensile  stress  in  the  steel. 
U  represent  the  elastic  limit  of  steel. 

F  represent  the  unit  compressive  stress  in  the  concrete. 

fc  represent  the  ultimate  compressive   strength   of  concrete  per  imit 

of  area, 
bi  represent  the  width  of  flange  of  T. 

b  represent  the  width  of  the  beam,   in  inches. 

a  represent  the  sectional  area  of  steel  per  inch  of  width. 

♦Theory    developed   from   that  of  Mr.  Johnson,  (see  page  372). 


then.  %.   ^  '^.  X>  =-     p,. 


TW«l»"' 
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Sh  =  %sxbx%Lxi2  =  3bsL. 
ST=%sX2tx%Lxi2-^6tsL. 

It  is  evident  that,  for  equal  strength  in  shear,  b  should  be  at  least  twice 
as  great  as  t,  and  t  practically  equal  to  %  b. 

Ihe  equation  of  the  stress-strain  curve,  referred  to  A  as  the  origin  of 
co-ordinates,  is, 

fc» 

P  = y. 


Hence, 


Therefore, 


yi 


/   fc»         \  % 

"-{-r'-)  ■ 

I  fc*     \yi 

Pc'=%y,  ( yujb 


=  %  b  f c  yx 


ya   \  y 


yi 


) 


(s). 


From  the  equation  of  the  stress-strain  curve,  and  the  properties  of  the 
horizontal  parabola  assumed  as  the  curve  of  stress  in  the  nange,  we  have 

y.    \  'A 


Pc"  =  %  b. 


%  f c  yi  —  %  fc  yi 


yi 


V.  bi  f  e  y, 


-{",)'" 


(6). 


S»  =  3  b  s  L  =  Pc"  =  V,  bi  fc  y, 


f  )  1 


fe 

S  =  — ,  hence 
8 


%  h  f c  L  =  %  b»  fe  yi 


[-(^n 


Therefore, 


bx  -  ""/^ 


bL 


yi 


[-(f 


v. 


(7)- 


Substituting  this  value  in  Equation  6,  we  get, 
P."  =  %  fcbL   


(8). 


ya 


p.    =    Pe'    +     Pe"  =  %  b  fc  L  +  %  b  fc  yx    / \ 


^    V. 


=    bfc 


%  L  +  %  yx 


M 


Ay.  Pc'  +  f  ya  +  —  ]r'.  +  P.y^ 


^)■'■] 


(9) 
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The  numbered  equations  are  sufficient  for  designing. 

Determine  t  from  the  requirements  of  the  floor  slab ;  assume  d 
(if  possible,  so  that  d  will  be  at  least  :=  4  t).  Compute  Pc',  P/' 
and  l\ — all  in  terms  of  b.  Substitute  in  equation  9,  and  b  may 
be  determined.  If  b  >  2  t,  t  must  be  increased ;  in  designing  T- 
beams,  as  in  rectangular  beams,  compute  M  for  a  load  2j/$  times 
greater  than  the  working  load.     Make  F  =  fc,  and  T  =  t,. 

It  will  be  found  that,  for  similar  assumptions  as  to  the  relative 
values  of  d  and  t  and  the  same  values  of  fc  and  Ec,  designs  of 
similar  cross-section  will  be  obtained  for  different  loads  and  spans, 
so  that  the  moment  of  the  stresses  may  be  written,  quite  accu- 
rately, in  the  form,   M  =  k  fc  t  bi  (  ya  +  ya  +  —  ) 

It  will  also  be  found  that  bj  will  be  practically  equal  to  b, 
multiplied  by  a  constant.  This  enables  a  design  of  a  certain  type 
to  be  detailed  quite  simply  and  quickly,  and  also  gives  a  means 
of  quickly  determining  the  approximate  stresses  in  a  given  de- 
sign, after  the  constant  k  and  the  ratio  of  b^  to  b  have  been  deter- 
mined for  various  types  of  designs,  i.  e.,  for  various  groups  of 
assumptions  as  to  the  values  of  fc  and  Ec  combined,  with  the 
various  values  of  t,  corresponding  to  different  spans  and  load- 
ings. 

Prof.  A.  N.  Talbot's  Bean  Formulas. — The  following  theory  of 
beams  developed  l)y  i^rof.  Arthur  N.  Talbot  deserves  careful  con- 
sideration, as  it  is  based  on  data  obtained  from  the  latest  tests 
on  reinforced  concrete  beams.  Unusual  care  was  taken  in  con- 
ducting these  tests  at  the  University  of  Illinois,  and  it  is  believed 
that  the  data  obtained  therefrom  are  by  far  the  most  reliable 
now  available. 

The  usual  assumptions  that  the  loads  are  applied  at  right 
angles  to  the  length  of  tlie  beam,  that  the  supports  will  p)ermit 
free  longitudinal  movement,  that  a  plane  section  before  bending 
remains  a  plane  section  after  bending,  and  that  the  metal  and 
surrounding  concrete  stretch  together,  are  made.  It  is  further 
assumed  that  the  tensile  strength  of  the  concrete  is  negligible 
in  the  part  of  the  beam  where  the  bending  moment  is  greatest, 
at  least  in  the  calculation  of  the  resisting  moment  of  the  beam 
at  the  time  of  maximum  load.  The  analysis  is  restricted  to 
rectangular  beams  with  reinforcement  on  the  tension  side  only, 
and  refers  generally  to  simple  beams  free  from  end  restraints. 
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Notation. — The  following  notation  will  be  used: 
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b  =  breadth  of  rectangular  beam. 

d  =  distance  from  the  compression  face  to  the  center  of  the  metal 

reinforcement. 
A  =  area  of  cross  section  of  metal  reinforcement. 

A 

p  = =  ratio  of  area  of  metal  reinforcement  to  area  of  concrete 

b  d  above  center  of  reinforcement. 

o  =  circumference  or  periphery  of  one  reinforcing  bar. 

m  =  number  of  reinforcing  bars. 
E«  =  modulus  of  elasticity   of  steel. 

Ee  =  initial  modulus  of  elasticity  of  concrete  in  compression,  a  term 
which  will  be  defined. 

E. 
e  = =  ratio  of  two  moduli. 

Ee 

f  =  tensile  stress  per  unit  of  area  in  metal  reinforcement. 

c  =  compressive   stress   per   unit   of   area   in   most   remote   fiber   ot 

concrete, 
c'  =  compressive   stress   per   unit   of    area    which   causes   failure   by 

crushing. 
X«  =  deformation  per  unit  of  length  in   the  metal   reinforcement. 
Xc  =  deformation   per   unit   of   length    in    most   remote   fiber   of   the 

concrete. 
Xe'  =  deformation   per   unit  of  length   when   crushing  failure   occurs; 

i.  e.,  ultimate  or  crushing  deformation. 

X. 

q  = =  ratio   of  deformation   existing   in   most  remote   fiber  to 

Xc' 

ultimate  or  crushing  deformation. 

k  =  ratio  of  distance  between  compression  face  and  neutral  axis  to 
distance  d. 

z  =  distance   from   compression   face   to   center   of  gravity   of  com- 
pressive stresses. 
d'  =  distance   from   the   center   of    the     reinforcement   to    center   of 
gravity  of  compressive  stresses. 
2X  =  summation  of  horizontal  compressive  stresses. 
M  =  resisting  moment  at  the  given  section. 

s  =  horizontal  tensile  stress  per  unit  of  area  in  the  concrete. 

t  =  diagonal  tensile  stress  per  unit  of  area  in  the  concrete. 

u  =  bond  stress  per  unit  of  area  on  the  surface  of  the  reinforcing 
bars. 

V  =  vertical  shearing  stress  and  horizontal  shearing  stress  per  unit 
of  area  in  the  concrete. 

Relation  between  Stress  and  Deformation  for  Concrete  in  Com- 
pression.— Concrete  does  not  possess  the  property  of  proportion- 
ality of  stress  and  deformation  for  wide  ranges  of  stress  as  does 
steel ;  in  other  words,  the  deformation  produced  by  a  load  is  not 
proportional  to  the  compressive  stress.  The  relation  between 
stress  and  deformation  is  not  entirely  uniform ;  there  are  even 
considerable  differences  in  deformation  for  the  same  mixtures. 


330 


CONCRETE    AND    REINFORCED    CONCRETE, 


Various  curves  have  been  proposed  to  represent  the  stress- 
deformation  relation,  but  the  parabola  is  the  most  satisfactory 
general  representation.  Frequently  the  parabola  expresses  the 
relation  almost  exactly,  and  in  nearly  every  case  the  parabolic 
relation  will  fit  the  stress-deformation  diagram  very  closely 
throughout  the  part  which  is  ordinarily  developed  in  beams,  the 
lack  of  agreement  near  the  crushing  point  not  being  of  import- 
ance. The  analytical  work  with  the  parabola  is  not  complicated, 
and  this  curve  offers  easy  comparison  with  the  straight-line  rela- 
tion and  easy  translation  to  this  relation.  Even  if  the  straight- 
line  relation  be  accepted  as  sufficient  for  use  with  ordinary  work- 
ing stresses,  the  parabolic  or  other  variable  relation  must  be 
used  in  discussing  experimental  data  when  any  considerable 
deformation  is  developed  in  the  concrete.  The  parabola  will  be 
adopted  as  the  basis  of  the  analytical  work  used  in  this  discus- 
sion. 

Figure  i86  shows  such  a  stress-deformation  curve.  For  pur- 
poses of  illustration,  the  crushing  strength  of  the  concrete  is 
represented  as  2.000  lbs.  per  sq.  in.,  and  the  ultimate  unit 
deformations  as  .002.  The  relation  between  proportionate 
stress  or   ratio  of    stress    developed    to    ultimate    compressive 

c 
strength  of  the  concrete    and   proportionate   deformation 

c' 
or  ratio  of  deformation  developed  at  the  given  stress  to  ultimate 

or  crushing  deformation  (    =  q  )  which  forms  the  basis  of 

this  analysis,  is  also  shown  by  the  figure. 

Modulus  of  elasticity  is  a  term  which  has  been  used  very 
loosely  in  connection  with  reinforced  concrete.  In  the  general 
theory  of  flexure  it  is  defined  to  be  the  ratio  of  the  unit  stress 
to  the  unit  deformation  within  the  elastic  limit  of  the  material. 

As  applied  in  this  way  to  materials  having  the  property  of 
proportionality  of  stress  and  deformation,  the  modulus  of  elas- 
ticity is  a  constant.  For  materials  with  a  variable  stress-deforma- 
tion relation  like  concrete  it  may  not  be  considered  prop)er  to 
call  the  variable  ratio*  the  modulus  of  elasticitv,  and  such  a  use 
in  connection  with  formulas  for  flexure  of  concrete  may  lead 
to  misunderstandings.     However,  it  is  important  that  a  definite 
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expression  for  this  ratio  be  found.  The  writer  obtains  this 
relation  from  the  initial  modulus  of  elasticity,  and  uses  the  term 
"initial  modulus  of  elasticity"  to  express  the  relation  which  would 
exist  between  stress  and  deformation  if  the  concrete  compressed 
uniformly  at  the  rate  it  compresses  for  the  lower  stresses.  The 
tangent  of  the  angle  which  the  line  -A.  C  in  Fig.  186  makes  with 
the  vertical  gives  this  initial  modulus  of  Elasticity  Ec.  The  line 
is  tangent  to  the  parabola  at  A,  and  its  equation  is  x  =  Ec  y. 
By  means   of  this   initial  modulus  of    elasticity  the    parabolic 
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Str«oo  in    POuniMB    par   Squar«  Inch-C. 
Fig.  IffHi. — Stress  DeCormatloo  Curves  (or  Concrete  In  Compresglon, 
stress-defomiatiun  relation  may,  from  the  properties  of  the  para- 
bola, be   e.\pressed  as 


-Vi- 


.  .=  {I  —  H  q)  E.X. 


..(I), 


in  which  q  is  the  ratio  of  the  deformation  developed  to  the 
idtimate  or  crushing  deformation  of  the  concrete.  From  this 
the  following  equation  is  also  true: 

—   --    (I    —   -4    q)    .i   q    (2). 

These  relations  are  fundamental.    The  values  of  Ej,  c,  and  ^ 
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must  be  obtained  experimentally.  The  line  for  Ec  should  be 
taken  as  the  line  which  will  give  a  relation  which  will  best  fit 
throughout  the  range  used  in  the  test  of  beams,  and  X'.  should  be 
taken  as  the  abscissa  of  the  vertex  of  the  parabola  which  fits 
best,  and  not  necessarily  as  the  actual  crushing  deformation  of 
the  concrete.  It  is  the  general  relation  which  is  important  and 
not  the  values  at  the  point  of  failure.  Many  stress-deforma- 
tion diagrams  have  been  gone  over  in  this  way,  and  this  repre- 
sentation has  been  found  quite  satisfactory.  It  may  be  noted 
from  Fig.  i86  that  while  2,000  lbs.  per  sq.  in.  will  give  a  deforma- 
tion of  .002,  it  will  take  1,500  lbs.  per  sq.  in.  to  produce  one- 
half  of  that  deformation.  For  small  stresses  the  stress-deforma- 
tion curve  does  not  differ  much  from  the  line  of  initial  modulus 
of  elasticitv. 
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Fig.  187. 

Distribution  of  Stresses  in  Beams. — Let  ¥\g.  187  show  the 
section  of  the  beam,  kd  is  the  distance  of  the  neutral  axis  below 
the  top  of  the  beam,  k  being  a  ratio.  In  Fig.  188,  the  left 
diagram  represents  the  deformation  above  and  below  the  neutral 
axis.  Consider  that  the  upper  fiber  is  stressed  to  the  point  of 
failure ;  the  upper  deformation  will  then  be  the  ultimate  or 
crushing  deformation.  Since  the  deformations  are  proportional 
to  the  distances  from  the  neutral  axis,  the  curve  of  compressive 
stresses  shown  on  the  right  will  be  a  parabola  with  its  vertex 
at  C).  The  horizontal  distances  to  the  **line  for  initial .  modulus 
of  elasticity"  represent  the  stresses  which  would  exist  for  the 
same  deformation  with  a  constant  modulus  of  elasticity  equal 
to  Ec.    The  stress  in  the  steel  is  represented  by  a  length  proper- 
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tional  to  the  ratio  of  the  modulus  of  elasticity  of  the  steel  to  the 


initial  modulus  of  elasticity  of  the  concrete 


I.-X.  -J         I 


PIk.   188.— atreM  and  Deformation  DlitributlOD  at  Ultimate  DotormatloiL 

Deformcf.on  t. 


|.-x....| 


t  Three-Paurths  Ultimate 


manner  Fig.  189  gives  the  stress  and  deformation  distribution 
for  a  deformation  of  the  upper  fiber  equal  to  three-fourths  of 
the  ultimate  deformation  of  the  concrete  and  a  stress  of  fifteen- 
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iXteenths  of  the   crushing  stress.     Fig.    190   shows  a  similar 

iistribution  for  one-half  ultimate  deformation  and  three-fourths 

crushing  stress.    It  will  be  noted  that  the  parabolic  arc  appears 

somewhat  different  from  that  in  Fig.   188,  and  that  it  differs 

much  less  from  the  line  for  initial  modulus  of  elasticity. 

Belations  in  the  Stress  Diagram. — In  deriving  formulas  for 
resisting  moment,  position  of  neutral  axis,  and  compressive  stress 
at  upper  fiber,  three  relations  in  the  stress  diagram  are  needed: 
(i)  the  relation  of  the  stress  c  and  the  deformation  X*  at  the 
upper  fiber;  (2)  the  total  compressive  stress,  here  called  2  X; 
and  (3)  the  position  of  the  center  of  gravity  of  the  compressive 
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Pig.    100.— Stress    and    Deformation    Distribution    at    One-Half    Ultimate 

Deformation. 

stresses  given  by  the  distance  z.  These  relations  vary  for  dif- 
ferent values  of  the  deformation  in  upper  fiber.  Basing  the 
variation  on  the   parabolic    stress    deformation    law    previously 

Ac 

stated,  and  using    q  = as  the  ratio  of  the  deformation  de- 

A'c 

veloped  in  the  upper  fiber  to  the  uUimate  deformation  of  the 
concrete,  the  following  relations  ^ire  readily  deduced,  though 
their  derivation  will  not  be  given  here. 


c  I 

—  "I q 

EcXc  2 


2X 


Parabolic  area 
Triangular  area 


I  -  %  q 


(3). 


(4). 


r  A  RIO  us  BEAM   THEORIES,  335 


z  4  —  q  /  q     X 

kd        12  — 4  q  \  3  —  q/ 


(5): 


Equation  (3)  gives  the  ratio  of  the  compressive  stress  in  the 
upper  fiber  to  the  stress  which  would  exist  for  the  same  upper 
fiber  deformation  with  a  straight-line  stress-deformation  relation. 
Equation  (4)  gives  the  ratio  of  the  summation  of  compressive 
stresses  to  the  stress  which  would  exist  for  the  same  upper 
deformation  fiber  with  a  straight-line  stress-deformation  relation. 
Equation  (5)  gives  the  ratio  of  the  distance  between  the  com- 
pression surface  and  the  center  of  gravity  of  compressive  stresses 
to  the  distance  between  that  surface  and  the  neutral  axis. 

Values  for  several  ratios  of  the  deformation  developed  in  the 
upper  fiber  to  the  ultimate  or  crushing  deformation  of  the  con- 
crete are  given  in  the  following  table: 

TABLE  LXVII. 
PROPERTIES  OF  THE  STRESS  DIAGRAM. 

-.  At  At    \  At   ^  At   ^  -D^  atrftlffht 

Property        tatimate  ultimata  nJtimata  ultimate  line  ralatiuu 

deformation         deformation         deformation         deformation         " 

q=i  q  =  %  q  =  H  q  =  %  q  =  0 

C  %  EcXc  %  EcXc  %  EcXe  %  EcXe  EcXe 

2X      %EcXckbd     %EcXckbd     V«  EcXckbd      "A  EcXckbd      %EcXckbd 
z  %kd  "/-kd  V»kd  V«kd  %kd 

c 

k 

Figure  191  shows  graphically  the  relations  given  by  equations 

C  ^),  (4)  and  (5).     It  will  be  seen  that  the  center  of  gravity  of 

"^Ine   compressive   stresses    ranges    from    ^     distance   down   to 

^>eutral  axis  (the  value  for  a  deformation  equal  to  the  ultimate 

Reformation)  to  Va  distance  down  to  neutral  axis  at  the  lower 

limit,   1^ ratio,  —  \     The  position  for  q  =  J4  is  ^^',0,  equal  to 

•  ^6.    This  is  not  far  from  the  value  Vn  which  has  been  used  in 

W\t  discussion  of  the  experimental  work,  and  which  was  obtained 

by  another  method  of  analysis.    The  position  for  q  =  }4  is  .341, 

and  for  q  ^  o  it  becomes  Va  as  in  the  straight-line  relation.    The 

other  ratios  are  less  nearly  constant.     The  ratio  for  compressive 

stress  at  most  remote  fiber  to  that  for  direct  proportionality  with 

same   deformation  |  |  ranges     from    J/^    when    ultimate 

V     EeXc     / 
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deformation  of  concrete  is  developed  to  i  for  no  deformation. 
The  range  for  summation  of  compressive  stress  is  from  '/>  W 
I.  It  should  be  remembered  that  tiiese  formulas  are  not  applic- 
able when  tensile  stresses  of  concrete  need  consideration. 

Neutral  Axis. — The  foregoing  relations  and  the  analytical 
condition  that  the  total  horizontal  compressive  stresses  and  the 
total  horizontal  tensile  stress  are  equal  will,  if  tensile  stresses  in 
the  concrete  be  neglected,  readily  enable    the    position  of    the 
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Pig.  101.— Diagram  Showing  Variation  of  FuactloDS  with  q. 
neutral  axis  to  be  determined  for  rectangular  beams.     From  the 
proportionality  of  deformation  (l-'igs.  i88,  189  and   190^. 


Xc 


Equating  horizonial  s 

Af  -  14   (I  —  ^  q)  EcXtkbd   

Dividing  {.y)  liy   (6)  and  sub«iluling  f  ^   I£.  X., 

AE.  (T  -  k)  =  Mi  (I  —  ill  q)  EcklMi 


--(6), 
-■(7). 
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This  gives  the  position  of  the  neutral  axis  after  tensile  stresses 
in  the  concrete  have  become  negligible  and  before  the  concrete 
reaches  its  ultimate  strength.  The  value  of  k  will  vary  slightly 
for  the  range  of  q  usually  considered,  probably  not  more  than  .02. 

For  q  =  I  equation  (8)  becomes: 


=v 


3  p  e  +  V.  p=e'  —  '/,  pe 


(9). 


Propor+iona^  Stress  =  ^tond  Pnopor+iona^  Deibrmation  « «^  sq 
Fig.  192.— Variation  in  Position  of  Neutral  Axis  for  Different  Values  of  q 

which  is  the  expression  when  the  concrete  is  at  the  limit  of  its 
compressive  strength. 

For  q  =  o,  equation  (8)  becomes: 


->/ 


2  pe  +  p"e'  —  pe 


(10), 


which  is  the  same  as  the  value  of  k  derived  from  a  straight-line 
stress-deformation  relation. 

Fig.  192  shows  the  variation  in  k  for  e  =  15  and  a  1%  rein- 
forcement (p  ^  .01),  given  both  in  terms  of  q  and  in  terms  of 
c 


In  this  diagram  the  position  of  the  neutral  axis  changes  from 
^18  when  q  =  o  to  .484  when  the  full  or  crushing  deformation 
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IS  developed.  It  shows  a  slow  change  for  increasing  values  of 
the  compressive  stress  until  two-thirds  of  the  full  compressive 
strength  of  the  concrete  is  developed.  Beyond  this  the  neutral 
axis  lowers  rapidly.  Ordinarily  a  i  per  cent,  reinforcement  will 
not  develop  the  full  compressive  strength  of  concrete,  but  the 
diagram  serves  to  illustrate  the  change  in  the  position  of  the 
neutral  axis  both  in  this  and  with  other  amounts  of  reinforce- 
ment. It  is  seen  that  the  position  remains  nearly  constant  during 
what  will  be  termed  the  third  stage  of  beam  action.  Of  course 
for  low  values  of  q,  the  tensile  strength  of  the  concrete  would 
modify  the  position  somewhat. 

For  the  calculations  in  this  paper  and  for  the  reinforcements 
used,  k  for  q  =  ^  gives  results  which  are  representative  for 
the  range  considered,  and  will  be  used  in  the  discussion.  For 
q  =  ^,  equation   (8)  becomes 


=v 


24  144  12 

—  pe  + p'e* pe   (11). 

II  121  II 


This  equation  gives  the  position  of  the  neutral  axis  for 
deformations  which  correspond  closely  with  those  developed 
under  working  stresses. 

Figure  193  gives  the  position  of  the  neutral  axis  based  up<  n 
equation  (11),  (q  =  14)  for  e  =  10,  12,  15  and  20.  Calling  the 
modulus  of  elasticity  of  steel,  30,000.000  lbs.  per  sq.  in.,  these 
ratios  correspond  to  initial  moduli  of  elasticity  of  concrete  of 
3,000,000,  2,500,000.  2,000,000  and  1,500,000  lbs.  per  sq.  in., 
resp>ectively. 

Resisting  Moment. — When  the  tensile  stresses  in  the  concrete 
are  neglected  and  the  center  of  gravity  of  the  compressive 
stresses  is  known,  the  value  of  the  resisting  moment  of  the  beam 
(which  it  is  readily  seen  is  the  moment  of  the  couple  formed  by 
the  tensile  stress  in  the  steel  and  the  resultant  of  the  compressive 
stresses  in  the  concrete)  is  easily  expressed  as  the  product  of 
the  tensile  stress  in  the  steel  and  the  distance  from  the  center  of 
the  steel  to  the  center  of  gravity  of  the  compressive  stresses. 
Hence  the  formula  for  the  resisting  moment  for  a  rectangular 
beam  is 

M  =  Af  (d  —  z) (12). 

It  was  shown  that  z  varies  slightly  for  different  compressive 
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Stresses.  The  value  of  z  when  the  concrete  at  the  remote  fiber 
is  stressed  three-fourths  of  its  ultimate  deformation  (q  =  J^)  is 
approximately  .36  kd ;  for  q  =  J4,  -35  kd,  and  for  q  ^  J4>  -34  kd. 
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FIk.  183.— DiaKTBDl  Showing  Position  of  Neutral  Axis. 

For  q  ^=  o,  z  ^  Vs  l^d.  This  is  the  position  when  the  straight- 
line  stress-deformation  is  used ;  i.  e.,  when  the  modulus  of  elas- 
ticity is  constant  and  equal  to  the  initial  modulus  of  elasticity. 
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When  the  Ec  of  the  concrete  is  known  and  the  amount  of 
reinforcement  is  fixed,  equation  (12)  will  take  the  form 

M  =  A  f  d'  (13), 

where  d'  is  the  moment  arm  of  the  couple  and  may  be  expressed 
as  a  proportionate  part  of  d.  Thus  for  q  =  34*  with  Ec  = 
2,000,000  lbs.  per  sq.  in.  (n  =  15)  and  1%  reinforcement  (p  = 
.01),  d'  =-■  .853  d.  For  1.5%  reinforcement  (p  =  .015),  d'  = 
.831  d.  The  values  of  the  resisting  moment  for  these  reinforce- 
ments become   .853  Afd  and   .831  A  fd,   respectively. 

This  method  offers  the  most  convenient  way  of  calculating 
the  resisting  moment  so  far  as  it  is  controlled  by  the  tension 
of  the  steel  within  its  elastic  limit.  The  position  of  the  neutral 
axis  may  well  be  taken  from  a  diagram  like  Fig.  193,  and  the 
value  of  d'  is  then  easily  obtained. 

Generally  it  will  be  best  to  use  the  resisting  moment  in  terms 
of  the  tension  in  the  steel,  but  if  it  is  desired  to  express  it  in  terms 
of  the  compression  in  the  concrete  the  following  equation  may 
be  used. 

/I  -  Vaq\ 
M  =    (  )   %  c  k  b  d  (d  —  z)    (14). 

At  least  an  approximate  value  of  q  will  be  known  which  may 

be  used  in  equation  (14).    The  fractional  coefficient  is  the  recip- 

c 
rocal  of  the  function    2pf  given  in  Fig.  191. 

Compressive  Stress  at  Upper  Fiber. — The  formulas  for  the 
position  of  the  neutral  axis  and  moment  of  resistance  are  based 
upon  the  assumption  that  the  compressive  stress  in  the  upf)er 
fiber  is  within  the  crushing  strength.  To  determine  the  value  of 
the  upper  compressive  stress  substitute  equation  (3)  in  equation 
(7).     This  reduces  to 

2  Af        I  —  %  q  2  pf  I  —  M»q 

c  = . .  (is). 

kbd        I  —  %q  k  i  —  ^/^q 

For  a   deformation  of  upper  fiber  equal   to  three-fourths  of 

the    deformation    at   crushing    (  or  c  -  —  c'    ) ,     this    becomes 

\  16       / 

5  2pf 

c  = .         For  an  upper  deformation  equal  to  one-half  of 

6  k 
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9     2pf 

ultimate    deformation    this    becomes      c  = .         For    the 

10     k 

crushing  point  of  the  concrete  it  becomes    c  = .       As  the 

4      k 

2pf 

upper  deformation  decreases,  the  value  of    c    approaches   

k 

which  is  the  amount  of  the  stress  for  a  constant  modulus  of  elas- 
ticity equal  to  the  initial  modulus  of  elasticity.     By  multiplying 

2pf 

—  ,    the  stress  found  on  the  basis  of    a  constant    modulus  of 

k 
elasticity  and  a  known  position  of  the  neutral  axis,  by  this  ratio 

I  —  %q 
,    the  value  of  the  compressive  stress   is  found.     The 

I  -  %  q 

variation  in  this  ratio  may  be  seen  in  the  upper  line  in  Fig.  191 
and  also  in  the  last  line  of  Table  LXVII.  It  will  be  seen  that  for 
high  compressive  stresses  the  stress  developed  is  much  less  than 
that  given  by  the  straight-line  relation  using  the  value  of  the 
initial  modulus  of  elasticity,  being  only  three-fourths  as  much  if 
the  full  compressive  stress  is  developed.  For  low  compressive 
stresses  the  discrepancy  is  much  less. 

It  should  be  noted  that  when  the  compressive  deformation 
developed  is  well  up  to  the  ultimate,  the  compressive  stress  calcu- 
lated from  equation  (15)  is  much  less  than  that  found  by  using 

2\.i 
the  formula  ,  (or  any  formula  based  on  a  straight-line  stress- 

k 

deformation  relation),  but  when  the  load  develops  a  deforma- 
tion which  is  a  small  proportion  of  the  ultimate,  as  may  be  the 
case  for  working  loads,  the  coefficient  found  in  equation  (15) 
will  not  differ  much  from  unity,  and  the  straight-line  formula  will 
be  but  little  in  error. 

When  it  is  desired  to  check  or  design  a  beam,  using  the  above 
theory,  the  following  relations  should  be  kept  in  mind.  As  ex- 
plained above,  in  connection  with  equation  (13),  q  may  be  taken 
equal  to  %  the  ultimate  deformation,  which  condition  will  exist 
within  the  limit  of  the  usual  working  stresses  in  the  concrete. 
Then  from  Table  LXVII.,  z  will  equal  "/44kd  =  .34  kd,  the 
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value  of  k  beipg  taken  from  Fig.  193  for  the  desired  ratio  of 
reinforcement  p  and  ratio  between  moduli  of  elasticity  of  the  steel 

and  concrete =  e. 

Ee 

Then  d,  the  effective  depth  of  the  beam,  being  assumed,  the 
value  of  z  =  .34  kd  becomes  known,  and  d  —  z  =  d',  which  is 
the  lever  arm  between  the  centers  of  gravity  of  the  compression 
and  tension  forces.    Equation  (13)  may  then  be  solved. 

Example. — Design  a  beam  of  sufficient  section  to  develop  a 
resisting  moment  of  234,375  in.  lbs.,  using  i  per  cent,  of  rein- 
forcement and  a  unit  stress  of  16,000  lbs.  per  sq.  in.  on  the  metal. 

Our  equation  (13)  is 


M  = 

A  f  d'; 

then 

A  = 

M 
fd' 

234,375 

• 

16,000  d' 

d' 

-d 

z.    A< 

isiime  d'  — 

12 

ins. 

• 

Now  z 

-  .34 

kd. 

From  Fig. 

192, 

assuming  c 

--  10, 

k  - 

'Z7^ 

Then 


But 


and 


Then 


Then 


hut 


z  —  .34  X  .37  d  —  .126  d. 
d'  =^  d   —   .126  d   —   .874  d. 

d'  =  12  ins., 
d  =  14.2  ins.  =  effective  depth  of  beam. 


234,375 
A  — =  1.22  sq.  in. 

16,000  X  12 
p  =  .01  =  1.22  sq.  in. 


Ac  --  area  of  concrete  =  122  sq.  ins.; 


d  =  14.2. 


122 

Then  b,  the  width  of  the  beam,  = =  8.6  ins. 

14.2 
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We  will  therefore  hive  a  beam  8.6  ins.  wide,  14.2  ins^  +  1.8  = 
16  ins.  deep,  assuming  that  the  bars  have  1.8  inches  of  concrete 
below  their  centers;  two  %-in.  diam.  bars  =  1.20  sq.  ins.,  which 
will  be  used  for  the  reinforcement. 

Wason's  Formula. — Mr.  Leonard  C.  Wason,  Assoc.  M.  Am. 
Soc.  C.  E.,  presented  an  extremely  simple  formula  for  the  solu- 
tion of  reinforced  concrete  beams,  in  the  Transactions  of  the 
American  Society  of  Civil  Engineers,  Vol.  46,  page  102.  This 
formula  is  among  the  earliest  used  in  this  country  and  has  the 
merit  of  having  been  long  and  extensively  used.  It  is  stated 
that  beams  designed  by  it  when  tested  had  a  factor  of  safety 
varying  from  3  to  5. 

The  formula  is  based  on  the  following  assumption:  That 
there  is  a  perfect  bond  between  the  steel  and  the  concrete  within 
the  limits  of  the  working  stresses  of  the  combination.    That  the 


h 

•  -t 


Cenfer  of  Pressure 


Hevhal 


Pig.  194.— Diagram  Illustrating  Beam  Formula  of  Mr.  L.  C.  Wason. 

teel  takes  the  entire  tensile  stress  and  the  concrete  the  entire 
ompressive  stress.  That  the  neutral  axis  is  assumed  to  be  half 
X;vay  between  the  center  of  the  reinforcing  bars  and  the  top  of 
tLhe  beam.  That  the  center  of  pressure  of  the  concrete  under 
^compression  is  considered  as  being  two-thirds  of  the  height  from 
tLhe  neutral  axis  to  the  top  of  the  beam.  The  distance  from  the 
^renter  of  pressure  of  the  concrete  in  compression  to  the  center 
of  the  reinforcement  equals  "/q  d.    In  Fig.  194  let 

d  =  effective  depth  of  beam. 
1    =  span   in  inches. 

F«  =  total  stress  in  steel. 

W  =  total  uniform  load  in  pounds. 
Then,  taking  the  center  of  pressure  as  the  center  of  moments, 
the  resisting  moment 

M  =  }  d  F.. 
The  bending  moment  of  a  beam  for  a  uniformly  distributed  load 
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M  =  ^  W  1.     Equating  these  two  moments  and  solving  for  f, 
we  obtain 

Wl 
F.  = . 


6%d 

Mr.  Wason  states  that  the  above  assumption  for  the  position 
of  the  neutral  axis  is  somewhat  higher  than  its  position  accord- 
ing to  theoretical  assumption,  but  that  it  approximates  closely 
the  position  as  found  by  actual  determination?  during  the  test  of 
beams. 

Example. — Determine  amount  of  steel  required  for  a  beam  of 
12.5  ft.  span  to  carry  a  total  uniform  load  of  12,500  lbs.,  assum- 
ing effective  depth  determined  in  example  on  page  308,  of  14.4 
ins.,  and  using  a  unit  stress  for  the  steel  of  16,000  lbs.  per  sq.  in. : 

12.5  ft.  =  150  inches. 

12,500  X  150 

Fs  = =  19,500  lbs. 

6%  X   144 

19,500 

=  1.22  sq.  ins. 


16,000 
2  bars    "/i«  X  'V,e-in.   give  an  area  of  1.32  sq.  ins. 

After  determining  the  total  stress  in  the  metal,  the  area  of  the 
reinforcement  is  determined  by  dividing  the  total  stress  by  a 
safe  working  stress  to  determine  the  area  of  metal.  Bars  of 
proper  size  are  selected  to  make  up  this  area,  a  convenient  spac- 
ing selected,  and  the  area  of  the  concrete  adjusted  to  resist  the 
compression.  Mr.  Wason  uses  16,000  lbs.  per  sq.  in.  tension  on 
the  steel,  and  for  a  1 13  :6  concrete  an  average  of  500  lbs.  per  sq. 
in.  in  compression  on  the  concrete,  and  requires  32  sq.  in.  of 
concrete  in  the  upper  third  of  the  beam  for  each  square  inch  of 
steel.  This  averages  very  nearly  i  per  cent,  of  reinforcement. 
The  above  ratios  are  applied  to  the  use  of  Ransome  twisted  bars, 
which  have,  as  explained  on  page  227,  a  high  elastic  limit  and 
give  a  factor  of  safety  of  about  4.  In  the  above  problem  the 
total  compression  is  19,500  lbs. ;  this,  divided  by  500  lbs.,  gives  a 
required  area  in  the  upper  third  of  the  beam  of  39.00  sq.  ins., 
39.0  X  3  =  1 17  vsq.  ins.,  total  area  of  beam,  1 17  sq.  ins.  —-  144  ins. 
depth  assumed  gives  8.13  ins.  width  of  beam;  a  width  of  8^4  ins. 
mav  be  used. 
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Bansome's  Formula. — Ransome's  formula  for  a  simple  beam 
uniformly  loaded  is 

Wl 

S  = 

7d 

in  which 

W  =  total  dead  and  live  loads  in  tons. 
1   =  span  in  inches. 

d  =  depth  of  steel  below  top  of  beam  =  effective  depth. 
S  =  maximum  stress  in  beam,   either  tension  or  compression. 

When  the  beam  is  not  uniformly  loaded  the  formula  becomes 

B  M  x8 

S  = 

;  7  d 

in  which  B  M  equal  the  maximum  bending  moment  in  inch  tons. 
In  order  that  the  compressive  stress  per  lineal  foot  resulting 
from  a  chosen  value  for  d  shall  not  exceed  the  safe  compressive 
strength  of  the  concrete  there  must  be  16  sq.  ins.  of  concrete 
above  the  bars  for  each  ton  of  stress. 

16  S  =  12  d, 
from  which 

S  =  %  d. 

Substituting  this  value  of  S  in  the  above  formula  we  have 

Wl 
%  d  = 


7d 


1    21 


Wl. 
21 

Having  obtained  d,  the  total  stress  in  tons  S  =  )4  d. 

Example. — Assume  a  flat  floor  slab,  having  a  span  of  12  ft. 
carrying  a  live  load  of  150  lbs.  per  sq.  ft. 

It  is  necessary  to  assume  the  dead  weight  of  the  floor.  Let  this 
be  taken  at  75  lbs.  per  sq.  ft.,  making  a  total  load  of  225  lbs.  per 
sq.  ft.  The  total  load  W  in  tons  on  a  strip  of  floor  i  ft.  wicje 
would  be 

12  X  225 

.=   1-35  tons, 

2,000 

and  we  have  for  d. 


=v  — 


35  X  12  X  12 

^-  6.08  inches. 


21 

The  total  stress  in  the  bars  would  equal  .)4  x  6.08  =  4.56  tons. 
Assuming  an  allowable  working  stress  on  the  metal  of  8  tons 


346  CONCRETE  AND  REINFORCED  CONCRETE, 

per  sq.  in.,  there  will  be  .57  sq.  ins.  of  metal  required,  or  4  rods 
^  in.  square  in  each  foot  width  of  slab.  When  J^-in.  rods  are 
used  the  distance  from  center  of  rod  to  bottom  should  be  at  least 
1/2  in.,  and  ^  in.  for  3^  in.  square  rods.  For  ^-in.  rod  reinforce- 
ments we  will  have  a  total  thickness  of  6j4  ins. 

Ribbed*    Floors. — In    calculating    the    beam    dimension    and 
amount  of  reinforcement  for  ribbed  slabs,  the  formula 

Wl 
S  = 


7d 

is  used.  This  condition,  however,  is  imposed,  that  the  upper 
third  of  the  beam,  including  the  flat  slab  connecting  the  ribs, 
shall  contain  at  least  5  sq.  ins.  of  concrete  for  each  ton  of  stress 
given  by  the  formula.  This  condition  prevents  the  concrete  in 
tKe  top  of  the  slab  from  being  strained  beyond  its  safe  compres- 
sive strength. 

Example. — Assume  a  ribbed  floor  of  20  ft.  span,  loaded  with 
200  lbs.  per  sq.  ft.,  to  find  dimensions  of  floor  and  size  of  rein- 
forcing bar.  We  will  assume  the  weight  of  the  floor  to  be  60  lbs. 
per  sq.  ft.,  making  the  total  load  260  lbs.  per  sq.  ft.  It  is  neces- 
sary to  fix  on  some  spacing  of  the  beams;  this  is  usually  taken 
from  3  to  4  ft.  centers. 

We  will  take  4  ft.  between  centers  for  our  beam  spacing,  and 
the  total  load  on  each  beam  will  be 

20  X  4  X  260 

L  = -=  10.4  tons. 

2,000 

and  the  total  stress  is 

10.4  X  20  X  12  356.2 

S  =  -  . 

7  X  d  d 

If  we  use  a  ij4  iri-  x  i/4  ^n.  bar  having  an  area  of  1.5625  sq. 

ins.,   and   a   safe   tensile   strength   of    10   tons   per   sq.    in.,   the 

depth  d  will  be 

356.2 

d  =  =  22.7  ins. 

1.5625  X  10 

The  minimum  thickness  of  slab  to  give  the  required  compres- 
sive strength  will  be 

5  X  1.5625  X  10 
=  1.63  ins. 

48 
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This  will  be  less  than  it  will  be  advisable  to  use,  as  from  a  prac- 
tical standpoint  a  thickness  of  from  2  to  3  ins.,  at  the  least,  should 
be  used.  The  slab  should  be  figured  as  a  flat  floor  spanning  from 
beam  to  beam.  Thus,  if  the  slab  be  unreinforced,  and  we  assume 
a  unit  tensile  working  strength  of  50  lbs.  per  sq.  in.  in  the  con- 
crete, and  if  the  rib  be  assumed  at  4  ins.  thick,  we  have  a  clear 
span  of  44  ins.    The  external  moment  in  in.-lbs.  will  then  be 

260  X  44  X  44 

M  = =  5,244  in.  lbs. 

12  X  8 

For  a  rectangular  beam  the  resisting  moment 

I 
M  =  S  — 
c 

S  =  50 

I  I2Xd* 

—  =  %  bd'  = =  2  d" 

c  6 

and 

M  =  100  d*  =  5,244  in.  lbs., 

and 

d  =  7.25  ins., 

which  will  be  the  proper  thickness  of  an  unreinforced  slab  be- 
tween beams  spaced  4  ft.  center  for  the  live  loading  of  200  lbs. 
per  sq.  ft.  The  assumed  dead  load  was,  therefore,  too  low.  For 
such  a  heavy  live  load  a  reinforced  slab  should  be  used. 

The  width  of  beam  b  and  total  height  h  depend  upon  the  size 
of  the  bar  used  and  are  given  in  the  following  table  as  used  by 
Ransome.    Dimensions  are  given  in  inches. 

ff 

Shdofbar   ^in.  *4  in.  1  in.  m  in.  Ihiin.  1»4  in.  2  in 

h         d  +  %      d  +  i%      d  +  i%      d+i%      d  +  2^      d  +  2%      d  +  3 
b  1%  2%  3  3%  4%  5%  6 

Where  ribbed  floors  of  long  spans  are  used  it  is  often  advis- 
able to  run  one  or  more  stiffening  ribs  at  right  angles  to  the 
main  beams.  These  will  stiffen  the  longitudinal  beams  laterally 
and  assist  in  the  distribution  of  stresses  in  case  any  heavy  con- 
centrations are  brought  upon  the  floor  system.  These  stiffening 
beams  should  be  reinforced  at  the  bottom,  and  it  is  customary  to 
rest  the  bar  directly  upon  the  main  bar  where  they  cross. 

Cantilever  Beams. — If  a  beam  is  supported  at  one  end  only,  the 
stress  in  the  beam  is  four  times  that  in  a  beam  of  equal  span 
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supported  at  both  ends.    Hence,  the  formula  for  cantilever  beams 
uniformly  loaded  is 

4  rw 


Stress  = 


7d 


when  1'  =  the  length  or  projection  of  the  beam. 

In  this  case  the  tension  bar  is  placed  in  the  top  of  the  beam 
and  the  portion  below  the  bar  must  contain  at  least  i6  sq.  ins.  of 
concrete  for  each  ton  of  stress.  • 

Wall  and  Pier  Footings. — The  general  form  and  arrangement 
of  the  Ransome  wall  and  column  footing  is  shown  in  Figs.  195 
and  196.     In  all  cases  the  width  of  wall  T  and  load  per  lineal 


■Tf" 


T^~ ~— . 

Tnfiafed  Steal  Tbnaion  Rods . 


Fig.   195.— Typical  Wall  Footing  by  Mr.  E.  L.  Ransome. 

foot  W  and  the  width  of  footing  T'  will  be  given.  The  total 
stress  in  the  tension  bars  or  the  .total  compression  in  the  concrete 

per  lineal  foot  is 

2  W  1' 

S  =  

7  <1 

in  which  W  equals  the  total  load  in  tons,  1'  equals  the  projection 
in  inches,  and  d  equals  the  distance  in  inches  from  the  top  of  the 
footing  to  the  center  of  the  bars.  There  are  two  unknown  quan- 
tities, stress  S  and  d.  It  is  therefore  necessary  to  impose  another 
condition,  and  it  is  that  when  the  safe  compressive  strength  of 
the  concrete  equals  35  tons  per  sq.  ft.  there  shall  be  16  sq.  ins. 
of  concrete  in  the  area  above  the  bars  for  each  ton  of  stress,  or 
16  X  S  =12  d,  from  which  S  =  ^  d.  This  condition  is  necessary 
in  order  that  the  concrete  shall  not  be  strained  bevond  its  safe 
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compressive  strength,  and  should  be  modified  to.  suit  the  strength 
when  the  latter  does  not  conform  to  the  value  of  35  tons.  Sub- 
stituting this  value  of  S  in  the  above  formula  and  reducing,  we 
have 


l~~'B  W  1' 


Having  obtained  d  from  this  formula,  the  total  stress  S  in  the 
bars  in  tons  =  ^  d.  The  bars  should  be  arranged  as  shown  in 
Fig.  195.    The  sizes  of  the  bars  should  be  so  taken  that  the  bars 


i>j<^-fi;.«MKmm.ii 

\ 

^r- 

... 

-f 

\ 

/     1 

}■ 

k 

^-' 

.__, 

K 

Pig.  1tH!.~Tfplcal  Column  Footlog  Xtj  Hr.  E.  L,  RaDBome. 
will  not  be  spaced  more  than  12  ins.  apart.     The  total  height  h 
of  the  footing  should  be  at  least  3  ins.  greater  than  the  depth  d. 
Example:  Let  T  =  2  ft.  W  =  30  tons,  and  the  safe  bearing;  power  of 
soil  equal  2.^  tons.    Then  T' ..  ■ 


/  8X30X 


=  5  ft.  =  60  ii 
=  26.2  ins.  —  2614  ins.,  approximately; 

and  stress  S  =  K  x  26.2  =  19.65  tons,  requiring  %-inch  square  bars, 
3  /h  ins.  centers,  assuming  a  working  stress  of  10  tons,  per  sq.  inch 
for  the  steel.     Then  the  length  will  be 

r 

T' =  91^  fi. 
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PormnliC  for  Pier  Footings. — As  in  the  case  of  wall  footings 
we  have  given,  the  dimensions  of  the  piers  to  be  supported  and  of 
the  footing  T  and  T'  and  the  total  load  W  to  be  carried. 

The  formula  for  obtaining  the  total  stress  S  in  the  tension 
bars  running  in  each  direction  is 

wr 

S  = 

3d 

in  which  we  have  as  before  the  two  unknown  quantities,  S  and  d. 
In  order  that  the  concrete  may  not  be  stressed  in  compression 
beyond  its  safe  working  strength,  we  impose  tlie  condition 

d 
4  S  =  -  (T  +  6), 

2 

from  which 

d(T  +  6) 

S  =  . 

8 

Substituting  this  value  of  S  in  the  above  formula  and  reducing 
we  have 


=v 


8W1' 


3  (T  +  6) 

Having  obtained  d  by  this  formula,  the  total  stress  S  in  tons 

will  be 

T  +  6 

S  ^ X  d, 

8 

from  which  the  size  and  number  of  bars  running  in  each  direction 
can  be  computed.  These  bars  may  be  in  two  lengths,  as  shown 
in  Fig.  196,  the  shorter  length  being  equal  to  T  +  1'.  The  total 
height  H  should  not  be  less  than  d  +  4  ins. 

Example. — Let  T  =^  20  ins.,  load  W  =  100  tons.  Safe  bear- 
ing power  of  soil  equals  2  tons  per  sq.  ft.  The  required  area  of 
base  of  footing  is  50  sq.  ft.  and  the  width  T'  equals  the  square 
root  of  50  =  7  ft.  ojs  ins.,  or  85  ins.  approximately,  and  1'  — 
32.5  ins. 


4 


8  X  100  X  32.5 

d  —    ^  / —   18.5  inches. 

3  X  26 

The  total  stress  will  be 

18.5  X  26 

S  "  =  60  tons. 

8 
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reguiring  11,  ^-in.  bars,  or  24,  J/^-in.  bars  running  in  each  direc- 
tion. These  bars  should  be  spaced  equally  over  area  T',  giving 
for  ^-in.  bars  a  spacing  of  about  7  ins.  and  for  yz-in.  bars  of 
about  3J4  ins.    The  total  height  h  =  18.5  +  4  =  22}^  ins. 

Thaclier's  Formulas. — Thacher's  empirical  formulas  are  based 
on  the  ultimate  safe  loads,  and  have  been  found  to  agree  quite 
closely  with  the  results  obtained  by  experiment.  These  formulas 
are  quite  easy  to  apply  and  give  safe  and  satisfactory  results. 
The  formulas  developed  below  are  for  ultimate  strength,  and  a 
factor  of  safety  depending  upon  the  conditions  and  judgment  of 
the  designer  should  be  used. 


j«-Fc-^ 


^Ig.   197.— Thacher's  Formula,    Rectangular   Beams,    Single    Reinforcement. 

X.et  Fc  =  probable  crushing  strength  of  the  concrete  per  sq.  in.  in  pounds, 
fc   =  compressive  stress  in  pounds  per  sq.  in.  on  concrete. 
F«  =  tensile   strength   per   sq.   in,   on   steel  —  ultimate   strength  per 

sq.  in.  on  test  piece  +  10  per  cent. 
f«   =  tensile  stress  in  pounds  per  sq.  in.  on  steel. 
Ec  =  modulus  of  elasticity  of  concrete. 
E»  =  modulus  of  elasticity  of  steel. 
E. 

e    = =  20,  as  taken  by  Mr.  Thacher. 

Ec 
A   =  area  of  steel  in  tension  for  i  inch  in  width  of  beam. 
1    =  length  of  beam  in  feet  =  span. 
M   =  bending  moment  in  foot  pounds  for  i  inch  in  width  of  beam 

(ultimate). 
VV  =  load  at  center,  including  weight  of  beam  for  i  inch  in  width 

(ultimate). 
w   =s  uniform   load  per   lineal   foot,   including    weight  of    beam   for 

I  inch  width  (ultimate). 
w'  =     12  w  =  uniform  load  per  sq.  ft.  (ultimate), 
b,  h,  d,  X,  y  and  z  are  as  shown  in  Fig.  197. 

First  Case. — Assuine  a  rectangular  beam,  with  reinforcement 
in  tension  side  only  (Fig.  .197),  and  neglecting  the  tensile 
strength  of  the  concrete. 

Assuming  that  plane  sections  before  bending  are  plane  after 
bending,  we  have  the  relation 
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Fc         .  F. 


X   :   :    y   :   — ^. 

Ec  E. 

Therefore 

X  ==  y  c  (T  I ) 

F. 

or 

F.x 
Fc  = (T2) 

ey 

and 

Fc 
d  =  x+y^ye +  y, 

from  which 

d 

y  = (T3) 

F« 

•    e +  I 

F. 

also 

X  =  d- y  (T4) 

In  order  that  there  be  equilibrium,  the  total  compression  must  equal 
the  total  tension,  and  we  have 

Fc  X  A  F. 

=  A  Fs  or  X  =  2  (T  5) 

2  Fc 

Substituting  the  value  of  Fc  found  in  equation  (T2)  in  equation  (T5), 

we  have 

x'  =  2  A  c  y. 
and 

y    =^    

2  Ae 

Substituting  the  value  of  x  from  equation  (T5),  we  have 

d  =  x  +  y=2[^^+i(^y]A 

d 

thereforeA  =  2[^  +  i(|;y] (T6). 

Now 

d=^x  +  y^x  + 

and 

x'  +  2Aex  =  2Aed 

from  which  

x=V2  Aed+  (Ae)*  —  eA (T7) 


x' 


2  A  c 


• 
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Let  M  =  resisting  moment  of  beam.    Then  taking 

Mc  =  resisting  moment  of  concrete   in    compression. 

Ms  =  resisting  moment  of  steel  in  tension. 

Taking  the  neutral  axis  of  the  beam  as  the  center  of  moments,  x  and  y 
are  in  inches,  and 

Iv  X  Fc  x» 

Mc  = X    %  X  =  , 

■'i  3 

Dividing  by  12  to  reduce  to  foot-pounds, 

Fcx' 
Mc  =  . 

36 
and  M*  =  F«  Ay  in  inch-pounds, 

F«  Ay 

or,  Ms  = in  foot-pounds. 

12 

The  total  resisting  moment  of  the  beam  will  be  M  =  Mc  +  M». 

Fc  X*  Fs  Ay 

M  = +  . 

36  12 

Substituting  for  Fc  its  value  from  equation   (T2),  we  have 

F.  x»  F.  Ay 

M  =  +  

36  ey  12 

+  3  Ay) (T8) 

36       \  e  y  / 

For  a  simple  beam  with  uniform  load 

8M 

M  =  %  w  P  and  w  = . 

1' 
Therefore 

F,       /     X*  \ 

w  = +  3  Ay  I  ..(Tp) 

4.5  1      \    ey  / 

and 

12  F.     /     x» 

w'  =  12  w  =     (    +  3  A  V 

4.5  1'    \   ey 

For  a  simple  beam  loaded  at  the  center, 

M=  %  Wl, 
and 


F.       '  "' 


) 


F.  , 


X 


8 


0 


W  = +  3  Ay) (Tig) 

9  1    \    ey 

To  check  a  simple  beam,  assume  proper  values  for  P.,  E.,  Ee ; 

A,  d  and  1  are  known.    Then  equation  T7  gives  the  value  of  x, 

and  equations  (T8),  (T9)  and  (T  10)  will  give  M,  W  and  w, 

as  may  be  required.  Then  if  the  value  of  Fc  from  equation  (T  2) 

exceeds  the  assumed  or  determined  ultimate  strength  of  the  con- 
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Crete  in  compression  the  values  of  M  W  or  w,  as  determined  by 
equations  (T8),  (T9)  and  (Tie)-,  should  be  reduced  in  the 
ratio  that  the  probable  ultimate  compressive  strength  of  the  con- 
Crete  bears  to  Fc,  as  found  by  equation  (T  2). 

To  design  a  beam,  values  must  be  assigned  for  Fg,  Fc,  Eg,  Ec, 
h,  z  and  d ;  1  will  usually  be  found  by  conditions  of  the  problem, 
as  is  also  sometimes  h ;  z  should  usually  be  from  i  J/2  to  2  times 
the  diameter  of  the  rods.  If  h  or  d  is  not  fixed  by  existing 
conditions,  a  value  should  be  selected  by  trial  to  give  an  economic 
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Fig.  198. — Thacher's  Formula,    Rectangular  feeams,    Double   Reinforcemeot. 

design.     Mr.  Thacher  usually  assumes  e  equal  to  20.     The  equa- 
tion  (T  3)  gives 

d 
y  = ; and  x  =  d  —  y. 


From  equation   (T6), 

A  = 


F. 


+  I 


+ 


and  the  spacing  of  rods  c.  to  c.  will  equal 


area  of  rod 


M  and  W  or  w  may  be  found  directlv  from  equations  (T8),  (Tp)  and 
(Tig). 

Second  Case. — Assume  a  rectangular  beam  reinforced  in  both 
tension  and  compression  sides  (Fig.  198),  and  neglecting  the 
tensile  strength  of  the  concrete. 

Let  F**"  =  compression  stress  in  pounds  per  sq.  in.  in  steel. 

A**"  =  area  of  steel  in  compression  for  i  in.  width  of  beam. 
t     -^  X  —  z\ 
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As  before: 


from  which 


Fc  Ft  F»* 

X*   __^__  .   .    ^  .   _____  •   •   4   > 
•  •  •  J  •  •  •  ^  9 


Ec  E.  E 

Fc                               Ftx 
ey  and  Fe  =  


• 


and 


t*  ey 

t  Fc  e                          F.t 
F.'  =  ,  also  F.'  =  . 


^  y 

Substituting  the  value  of  Fc  above,  in  the  last  equation  we  have 

F.  t  F. t 

F.'  = and  y  = (T  11) 

y  Fc 

Fc 

d  =  X  +  y  = e  y  +  y, 

F. 

or 

d 

y  = and  x  =  d  —  y. 

Fc 

e  +  I 

F. 

As  the  total  tension  must  equ.J  the  total  compression, 

Fcx 

+  A.*^  F.*-  =  A  F., 

2 
or 

2  A  F.  —  2  A.*^  F."^ 

x  =  (T12) 

Fc 
A.' 

Let  n  =  ,  and  A*''  =  n  A,  and   substituting  the  value  of  Ft*  from 

A 
cq.  (T  11)  we  have 

Fc  xy 

A  =  (T13) 

2  Fs  (y  —  nt) 

Substituting  the  value  of  Fc  given  above,  and  writing  for  d  its  value 
X  +  y. 

x' 

d.-= +  nt  +   x'. 

2  A  e 
Therefore        

x  =  V2  Ae  (d  +  nz')  +  [Ae  (n  +  i)]'—  [Ae  (n  +  i)].  .(T14). 

For  concrete: 

Fc  x' 
M  =  . 

36 
For  the  steel  in  compression: 

F.*^  A."  t           F.*  n  A.  t 
M  =    = . 


12  12 


>•) 
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For  the  steel  in  tension: 

F»  A»  y 

M  =  , 

12 

and  the  total  resisting  moment 

Fc  x'         F.'^  n  A.  t       F.  A.  y 

M  = + + , 

36  12  12 

F.x 

Substituting  the  value  of  F.*^  from  eq.   (T  11)  and  of  Fe  =  ,  we 

have 

F.    /  x»  3  n  At^       .  \ 

M  =  —  ( — +  3  Ay  ) (T15) 

36     \  e  y  y  / 

w  1*  8  M 

For  a  simple  beam  uniformly  loaded  M  = and  w  =    ; 

8  1» 

l.ierefore 

F.         /  x'         3  n  A  t*  \ 

w  =  .   ( + +  3  A  y  I (T  16) 

4-5 1'        \  ey  y  / 

12  F«     /  x'         3  n  At* 
w'  =  12  w  = I  + +  3  A  y  ) (T  17) 

4.5  I'     \  ey  y 

For  a  simple  beam  loaded  at  the  center,  W  being  the  total  load, 

4  M 

W  = , 

1 
therefore 

F.     /    x»  3  n  A  t'  \ 

W  = ( + +  3  Ay) (T18) 

9 1     \ey  y  / 

To  check  a  beam,  values  must  be  found  or  assumed  for  Fs,  e,  h,  z,  Zi,  d. 
and  then  from  eq.  (T  14), 

X  =  VTAe  (d  +  nz')  +  [Ae  (n  +  1)]' —  [Ae  (n  +  i)]. 

An  —■  total  area  of  tensile  reinforcement 
divided  by  the  width  of  the  beam  in  inches,  and  A»*  =  n  A», 
Equation  (Tii)  gives 

F.t 
F.'^  =  , 

y 

and  Equation   (T2)  gives 

F.x 

Fe  =  . 

ey 

If  this  value  of  Fc  exceeds  the  probable  ultimate  resistance 
the  concrete  to  compression,  the  values  of  M  and  W  or  w  fouiw  ^ 
by  equations  (T  15),  (T  16),  (T  17)  and  (T  18)  should  be  re- 
duced in  the  ratio  that  the  assumed  compressive  strength  of  tVi^ 
concrete  bears  to  the  value  found  by  equation  (T2). 
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To  Design  a  Beam. — Determine  or  assume  values  for  F,,  Fc, 
e,  h,  d,  z,  z*  and  1  as  before.    Then  equation  (T3)  gives 


/     d  ^ 

+  I 


y  = 


V     F. 


I 


and 


Equation  (T  13)    gives  A  = 


Equation  (T  11)  gives 


X  =  d  —  y. 
Fc  xy 

2  F«  (y  —  n  t) 

F.t 
F.«  =  . 


jiiul  Equations  (T  15),  (T  16),  (T  17)  and  (T  18)  give  values  of  M,  w,  w' 
and  W  as  required. 

Third  Case. — Mr.  Thacher's  analysis  for  the  solution  of  a  rein- 
forced T  section  for  a  ribbed  floor  construction  is  as  follows : 


i- 


u 


B 


4 


z 

n 


-7- 


TT' 


1 


:  X 


ST' 


i 


Pig.  199.— Thacher's  Formula  for  T- Beams. 

The  slab  is  first  designed  as  a  beam  with  a  span  equal  to  the 
clistance  between  floor  ribs  and  with  the  reinforcing  bars  at  right 
Angles  to  the  direction  of  the  length  of  the  joists.  The  joist 
5^pacing  varies  with  the  conditions,  and  when  the  spacing  is  not 
fixed  by  limiting  conditions  the  spacing  of  the  ribs,  thickness  of 
floor  slab  and  depth  of  ribs  should  be  so  chosen  as  to  give  the 
rnost  economic  floor.  Several  solutions  may  be  necessary  to 
Secure  this  result.  In  Fig.  199  let  B  =  width  of  slab  =  distance 
center  to  center  of  ribs  in  inches,  r  ==  thickness  of  slab  in  inches. 
As®'  represents  the  area  of  steel  which  is  necessary  to  develop 
the  same  compressive  resistance  as  the  wings  of  the  T.  This  is 
an   imaginary  quantity,  as  no  steel   reinforcement  is  used   for 
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reinforcing  the  slab  in  a  longitudinal  direction.    Mr. 

r 
takes  z   =  —  when  r  is  the  thickness  of  the  slab. 


To  Design  a  Simple  Beam. — Having  assumed  or  d< 
values  for  B,  r,  z,  and  assumed  values  for  F,,  Fc,  e,  h 
in  the  previous  -cases,  and  noting  that 

A."  A. 

=  n,  and  =  A, 

A.  b 


Then 


(B-b)  r 

e 

d 
y  = ;       X  =  d  —  y; 

Fe 

c +  I 

F. 

F.t 
F.'  = ^; 

y 

Fc  b  X  +  2  A.*^'  F.* 


A.  = 

2   F. 

M  -*  '/.=  \\^  Fc  b  x'  +  F.*  A.*'  t  +  F.  A.  y] ; 

W  =  —  (%  Fc  b  X*  +  F.'^  A."'  t  +  F.  A.  y) ; 
3l 

8 
w' (%  Fc  b  x'  +  F.'^  A.'    t  +  F.  A.  y) 

Bl* 

If  M,  W  or  w'  is  greater  than  required.   Ai  can  be  ' 
tionately. 

To  check  a  ribbed  beam   supported   at   the   ends  as 
Assume  values  of  Fi  and  e  as  before.     Then 

(B  —  b)  r 


e 

A«    =  area  of  reinforcing  bars; 

X    =  V~\T~(d  f  nz)   +  |7\~eTn  +  i)' 

,        tF. 
y    =  d  —  x;  ri*"    = ; 

y 

F.:. 

F. . 

cy 
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Ihacher*8  Constants. — The  formula  for  the  design  of  beams 
can  be  much  simplified  by  substituting  for  Fc,  Fb*  Ec  and  E.  their 
values  and  reducing.  The  following  table  gives  the  values  of  A., 
M,  W,  w,  w'  and  d  at  i  and  6  months  for  the  following  values : 

E«  =  30,000,000 

Fa,  ultimate    ,,, .: 64,000 

£e,  for  1:2:4  concrete,  one  month  old 1,460,000 

Fe,  for  1:2:4  concrete,  one  month  old 2,400 

£c,  for  1:2:4  concrete,  six  months  old 2,580,000 

Fe,  for  .1:2:4  concrete,  six  months  old 3»70O 

Ee,  for  1:3:6  concrete,  one  month  old 1,220,000 

Fc,  for  1:3:6  concrete,  one  month  old 2,050 

£e,  for  1:3:6  concrete,  six  months  old 1,860,000 

Fe,  for  1:3:6  concrete,  six  months  old 3>I00 

THACHER'S  CONSTANTS  FOR  BEAMS. 

Proportions  of  Concrete > 1:2:4 *       * 1:8:6— —» 

Age  of  Concrete 1  month      6  months       Imonth        6  months 

Area  of  steel  sq.  ins.  required  for  i  in.  .  .    •  ,  ,   . 

width  of  beam  =  A —  —  . —  

142  100  165  109 

tJhimate  bending  moment  ft -lbs.  for 

I  in.  width  of  beam  =  M 35.62  d*    51.25  d'     30.62  d'    46.25  d' 

^':^SV^!m  -wT!.  'r:  '.  ":     '-^    -5:5^'   J^'    .^1^ 

breaking  weight   per  lineal  ft.  uni- 

formly  distributed  for  I  in.  width     ^g^^j.    ^,^^j,     ^^^^,     ^^^^j, 
ot  beam  ••  w ^ —    — j, ^5 — — 

^^jfbnred  ='!?'*'•**• '"'"°™'''      34»o  d'     4920  d'     J940_d'     4440  d' 
Bffective  depth  of  beam  required  for  a 


uniform  load  of  w'  lbs.  per  sq.  ft.  -  d       /  ^"_^^  IL^!^  l\w'         / 

\   %A20       M    402O       Af    2010        \ 


1«  W' 


3420     1  4920     y  2940     If   4440 

The  above  formulas  are  for  ultimate  strength  and  it  is  neces- 
sary to  divide  the  constants  by  the  proper  factor  of  safety  to 
secure  the  desired  working  values.    If  calculations  are  based  on 
formulas  for  concrete   i  month  old  there  will  not  be  sufficient 
reinforcing  metal  to  develop  the  full  strength  of  the  concrete 
after  the  latter  gains  its  full  strength.     It  is  therefore  preferable 
to  use  formulas  for  concrete  6  months  old,  using  such  a  factor 
of  safety  in  6  months  as  will  give  any  desired  factor  of  safety 
in  I  month.    A  factor  of  safety  of  5  in  6  months  will  give  a  factor 
of  about  3.5  in  i  month,  which  will  be  ample  in  almost  all  cases. 
Under  certain  conditions  it  will  be  found  desirable  to  use  an- 
other value  for  the  factor  of  safety. 
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Example  i. — To  find  the  depth  of  a  slab  8  ft  long  that  will 
support  a  uniform  load  including  its  own  weight  of  400  lbs.  per 
sq.  ft.  with  a  factor  of  safety  of  5  in  6  months,  using  i  :2 14  con- 
crete : 


VTv/          y «.o-  X  400 
=   -^/ =  5.1  in.,  h  =  5.1  in.  +  9  in.  =  6  in. 
q8o            \        o&i 


980  ^984 

d           S.I 
A«  = = =  .051. 

ICX)  ICX) 

For  rods  %-in.  square,  distance  center  to  center 

.25 


.051 


=  4.9  inches. 


Example  2. — To  find  the  safe  load  per  square  foot  on  a  slab 

having  a  clear  span  of  10  ft.  and  a  depth  of  8  ins.  from  top  of 

slab  to  center  of  rods,  using  a  1 13 :6  concrete,  with  a  factor  of 

safety  of  5  in  6  months : 

888  X  8* 

w'  =  =  568  lbs. 

10' 

8 

A  = =  .0734. 

109 

.4418 

For  %-in.  round  rods  the  spacing  = =  6  in. 

.0734 

Example  3. — To  find  the  width  of  a  beam  having  a  clear  span 
of  16  ft.  and  effective  depth  of  15  ins.  that  will  support  a  load  of 
500  lbs.  per  lin.  ft.,  with  a  factor  of  safety  of  5  in  6  months,  us- 
ing 1 :2  4  concrete : 

For  i-in.  width, 

82  d*  82  X  15= 

w  =  =  =  72.07  ins.  wide. 

1*  16* 

500 

=  6.94  ins.  wide. 


72.07 
The  steel, 

15  ^  6.94 

K%  =  =   1.04   sq.   ins. 

100 

Example  4. — To  find  the  breaking  load  at  the  center  of  a  beam 


VARIOUS  BEAM  THEORIES. 


361 


12  ft.  long,  iGyi  ins.  deep  and  6  in.  wide,  in  which  d  =  15  ins., 
for  a  1:2:4  concrete  i  month  old : 

142.5  b  d*         142.5  X  6  X  15" 
W  =^ = =  16,030  lbs. 


1 


12 


6  X  15 

Steel  =  =  0.634  sq.  ins. 

142 

Example  5. — To  find  the  safe  bending  monieht  M  in  ft.-lbs. 
that  can  be  sustained  by  a  beam  22  ins.  deep  (d  =  20  ins.)  and 
10  ins.  wide,  factor  of  safety  of  4,  concrete  1 13 :6,  6  months  old : 

46.25  X  ID  X  20' 


M  = 


46,250  lbs 


The  al)ove  formulas  for  the  design  of  beams  assume  that  the 
strength  of  the  steel  in  tension  is  equal  to  the  strength  of  the 


Fig.  200.— Rectangular  Beams,  Hennebique's  Formula. 

concrete  in  compression,  as  it  is  believed  that  this  will  give  the 
most  economic  design.  The  formulas  given  above  both  for  the 
design  and  review  of  beams  may  be  applied  to  any  mixture  or 
age  of  concrete  or  any  grade  of  strength  of  steel.  For  work  in 
which  great  strength  is  desired,  and  the  saving  of  weight  essen- 
tial, a  1 :2 :4  mixture  is  recommended.  Under  certain  conditions 
a  1 13 :6  mixture  may  be  used. 

Hennebiqiie*s  Formiilas  for  Beams,  Slabs  and  Columns. — The 
formulas  used  by  Ilennebique  for  computing  the  strength  of 
beams  and  slabs  are  based  on  the  following  assumptions :  ( i )  The 
tensile  stresses  are  carried  entirely  by  the  steel.  (2)  The  strain 
on  the  concrete  is  uniform  throughout  the  whole  compressive 
area.  (3)  The  moments  of  the  elastic  forces  in  compression  are 
equal  to  those  of  the  elastic  forces  in  tension.     (Fig.  200.) 
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Let  M  =  the  bending  moment  in  inch  pounds; 
d   =  effective  depth ; 
A  =  area  of  concrete  above  center  of  reinforcement; 

then  A  =  b  d ; 

X   =  distance  of  neutral  axis  below  top  of  beam; 
fc  =  unit  working  stress  of  concrete; 
f«  =  unit  working  stress  of  steel ; 
A«  =  area  of  steel. 

1  -len  fc  X  b  =  the  total  compressive  stress  on  the  concrete,  and 
U  A«  =  the  total  tension  on  the  steel. 

Their  respective  moments  about  the  neutral  axis  are: 

fobx' 
and  f«  A«   (d  —  x). 


Each  of  these  quantities  is  equal  to  one-half  the  moment  of  the   ex- 
ternal forces,  or 

fcbx*        M  M  /T5I~ 

-  — ,  and  f«  A«   (d  —  x)  —  — ,  or  x  =  -^Z (i), 

22  2  ^   f  c  b 

which  equation  gives  the  position  of  the  neutral  axis,  and 

M  M 


A.  =- 


2  f.   (d  —  X) 


(2). 


This  equation  gives  the  area  required  for  the  reinforcement,  or 
if  the  area  be  known,  the  stress  in  the  steel  may  be  obtained 
by  solving  for  f^.  When  this  formula  is  used  the  depth  of  the 
beam,  d,  is  supposed  to  be  known.  The  last  two  assumptions  on 
which  this  theory  is  founded  are  evidently  inexact. 

The  value  x,  it  will  be  seen,  is  independent  of  the  depth  d  of 
the  beam.  When  different  depths  d  are  assimied,  it  will  be 
found  that  working  stresses  or  factors  of  safety  for  the  concrete 
and  metal  will  varv  considcrablv.  On  this  accoimt  these  for- 
mulas  do  not  prove  very  satisfactory.  Hennebique,  however. 
assumes  a  possible  range  of  working  stresses  for  the  concrete, 
and  for  the  metal,  computes  the  stresses  in  his  beams,  and  if  the 
resulting  stresses  fall  within  the  permissible  limits,  considers  them 
as  satisfactorv. 

Hennebique  uses  a  working  stress  of  25  kilograms  f)er  square 
centimeter  (356  lbs.  per  sq.  in.)  for  concrete,  and  from  1,200  to 
1,500  kilograms  per  square  centimeter    (17,068   to  21,335   lbs. 
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per  sq.  in.)  for  steel.     Substituting  these  values  in  formulas  (i) 
and  (2),  viz.,  fc  =  25  kg.,  and  f,  =  1,500  kg.,  we  then  have 

X  =  0.2  ^1.,  a„a  (3). 

^  b 

M 
A.  -  — . 

3,000  (d  —  0.2-y/l. (4). 

^  b 

Again,  assuming  a  working  stress  of  350  lbs.  per  sq.  in.  for 
concrete,  and  16,000  lbs.  for  steel,  the  empirical  formulas  (3) 
and  (4)  become: 


/M 
=  0.0535   -J 


X  =  0.0535   -v/      (5). 


M 
A.  = 


/M 


32,000  (d  —  .0535  ^  — ($). 

Example. — Assuming  same  data  as  were  used  for  example  on 
page  307,   M  =  234,375,  assume  d=i4.4  in.  and  b=--i2  ins.: 


V-'34.. 


^34.375 

X  =  .0535    -v/ "^  7-^8  ins. 

2 


234,375  .      , 

A«  =  =-   1,05  sq.  ins.  area  of  metal  required. 

32,000  ( 14.4  —  748) 

Bibbed  Slabs. — l^'or  ribbed  slabs  a  slight  modification  of  the 
above  formulas  is  necessary.  It  is  assumed  that  the  area  of  the 
slab  filling  between  the  beams  is  added  to  the  compressive  area  of 
the  beam  (Fig.  201). 

Let  b'  ^=  width  of  slab  and  g  =  its  thickness.  Then,  as  for 
beams. 


M  /  g\ 


which  expression  gives  the  value    (x J    of  the  lever  arm 


H) 


of  the  resultant  of  the  compressive  forces  above  an  assumed 
neutral  axis.    From  this  assumption  we  obtain 

M  g 

X  = +  — , 

2  fc  b'g         2 


3^4 
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trom  which  value  of  x  we  deduce,  d  being  assumed  in  the  be- 
ginning, Uie* value  (d  —  x)  of  the  lever  arm  for  the  tensile 
lorces,  and  there  results: 

M 

A.  = . 

2  b'f. 

It  is  customary  to  limit  the  width  of  the  slab  between  beams  to 
a  value  less  than  50  times  its  thickness,  i.  e.,  b'  <  50  g. 

Shear. — Stirrups  are  employed  in  llennebique  beams  to  rein- 
force the  concrete  against  shearing  stresses.  The  method  em- 
ployed for  calculating  the  stirrups  is  as  follows : 

Let  Sf  represent  the  maximum  shear    in  the    beam.     It  will 


f- 


b' 


1h- 

:-»  N 


■     d 

d-«     : 


I 

! 

.V. 


Fig.  201. — T- Beams,  Hennebique's  Formula. 

occur  at  the  supports,  and  is  equal  to  the  reaction.  It  is  as- 
sumed that  one-half  of  the  shear  is  carried  bv  the  bent  bars  and 
one-half  by  the  stirrups.  If  S^  represents  the  allowable  shearing 
stress  in  the  metal,  and  As  the  area  of  metal  required, 


A.    - 


2  S» 


This  fornuila  gives  the  total  section  of  the  stirrups  required 

in  a  length  of  the  beam  equal  to  the  distance  between  the  center 

of  compression  and  the  center  of  tension.     This  distance  is  as- 

g 
sumed  to  be  equal  tod -.     See  I'ig.  201  for  ribbed  slabs  and 

2 

X 

for  slabs  and  rectangular  beams,  d .     When  the  spacing  z 

2 
of  the  first  two  stirrups  at  the  end  of  the  beam  differ  from  this 

spacing  their  section  is  modified  to  correspond  to  the  spacing 

used.     Furthermore,  when  a  number  of  stirrups  are  placed  in  the 

same  transverse  section  of  a  beam,  it  is  considered  that  each 
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stirrup  is  composed  of  two  branches,  and  if  there  be  n  stir- 
rups the  total  section  for  each  branch' will  be   * 

A»  Sf  z 


4  Sa  n 


d 


Fig.  2()2.— Stirrup  Diagram,  Henncbique's  Formula. 

The  following  analysis  will  iiiake  clear  the  development  of  this 

theory  for  stirrups. 

From  Fig.  202: 

Sf 
z    --  A«  S«  r. 


and 


A.  - 


Sf  z 
2  S«  r 


hut  r  is  taken  equal  to     d  -    -      and  wc  have  for  the  total  sec- 

2 

tion  of  a  stirrup,  i,  e.,  its  two  branches: 

Sfz 
A,      , 


2  S, 


f) 


and  for  a  rectangular  beam 

A.      - 


Sf  z 


X 


2  S,      d 


Hennebique  allows  a  shearing  stress  of  800  kilograms  per  sq. 
cm.  (11,380  lbs.  per  sq.  in.)  for  steel. 

In  computing  the  maximum  bending  moment  at  the  center  for 
beams  under  a  uniform  load  w  per  lineal  foot  or  meter,  Henne- 
bique uses  the  usual  formula,  M  --  y^  w  P  for  principal  beams 
or  girders,  but  for  secondary  beams  which  are  more  or  less  con- 
tinuous over  the  principal  beams  he  employs  the  formula 
M  =  Vio  w  P.     In  figuring  rectangular   floor  slabs   which  are 
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approximately  square  and  supported  at  all  four  edges,  he  as- 
sumes them  to  be  fixed  at  the  edges,  and  uses  the  formula 
M  =  Vsa  w  P  to  obtain  the  required  maximum  bending  moment. 

Columns. — To  determine  the  strengtn  of  columns  and  walls, 
Hennebique  considers  that  both  the  concrete  and  the  metal  may 
be  strained  up  to  their  maximum  working  value  in  compression 
at  the  same  time  and  simply  puts 

P  =  f.A.  +  fcAc. 

The  working  values  assumed  for  steel  and  concrete  in  com- 
pression are  respectively  fs  ^^  i,ooo  kg.  per  sq.  cm.  (14,200  lbs. 
per  sq.  in.)  and  f,.  =  .25  kg.  per  sq.  cm.  (350  lbs.  per  sq.  in.). 

This  formula  is  inexact  as  regards  the  true  internal  stress  in 
the  two  materials,  for  as  f^  and  fs  are  assumed  at  25  kg.  and 
1,000  kg.  per  sq.  cm.,  we  have 

E«           A.           1,000 
e  =  =-  ^  ^  40^ 

Ec  Ac  25 

a  much  higher  value  for  c  than  is  warranted.  A  higher  stress 
than  25  kg.  will  result  in  the  concrete  if  the  steel  is  strained  up 
to  1,000  kg.,  and  the  highest  stresses  will  result  in  the  concrete 
when  high  percentages  of  reinforcement  are  used. 

i.-b->j 


1 

—TT- 

1 

1 
1 

X 

1 

1 

1 

1 

d 
1 

i._ 

--0^- 

Fig.   20n. — Dia»:ram.   Coigncfs   Formula. 

Coignet's  Formula. — In  designings  ])ipcs,  Coignet  uses  the  fol- 
lowing formula :  , 

A.  -  , 

2  f. 

in  which  p  :  --  pressure  in  pounds  per  sq.  inch  or  kilograms  per 
sq.  cm.,  d  =  internal  diameter  of  pipe,  and  f^  the  tensile  working 
stress  in  lbs.  per  sq.  inch,  or  kilograms  per  sq.  cm.  of  the  metal. 
To  calculate  the  longitudinal  rods,  Coignet  considers  the  section 
of  concrete  included  between  the  adjacent  coils  as  being  a  slab 
fixed  at  its  extremities. 


VARIOUS  BEAM   THEORIES,  367 

Coignet  employs  the  following  formulas  for  computing  slabs 
(Fig.  203): 

8     A.f. 

X  = — . 

5        fcb 

Assuming  U  =  1,500  kg.  and  fc  =  40  kg.,  x  =  60  A«,  b  being  equal  to 
unity,  or  bx  =  ^  A«. 

This  engineer  also  uses  the  following  empirical  formula: 

A.  ==  %  d. 

X    =  Va   d. 

M  =  6.4  d*. 
Boima*s  Formula. — M.  Bonna  uses  reinforcing  rods  in  both  the 
tension  and  compression  flanges  of  beams.  His  formulas  are  as 
follows:  If  As  represents  the  sectional  area  of  the  tension  bars 
calculated  for  the  total  load,  2/3  As  is  used  for  the  section  of 
the  upper  or  compression  bars.  For  a  simple  beam,  M  = 
1,500  d  Ag,  as  he  assumes  fg  =  1,500  kg.,  and 

M 
A.  = , 

1,500  d' 

d'  being  the  distance  between  the  center  of  gravity  of  the  two 
reinforcements.  A^'  the  section  of  the  upper  reinforcement  then 
is 

M 

A.'  =  %  A.  =  . 

2.250  d' 

If  fg  be  assumed  at  15,000  lbs.  per  sq.  in.,  tne  above  formulas 

become 

M  M 

A.  =  .    and  A.'  = 


15,000  d'  22,500  d' 

This  method  of  computation  avoids  the  necessity  of  determin- 
ing the  position  of  the  neutral  axis,  which  is  always  a  tedious 
solution  to  make. 

Johnson's  Theory. — The  following  theory  for  reinforced  con- 
crete L^>-ms  has  been  developed  by  Mr.  A.  L.  Johnson,  M.  Am. 
See.  C.  E.,  Consult.  Engr.  for  the  Expanded  Metal  and  Corru- 
gated Bar  Co.  It  is  based  on  the  following  assumptions:  That 
plain  sections  before  bending  are  plane  after  bending,  up  to  the 
elastic  limit  of  the  metal  and  up  to  the  full  compressive  strength 
of  the  concrete.  It  is  also  assumed  that  such  a  quantity  of 
metal  is  used  as  will  cause  the  elastic  limit  in  the  reinforcement 


368 


CONCRETE  AND  REINFORCED  CONCRETE. 


and  the  compressive  strength  of  the  concrete  to  be  reached  at 
the  same'  time.  It  is  assumed  that  the  modulus  of  elasticity  of 
steel  is  constant  up  to  the  development  of  its  elastic  limit.  When 
the  elastic  limit  of  the  steel  has  been  reached,  the  construction  as 
a  whole  has  reached  its  maximum  carrying  capacity,  for  beyond 
this  point  the  elongation  of  the  steel  will  be  so  great  that  the 
concrete  will  be  ruptured,  hence  a  steel  with  a  high  elastic  limit 
is  desirable  in  this  kind  of  construction.  As  regards  the  con- 
crete its  maximum  strength  and  load  carrying  capacity  will 
occur  when  the  extreme  fibre  stress  on  the  concrete  becomes 
equal  to  the  compressive  stress,  assuming  a  metal  section  of 
sufficient  strength  is  used  to  develop  it.  When  this  occurs,  re- 
ferring to  Fig.  204,  we  assume  that  the  shaded  area  above  the 
neutral  axis  represents  the  complete  compressive  stress  diagram 


:..  b 


Fig.  204.— Stress-Strain  Diagram  for  Johnson's  Formula. 

of  the  concrete,  o  s  being  the  axis  of  proportionate  elongation, 
and  the  neutral  axis  the  axis  of  stress  per  square  inch.  Mr. 
Johnson  states  he  has  found  from  an  examination  of  a  great 
many  such  diagrams,  that  the  resultant  modulus,  represented 
by  the  tangent  of  the  angle  n  o  s,  is  about  two-thirds  in  rock 
concrete  and  one-half  in  cinder  concrete,  as  much  as  the  original 
modulus,  represented  by  the  tanpfent  of  the  angle  m  o  s. 

Also  that  the  total  area  for  both  kinds  of  concrete  is  about  one- 
quarter  larger  than  the  triangular  area  n  o  s.  These  assump- 
tions seem  crude  at  first,  but  as  a  matter  of  fact,  they  are  not 
more  so  than  would  be  any  formula  intended  to  represent  the 
compresi>ive  stress  diagram  for  a  class  of  concrete.  The  latter 
would  give  all  points  on  the  curve,  whereas  our  method  gives 
only  the  end  of  the  same :  but  our  location  of  that  p)oint  is  as 
accurate  as  can  be  obtained  by  any  method.  The  development 
of  the  formulas  for  rectangular  beams  follows: 
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Figure  204  shows  a  cross  section  of  a  steel-concrete  beam; 
strain  diagram  at  the  ultimate  load,  the  stress  diagram  corre- 
sponding to  the  above  strain  diagram. 

Let  E«  =  Modulus  of  elasticity  of  steel  in  pounds  per  square  inch. 

Ee  =  Modulus  of  elasticity  of  the  concrete  in  compression  in  pounds 

per  square  inch. 
F  =  Elastic  limit  of  steel  in  pounds  per  square  inch. 
f«  =  Compressive  strength  of  concrete  in  pounds  per  square  inch, 
ft  =  Tensile  strength  of  concrete  in  pounds  per  square  inch, 
b  =  Width  of  section  in  inches, 
a*  =  Area  of  one  bar  in  square  inches, 
d  =  Spacing  of  bars  in  inches. 

a« 

—  =  Number  of  square  inches  of  metal  per  inch  of  width, 
d 

aT) 

—  =  Total  quantity  of  metal  in  width  b. 
d 

Mo  =  Moment  of  ultimate  resistance  of  cross-section  in  inch  pounds. 
M  =  Bending  moment  of  external  forces  in  inch  pounds. 
W  =  Total  load  on  beam  in  pounds. 
P«  =  Total  stress  on  metal  in  width  b  in  pounds. 
Pe  =  Total  comprehensive  stress  on  concrete  in  width  b. 
Ft  =  Total  tensile  stress  Jh  concrete  in  width  b. 
X,  =  Unit  elongation  of  extreme  fiber  in  compression. 
^  =  Unit  elongation  of  steel. 
e  =  Distance  in  inches  from  extreme  fiber  on  tension  side  to  middle 

plane  of  metal  reinforcement.     This  thickness  is  not  figured 

into  the  strength  of  the  beam. 

We  can  then  write  the  following  equations : 

(I) 


H 


ut 


And 


Th 


en 


And 


Or 


P.-  - 

■  %  f<-  by. 

fc   - 

2  EcXi 

3 

X,    : 

ya 

X,    : 

E. 

X.     - 

Fy. 

'^I 

E.ya 

• 

2  KEcyi 

3  E.  ys 
2  FEc 

ya  -^ y.  i2^ 

3fcE« 
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For  the  steel, 

Fa*b 
P.  =  (3) 

d 

For  the  concrete  in  tension, 

8  FEcftbyi 

Ft  =  V,.  ftby,  = (4) 

15  ^«^E« 

The  empirical  constant  8/10  is  derived  from  the  results  of 
M.  Considere. 

We  then  have, 

Pe  ^  p.  +  Pt  (5) 

Or, 

5  fcbvi  FaT)  8  FKcftbvi 

'-=  +  —   (6) 

8  d  isfcE. 

/FEc 

From  which  { 

a'b  7^  frb,  —  64  fibv,  VfcE. 

--  -^ ^ (7) 

d  120  F 

For  the  moment  of  resistance  we  have, 

Fa=b     /  2v,  \       8ftbv2    />=        2y,\ 

Mo  =-  (  v..  +  —  )  + '—  I  —  +  ) (8) 

d\  3/  10       \2         3/ 

The  size  of  beam  needed  to  develop  a  required  moment  of  re- 
sistance can  now  be  readily  obtained  from  equations  (2),  (7) 
and  (8).  From  (2)  we  obtain  a  numerical  ratio  between  y, 
and  Vo  when  the  constants  depending  only  upon  the  particular 
materials  used  are  known.  Equaticn  (7)  gives  the  quantity  of 
metal  required  in  terms  of  y,,  all  other  factors  being  known  con- 
stants for  the  given  materials.  Then  (8)  gives  the  value  of  the 
ultimate  moment  of  resistance  in  terms  of  v,  onlv.  As  the  mo- 
ment  of  resistance  is  to  equal  the  bending  moment  of  the  external 
proof  loads,  M„  in  equation  (8)  is  known,  which  at  once  gives 
the  value  of  y,,  from  which  all  other  values  may  be  determined. 

We  have  found  the  best  average  values  for  the  constants  for 
1:3:6  rock  concrete  to  be  the  following : 

Ec  =  3,000,000,  fc  =  2,000,  and  f«  —  200. 

For  the  steel  the  value  of  E«  varies  but  little  for  the  different 
grades  of  rolled  material,  but  F,  or  the  elastic  limit,  varies  greatly. 
As  before  stated  in  the  introduction,  we  can  not  utilize  any  of  the 
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strength  of  the  steel  beyond  the  elastic  limit,  therefore  it  is  de- 
sirable that  this  limit  should  be  fairly  high. 

Our  corrugated  bars  have  an  elastic  limit  of  between  50,000 
and  60,000  pounds  per  square  inch.  We  therefore  use  for  the 
constants  for  the  steel, 

£•  =  29,ooo,cxx),  and  F  =  5o,cxx). 

With  these  values  equations  (2),  (7)  and  (8)  reduce  to  the 
following  respectively : 


an) 


i72yx 


=  .oiQSbyi 


Mo  =  275oby,' 

h  =^  yi  +  ya  +  e 


If  b  =  12  in. 


-     and  e  =  — 
10 


we  have, 


y» 

an> 


.368d 


(9) 


=^  0.077h  =  .64%..  (10) 


Mu  =  362oh* (11) 


There  are  certain  grades  of  rock  that  give  a  much  more  com- 
pressible concrete  than  the  above  and  have  at  the  same  time  a 
greater  compressive  strength.  Trap  rock  falls  within  this  cate- 
gory as  well  as  certain  kinds  of  western  limestone  using  a  well 
proportioned  aggregate  and  a  mix  of  1:2:5.  For  such  con- 
crete we  may  assume  the  following  constants: 

Et  =  2,400,000,  fc  —  2,400,  ft  =  200. 

Using  the  same  vakics  for  the  steel  our  equations  of  design 
t»'en  become: 


ya 
aT) 

d 

Mo 
h 


=  i.isyi 

^  .0263byi 

=  262obyj* 

=  yi  +  y2  ^-  e 


If  b  =  12  in. 


-     and   e   —   —      i 
10 


yi  =  4i8h 
l^b 


(12) 


—  o.i32h  =  1.1%..  (13) 


we  have, 


Mo  --  5505h* (14) 


For  a  1:2:5  "^i^  ^^  cinder  concrete  we  have 

Ec  =  750,000,  fc  =  750,  and  ft  =  80. 
For  this  material  the  equations  become : 


ya  =  o.862yi 

an> 

—  —  .oo827byi 
d 

Mo  =  693byi* 

h  =  yi  +  ya  +  e 


If      =  12  in. 


and  e  ^^  — 
10 

we  have, 


yi  =  .483h 
aT) 


(15) 


048h  =  .4%. .  .(16) 


Mo  =  i935h" (17) 
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In  beams  of  Tee  section  (Fig.  205)  yi  is  the  same  as  for  rec- 
tangular sections  inasniuch  as  the  position  of  the  neutral  axis 
is  determined  by  the  relative  values  of  maximum  compressibility 


^ 


J--4: 


_^ I a   D 


a   a 


J 
h 


_T"li._ 


w    b     . 
Pig.  200.-7-308111  Diagram  for  Johnson's  Formula. 

of  the  concrete  and  extensibility  of  the  steel  inside  the  elastic  limit 

or  by  the  ratio  of    A^  and     ^2-    This  is,  of  course,  only  true  at 

the  maximum  load. 

We  then  have  as  before, 

2  FEc 

y,    =   ^y,     (18) 

VALUES  OF  bi  AND  t. 

Let  St  =  Total  shear  in  pounds  along  the  two  vertical  planes  of  attach- 
ment between  the  wings  and  beam; 

Sh  --  Total    shear   in   pounds   along   the   horizontal   plane   of  attadi- 
nicnt  between  the  rib  and  floor  plate; 

s  —   Maximum  shearing  strength  of  concrete  in  pounds  per  square 
inch ; 

y» 

K  =  — 

yi 

1  —  Length  of  span  in  feet; 

P«'  "  Total    compression    in    pounds     at    maximum     load     between 
neutral  axis  and  underside  of  floor  plate; 

Pc"  —  Total  compression   in  pounds   in   flange  at   maximum   load. 

All  other  functions  are  as  shown  by  I'i^:.  J05,  and  arc  in  inches. 
There  are  three  methods  of  failure  above  the  neutral  axis : 

1.  By  compression  in  the  tlange ; 

2.  By  deficiency  in  Sv  owing  to  smallness  of  t : 

3.  By  deficiency  in  Sj,  owing  to  smallness  of  b. 

It  would  be  desirable  to  have  equal  strength  in  all  these  direc- 
tions, but  this  is  not  always  possible  owing  to  other  considera- 
tions.    Where  it  is  possible  we  have, 

Pc"  =  St  =  Sh    (19) 

But    Sh  =-  3  bsl    (20) 

and     St  --  6  tsl    (21) 
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The  shearing  stress  is  a  maximum  at  the  ends  and  lor  uni- 
formly loaded  beam  varies  uniformly  to  zero  at  the  center.  The 
value  St  may  be  increased  about  50  per  cent.,  owing  to  the  metal 
reinforcement  in  the  underside  of  floor  plate,  which  is  always 
present  in  these  designs.  '  If  vertical  shear  bars  were  used  the 
same  increase  could  be  made  in  Sh,  but  ordinarily  these  would 
not  be  used  so  we  will-  not  separately  discuss  this  condition. 
Equation  (21)  then  becomes 

St  =  9  tsl    (22) 

Assuming  the  compression  stress  diagram  to  be  a  parabola 

Pc"  =  %  (I  -  K''»)  f.biyx  (23) 

* 

This  is  on  the  assumption  that  the  outer  ends  of  the  wings 
would  be  just  as  heavily  stressed  as  the  portion  next  to  the  beam. 
This  would  not  be  the  case,  the  stress  varying  according  to  the 
ordinates  to  a  parabola  from  zero  at  the  outer  ends  to  a  maximum 
at  the  beam,  and  we  should,  therefore,  multiply  the  above  value 
^\v  2/3.  The  portion  of  this  width  over  the  beam  itself  would 
not  be  subject  to  this  modification,  but  there  are  other  influences 
tending  to  offset  this  so  that  the  above  is  sufficiently  correct. 

Then  Pc"  =  V,  (I  —  k'/^)  fcb.y,   (24) 

From  (20)  and  {22)  we  see  that  if  t  is  not  less  than  -    fail- 

ure  will  not  occur  along  the  vertical  sides  of  beam  where  wings 
attach.  Now  we  will  assume  at  once  that  t  will  not  be  allowed 
to  have  a  value  less  than  this.  This  leaves  us  to  consider  the 
relation  between  P/'  and  Sh  only.     We  then  have  from   (20) 

and  (24) 

3bsl- %  (I  _K'«)  fcb.y„ 

from  which 

27bsl 

1>»  -  (25) 

4(1  -  K"'*)  fcyi 

The  theoretical  relation  between  s  and  f,.  is 

fc 

s  ^=  (see  Johnson's  Materials  of  Construction,  p.  29)  .  (26) 

2  tan  B 

wliere  o  is  the  angle  made  by  the  plane  of  rupture  on  a  com- 
pression specimen  of  moderate  length  with  a  plane  at  right  angles 
to  the  direction  of  stress. 
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ft 

For  concrete  this  angle  is  about  60°,  hence 

fe 

s  =  (27) 

3464 

But  this  value  is  high  in  view  of  the  liability  of  concrete  to 
crack  and  we  recommend  that  twice  the  strength  be  provided 
in  the  shearing  values  on  this  basis  that  is  used  in  compression. 

We  would  then  have  Sn  =  2  Pc".  or 

3bsl  =  7,  (I  -  K'/«)  felhyi 

from  which 

27bsl 
b,  =  

8(1  —  K''>  fey, 
and  substituting  the  value  of  s  we  have  with  sufficient  accuracy, 

bl 
bi  =  (28) 

(I  -K'/«)y, 

We  will  now  insert  this  value  in  (24)  and  proceed  to  obtain 
the  moment  of  resistance.  At  times  the  above  value  of  bj  would 
be  greater  than  the  spacing  of  the  beams,  in  which  case  the  latter 
distance  would  be  used  for  the  value  of  b,  in  (24),  and  the  other 
values  worked  over  on  thi§  basis. 

From  (24)  and  (28)  then  we  have, 

Pc"  =  V,  fob!  (29) 

also 

Pc'  -  %  K'/«  fcby,   (30) 

Then 

2  fob    /2I           ,,        \ 
Pc  -  (-  T  K'/«y.  j -..(31) 

Pt  =  .8   f tby,    (32) 

Fa*b 

P-  ■--  (33) 

(1 

But 

Pc  =  Pt  +   P (34) 

From  which 

an?        I    r2fcb   /2I        ,,         \                     1 
-  f-+K'/«  yr  j  -.Sftby,      (35) 

and 

Kyi               (I  +  K)yi  y. 

Mo  -  P'.  +  P"c +  Pt  —  +  P.y,. ...  (36) 

2  2  2 

Problem :    Required  the  size  of  Tee  shaped  beam  necessary  to 
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carry  a  total  ultimate*  load  of  600  pounds  per  square  foot  on  a 
span  of  thirty-two  feet,  ribs  to  be  nine  feet  apart. 

ITien 

12  X  9  X  600  X  1,024 

M  =  =  8,300,ocx)  inch  pounds. 

8 

Let  us  assume  a  depth  of  beam  h  equal  to  22  in.  Then  y^  +  y^ 
=  20  in.  For  this  spacing  of  beams  the  thickness  of  floor  plate 
should  be  4  in. 

Using  special  rock  concrete  we  have  from  (12) 

20 
yx  ~  =  9.3  in.  and  ya  ==  10.7  in. 


Then 

and 

Then 
and 


yi  —  t      5.3  ,, 

K  = =-  .57,  and  K  '«  --=  .43. 

y.  9-3 

Pc'  =  %  K'^*    frby,  =  %  X  .43  X  2,400  X  9.3b  =    6,400 1> 

Pc'  =  Vj,  f.l)l              =  V,  X  2,400  X  32b  =  34,100  b 

Pc  =  40,500  b 

Pt  =  .Sftbva  =  .8  X  200  X   10.7b  =    1,715  b 


P-  =  38,785  b 

a=b  38,785  b 


50,000 


-^  .776  b 


Kyi  (i  +  K)y,  y2 

2  2  2 

■=  6,400  b  X  2.65  +  34.100  b  X  y.2  +  1715  b  X  5.35  +  38,785  b  X  10.7 
=  690,130b 

8,300,000 

b  = =  12.03  in. 

690,130 

Substituting  in   (28)   we  have 

12  X  ^2 
bi  = =  72.5  in.  or  6  ft. 

.57  X  9.3 

As  this  value  of  b,,  which  we  have  used  in  determining  the 
value  of  Pc"  above,  is  less  than  the  spacing  of  the  beams  it  is 
the  proper  one  to  have  used.  It  will  be  noted  th.t  t  is  just  one- 
third  of  b. 

From  the  foregoing  we  derive  the  following  rcl  itions  for  good 
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grade  of  1:2:5  Portland  cement  rock,  concrete,  where  f©  = 
2400 ;  ft  =  200 ;  Ec  =  2400,000 ;  £»  =  29,000,000 ;  F  =  50,000. 

P'.  =  1,600  K"^»  by,;  P.  =  160 by,;  F'c  =  1,066 bl. 

a^b        P'«  —  Pt  +  P"c 
Also  = =  number  of  squ?re  inches  of  metal  re- 
el                  50,000 

quired  in  rib. 

/y«  t  \  /  t  y. 

Mo    =    Pc'    (  —  +  y, )    +   Pc"  (  y,   +  y, —   P.—  = 

\2  2   /  \  2  2 

ultimate  moment  of  resistance  in  inch  pounds. 

All  measures  of  length  in  inches  except  1,  the  length  of  span, 
which  is  in  feet. 

The  value  of  t  must  not  be  less  than  one-third  b. 

The  value  of  b  represents  the  maximum  width  of  flange  that 

can  be  utilized  in  figuring  the  strength  of  the  Tee,  and  its  value 

is: 

bl 
bl  =  . 

(I  -  K''«)y, 
Where  this  value  of  b,  exceeds  materially  the  distance  between 
the  ribs,  the  above  formuUe  can  not  be  used,  and  the  value  of 
Pc"  would  have  to  be  obtained  from  the  general  equation  (24). 

SHEAR  IN  STEEL-CONXRETE  BEAMS. 

Let  Mo'  —   moment  of  resistance  in  inch  pounds  at  12  in.  from  end  of 
beam  carrying  its  ultimate  load. 
Mo  =  ultimate  moment  of  resistance  in  inch  pounds  at  center. 

1  =  span  of  beam  in  feet. 
Xa  =  elongation  per  inch  at  the  plane  of  the  metal,  at  section  12  in. 

from  end. 
b  =  width  of  beam  in  inches. 

s  =  ultimate   shearing  strength  of  the  concrete,  about  one-fourth 
the  ultimate  compressive  strength. 
Other  functions  as  already  given. 

4I  — 4 
Then  Mo'  --  Mo  for  uniformly  loaded  beam (l) 

1' 

Mo' 
X,  = 

Ec  by.^"      Er  by,=       E-  aV^' 

+ +  (2) 

3y3  3  d 

2  E.a*b 

byi' =  by,'  +   ya    (3) 

Ec  d 
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yi  =  h  —  y*  —  e 

E«  Xs  a*b 
P.  = ... 


(5) 


After    designing     the    beam     by     the    beam     formula    given    above. 

an> 

,  yi  +  ya,  Ec,  E«,  and  b  are  known.    From  ( i )  we  obtain  M'«  and  from 

d 

(3)  and  (4),  yi  and  ys.  From  (2)  will  be  obtained  Xa,  which  inserted  in 
(5)  will  give  the  pull  in  the  bars  which  has  to  be  absorbed  by  shearing 
stress  in  the  concrete  over  an  area  =  12  b.  As  it  is  desirable  to  take  twice 
the  factor  of  safety  in  shear  that  is  taken  in  bending,  P«  should  not  exceed 
6bs.  where  s  is  taken  at  one-fourth  the  compressive  strength  of  the  con- 
crete. 

If  beams  are  loaded  at  two  points  some  distance  apart  the 
maximum  shearing  stress  is  likely  to  be  a  very  different  character. 
The  bending  moment  being  uniform  between  the  loading  points, 
the  first  cracks  on  the  tension  flange  are  as  apt  to  occur  under 
one  of  the  loads  as  in  the  middle  and  this  will  greatly  reduce  the 


Fig.  20(5.— Shear  Diagram,  Johnson's  Formula. 

Strength  of  the  anchorage  of  the  ends  of  the  bars  represented  by 
Ihe  shearing  resistance  of  the  concrete  along  the  plane  just  above 
the  metal  between  the  crack  and  the  end  of  the  beam.  This  is 
especially  true  as  the  maximum  shearing  stress  along  this  plane 
is  likely  to  be  double  the  average  stress.  In  such  cases,  as  also 
in  cases  of  uniform  load  where  the  shear  exceeds  the  limits  above 
g^iven,  the  bars  should  be  bent  up  at  the  ends,  as  shown  in  Figs. 
^06  and  207. 

The  discussion  of  formulas  i  to  17,  only  applies  to  beams  on 
knife-edge  supports  and  is  inadequate  when  applied  to  rectangu- 
lar beams  used  in  flooring  where  there  are  haunches  on  the  beams 
and  flooring  in  the  adjacent  panels.  There  is  no  scientific  dis- 
cussion of  such  a  construction,  but  we  know  from  experience  that 
it  has  about  twice  the  carrying  capacity  of  a  construction  acting 
as  a  simple  beam  resting  on  knife-edge  supports.  The  haunches 
on  the  beams  produce  a  continuous  girder  action,  such  that  the 
external  bending  moment  in  the  middle  is  only  about  two-thirds 
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as  great  as  if  it  were  free  at  the  ends;  also  the  floor  in  the 
adjacent  panels  produces  an  interior  arching  action  within 
the  thickness  of  the  slab,  increasing  the  area  of  the  compressive 
stress  diagram,  about  one-third  of  this  extra  compression  being 
counteracted  by  the  adjacent  floor  panels,  instead  of  by  the  re- 
inforcement.   The  effect  of  these  two  elements  is  to  double  the 


Fig.   207.— Shear  Diagram.  Johnson's  Formula. 

strength  of  the  beams  as  used  in  floors.  If  the  beam  does  not 
have  haunches  projecting  below,  but  is  itself  the  full  depth 
throughout,  then  only  one-third  should  be  added  to  the  value  of 
the  moment  of  resistance. 

Beams  of  Tee  shape  are  not  greatly  strengthened  by  incorpora- 
tion in  floor  panels,  inasmucli  as  most  of  the  compressive  strength 
comes  from  the  flanges  too  high  up  to  be  affected  by  the  interior 
arching  action.  That  is  to  say,  P"c  would  remain  practically  the 
same  and  Pc  would  be  increased  probably  fiff\'  per  cent.  But 
the  latter  is  usually  so  small  as  to  make  this  increase  of  little 
value. 


CHAPTER  XXI. 
THEORY  OF  COLUMNS. 

Reinforced  concrete  columns  are  of  two  general  types:  First 
columns  with  straight  reinforcing  rods,  and,  second,  hooped 
columns. 

Concrete  Columns  with  Straight  Beinforcing  Bods. — These 
may  be  divided  into  two  classes.  First:  When  light  reinforce- 
ment is  used.  In  this  class  may  be  included  all  columns  where 
the  area  of  the  reinforcement  is  only  a  small  percentage  of  the 
cross-section  of  the  column  and  no  appreciable  error  will  result 
if  it  be  neglected  when  computing  the  sectional  area  of  the  con- 
crete. Second :  When  a  higher  percentage  of  metal  is  used  and 
it  becomes  necessary  to  deduct  its  area  from  the  total  area  of  the 
piece  to  obtain  the  correct  area  of  the  concrete. 

We  will  assume  a  column,  having  a  cross-section  of  any  form, 
round,  square,  rectangular,  etc..  and  reinforced  with  straight 
bars  of  round,  square  or  any  desired  section,  subjected  to  com- 
pression due  to  a  load  P,  acting  along  its  axis.  If  the  column 
was  composed  of  homogeneous  materials  the  sectional  area  re- 
quired to  sustain  the  load  P  would  be 

P  =  fcA  +  f.'^A.  (i) 

^V'here  fc  =  the  allowable  working  stress  on  the  concrete  and  f^^ 
^bat  of  the  metal,  A,  represents  the  sectional  area  of  the  concrete 
^J^cl  Ag  that  of  the  metal.  The  deformation  due  to  a  load  P  will 
c^use  the  displacement  of  any  section  taken  at  right  angles  to 
^"^  axis  of  the  column,  to  a  position  parallel  to  itself.  In  order 
^"^t  the  concrete  and  the  metal  may  act  as  a  homogeneous  mate- 
^^^1  their  deformations  must  he  equal,  and  we  have  the  condition 
^^^t  the  stress  upon  each  material  must  be  j)roportioned  to  its 
^^^fficient  of  elasticity,  or 

fc  in' 

-  (2) 

£c  £■ 

^hen  Ec  and  Es  are  the  coefficients  of  elasticity  of  the  con- 
^^^te  and  the  metal  respectively.     Equation  (2)  may  be  written 
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f.c  =   fe    /_L\ (3) 

Substituting  this  value  of  Fg  in  equation  ( i ) ,  there  results 

A. 


Ai 


(4) 


Ec 
The  ratio  of  the  coefficient  of  elasticity  of  steel  to  that  of  con- 

E. 
Crete  is  usually  expressed  by     e  =  — 

Eo 

and  formulas  (3)  and  (4)  become 

f.^  =  cfc (5) 

P  =  fc  (A  +  c  A.)   (6) 

Columns  Heavily  Beinforced. — When  the  percentage  of  metal 
used  is  increased  it  is  necessary  to  determine  more  closely  the 
sectional  area  of  the  concrete.  Subtracting  from  the  total  sec- 
tional area  the  area  of  the  metal  the  true  area  of  the  concrete  is 
obtained,  or  Ac  =  A  —  Ag. 

Substituting  this  value  in  equation  (6)  and  reducing 

P  =  fc  (A  +  (e  —  i)  A.)   (7) 

This  equation  may  be  used  for  computations  of  columns  in 
which  the  percentage  of  metals  used  is  greater  than  i  per  cent. 

The  above  formulas  are  applicable  to  columns  having  a  length 
not  exceeding  from  20  to  25  times  their  diameter.  When  a 
greater  length  than  this  is  used,  Euler's  formula  for  flexure, 
given  below,  should  be  used.  For  all  practical  purposes  it  will 
be  found  that  no  formula  for  flexure  will  be  needed,  as  columns 
longer  than  25  diameters  are  seldom  used.  For  important  work 
and  very  heavy  loads  it  will  be  well  to  limit  the  length  to  20  di- 
ameters or  less.  In  classic  architecture  the  total  length  of  the 
column,  including  the  base  and  capitol,  does  not  exceed  from  10 
to  15  diameters.  Slender  columns  have  an  appearance  of  weak- 
ness, and  for  this,  if  for  no  other  reason,  should  often  be  avoid- 
ed. Again,  great  difficulty  will  be  experienced  in  securing  a 
thoroughly  homogeneous  concrete  when  constructing  slender 
columns.  It  will  often  be  advisable  on  the  score  of  economy  to 
use   larger  sections  than  theoretical   requirements  call  for. 


• 
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Euler's  formula  for  long  columns  with  fixed  ends  is  (see  Mer- 
riman's  Mechanics  of  Materials)  : 

P  =  4 (8) 

V 

in  which 

I  =  the  moment  of  inertia  of  the  column. 
E  =  the  coefficient  of  elasticity  and  may  in  the  case  of 
reinforced  concrete  columns  be  taken  as  Ec,  the 
coefficient  of  elasticity  of  the  concrete. 
1  =  the  length  of  the  column  in  inches. 
For  a  rectangular  column  of  reinforced  concrete 

I  =  V«  bd»  +  e  A.  y* (9) 

y  being  the  distance  of  the  center  of  the  reinforcing  bars  from  the 
axial  plane  of  the  column. 
For  square  ended  columns  formula  (8)  becomes 


/bd»  \ 

4^  ( -treA.y'  )  E 


P  = (10) 

1* 

^^iibstitutmg  tor  e,  a  value  of  10  and  for   ^-  its  value,  this  formula 
t^eoomes 

/  b(l'  \ 

39.48   I  +  10  A«  y*  I   Ec 

P  =  — (II) 

1= 

T^ormula  (11)  gives  the  ultimate  strength  of  the  column,  and 
^*^  obtain  a  working  formula  a  suitable  factor  of  safety  should 
^  used.    For  square  columns  b  =  d  and  the  expression 

bd»  d* 

becomes  , 

12  12 

anq  equation  (11)  becomes 


(iL.,„A.,.) 


E 


c 


P    -  39.48  (12) 

1' 

For  circular  columns  and  columns  of  polygonal  section  approxi- 
mating a  circular  form,  the  value  of  the  moment  of  inertia  I 
when  d  =  the  diameter  of  the  columns,  becomes 

T  =  (0.0491  d*  +  10  A-  y') (13) 
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Substituting  this  value  of  I  in  equation  (8)   it  becomes 

4  ^  (0.0491  d*  4-  c  At  y*)  Ec 


(14) 

1' 

replacing  e  and  it  by  their  numerical  values,  we  obtain  for  the 
ultimate  strength  of  round  columns 

(.0491  d*  +  10  At  y')  Ec 

P  =  39.48  (15) 

1' 

For  heavily  reinforced  sections  Euler*s  formula  for  columns 
with  fixed  ends  takes  the  form 

4,r»[(Ie  _  10  +  el.lEc 

P  =  (16) 

1' 

When  Ic  =  the  moment  of  inertia  of  the  whole  section  and 
Ig  =  the  least  moment  of  inertia  of  the  reinforcement  with  refer- 
ence to  the  axial  plane  of  the  column  and  Ec,  as  before,  the  co- 
efficient of  elasticity  of  the  concrete. 

Now,  Ic  =  As  y-  when  A^  =  the  area  of  the  metal  and  y  is 
its  distance  from  the  axial  plane.  Ic  has  the  same  value  for  rec- 
tangular, square  and  round  sections  as  before,  and  the  equatioa 
becomes : 

For  rectangular  columns 

/  ^^^'  \ 

4  »*  I  i-  (e  —  1 )    A».  y*  I  Ec 

\   \2  J 

P== .-..(17) 

1' 

For  square  columns 

4ir'  I +  (e  —  I)    A.yM   Ec 

P  = ' (i«) 

1' 

and  for  round  columns 

4  TT-  [.0491  d*  +  (c  —  I )  As  y']  Ec 
P  = (19) 

Substituting  the  values  of    it    and  e,  as  before,  formulas  (17) 
(18)  and  (19)  become,  respectively: 
For  rectangular  columns 

\u\^  1 

39.48     +  9  A.  y*      Ec 

12 

P  = (20) 

1' 
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For  square  columns 

3948 


+  QAsy^  I  Ee 


12 

P  =  — = =— (21) 

1= 

For  round  columns 

39.48  [.0491  d*  +  9  A«  y"]  Ec 

(22) 


1' 

It  should  be  remembered  that  formulas  (20),  (21)  and  {22) 
are  for  the  ultimate  strength,  and  when  a  working  formula  is 
desired  a  proper  factor  of  safety  should  be  introduced.  When  it 
is  desired  to  use  another  value  for  e  than  10,  it  should  be  intro- 
duced inequations  (6).  (7),  (10),  (11),  ( 15),  ( 16),  ( 17),  (18), 
and  (19). 

Formulas  20,  21  and  22  may  be  used  to  check  the  columns  of 
existing  structures  or  to  design  a  column  to  support  a  given  load. 
When  used  to  check  a  column,  the  sectional  area  of  both  the 
concrete  and  the  metal,  together  with  the  load,  may  be  given  to 
determine  the  working  stress,  fc,  in  the  concrete,  or  safe  working 
stresses  may  be  assumed  and  a  value  for  P  computed.  When  the 
c^esign  of  a  column  to  support  a  given  .load,  P,  is  to  be  made,  a 
vorking  value  for  f,.  is  assumed ;  we  have  then  to  determine  the 
value  of  A  and  Ag  and  the  problem  becomes  a  tentative  one. 
Usually  practical  considerations  fix  within  narrow  limits  the 
size  of  column  desired  and  the  area  of  steel  necessary  to  sup- 
plement the  concrete  or  the  percentage  of  steel  to  be  used  is 
fixed  upon  in  advance,  and  the  areas  of  concrete  and  steel 
may  be  determined  by  assuming  a  section  and  computing  its 
strength  by  the  formula  to  determine  if  the  working  stresses 
fr  and  it,''  approximate  the  working  stress  determined  upon  for 
the  given  structure.  Usually  a  section  having  the  proper  work- 
ing stresses  may  be  found  after  two  or  three  trials.  Examples 
will  be  given  showing  the  use  of  the  formulas,  both  for  checking 
end  designing  columns. 

Example  i. — Let  it  be  required  to  check  the  section  of  the 
Hennebique  colunm  described  on  page  467. 

The  section  of  the  column  is  35  x  35  cm.  "=  1225  sq.  cm.  = 
total  area  of  col.  4  rods  20  mm.  diam.  =^  3.14159  x  10-  x  4  =- 
^257  sq.  mm.  =  12.57  sq.  cm.  area  of  metal.  Comparing  the 
total  area  of  reinforcement  with  the  area  of  column  it  is  observed 
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that  the  reinforcement  is  approximately  i  per  cent.  We  will, 
therefore,  use  formula  (6), 

P  =  fc  (A  +  10  A.). 
The  total  load  was  43,000  kg.,  and  we  liave 

43.000 
fc  = =  31.8  kg. 

1,225  +  10  X  12.57 

total  compression  per  sq.  cm.  on  concrete,  or  approximately  450 
lbs.  per  sq.  in.,  which,  while  a  little  high  for  the  load  on  column, 
is  at  times  used  by  some  designers. 

Example  2. — Determine  the  safe  load  which  can  be  carried  by 
the  column  for  a  Chicago  store  building,  shown  in  Fig.  319. 
The  size  of  the  column  is  20  x  20  ins.  =  400  sq.  in.  4  rods  2  ^% 
ins.  diameter  =  5- 1572  x  4  =  20.6288  sq.  ins.,  or  approximately 
5  per  cent.  In  this  case  we  will  use  formula  (7).  P  =  f^ 
(A  +  (e  —  i)  Ag).  It  is  necessary  to  assume  a  safe  working 
stress  for  fc.  The  concrete  used  w^as  a  1:2:2  mixture,  and  its 
crushing  strength  may  be  taken  at  3,600  lbs.  If  a  factor  of  safety 
of  6  be  used,  the  working  strength  will  be  600  lbs.  per  sq.  in.,  and 
we  have,  substituting  in  the  formula,  taking  e  =  10, 

P  —  6oo  C400  +  9  X  20.63) 
=--=  351400  --=  1757  tons. 

Example  3. — Let  it  be  required  to  determine  the  size  of  a  col- 
umn 12  ft.  long  necessary  to  carry  a  load  of  40  tons,  using  a 
1 :2 :4  concrete  with  a  working  stress  of  500  lbs.  per  sq.  in.,  re- 
inforced with  3  per  cent,  of  metal.  We  will  assume  that  e  has  a 
value  of  10. 

We  then  have 

P  -   40  ions  —  80,000  lbs. 

fc  —   500.  c   —   10.  p  —  .03,  and  Ah  ^^  .03 A; 

and  Formula  (7)  is 

P  -  fc    I A   f  (c  —  I)  A.]. 
Transposing, 

P 

-   A'  f  ()    X  .03  A  ^  ^  I.J7  A. 


fc 

80,000 

^  I.J7  A. 

500 

A  --  126       sq.  ins. 

Add  2  sq.-  ins.  for  chamfers      2 

A«  ^  126  X  .03  =^       :^,yS 


« 


131.78  sq.  ins. 


THEORY  OF  COLUMNS.  385 

A  column  11.5  x  11.5  ins.  =  132.5  sq.  in.  4  rods  1%  ins.  in  di- 
ameter =  0.994  X  4  =  3.976  sq.  in.,  giving  an  area  of  reinforce- 
ment slightly  in  excess  of  area  required. 

As  the  column  required  is  only  12  ft^  long,  it  will  not  be  nec- 
essary to  test  it  by  Euler's  formula  for  bending. 

Example  4. — What  will  be  the  size  of  column  necessary  to 
carry  the  same  load  as  in  the  last  example,  but  reinforced  with  i 
per  cent,  of  metal. 

As  before 

P  =  40   tons   —   8o,cxx)  lbs. 
fc  =  500  lbs.  e  =  TO. 

p  =  .or,  and  A«  =  .oi  A. 

As  only  i  per  cent,  of  reinforcement  is  to  be  used,  we  will  em- 
ploy Formula  6. 

P  =  fc   (A  +  eA.) 

or, 

80,000 

=   1. 10  A,  and 


500 

A  =  145.45  +  SQ-  inJ^- 
A«  =  1.45   +  sq.   ins. 
A  column  12^A  x  12^        —     150    sq.    ins.    concrete. 

Less  2  sq.  ins.  for  chamfers        2 


•<       ((  (( 


148  sq.  ins.  concrete. 

Four  rods  *Vi«  m.  diameter  =  1.48  sq.  ins.  metal.  These  sec- 
tions will  be  adopted.  The  column  with  i  per  cent,  reinforce- 
ment will  be  the  more  economic  of  the  two.  Thus,  assuming  the 
cost  of  the  concrete  in  place  at  $8.00  per  cu.  yd.  and  the  cost  of 
metal  in  place  at  3  cts.  per  lb.,  we  obtain  the  following  costs : 

With  2^c  reinforcement: 

For  cost  concrete — 

II %"  X  irV^"  X  12'  =  11.04  cu.  ft.  concrete. 

11.04 
X  $8.00  ^-  $3.27. 

48  ft.  1%  diam.  rod,  at  3.379  lbs.  —  162  lbs. 

162  lbs.  at  $0.03  -    $4.86. 

^3-27 
4.86 


Total  cost    —    $8.13 
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For  1%  reinforcement: 

i2\i"  X  12V4."  X  12'  =  12.50  cu.  ft. 

12.50  X  $8.00 


$3.66 

48  ft.  "/le-in.  diani.    rod,  at  1.262  lbs.  =  61   lbs. 

61  lbs.  at  $0.03  =  $1.83 


Total  cost   =  $5.49 

The  saving  when  i  per  cent,  of  reinforcement  is  used  will  be 
$8.13  —  $549     ~'  $2.64,  or  a  saving  of  32.6  per  cent. 

Ihe  value  of  the  ratio    —  represented  bv  c  varies  according 

to  the  quality  of  the  concrete  used.  Values  from  6  to  20  are 
used  by  different  engineers.  In  general,  the  value  of  e  may 
be  taken  at  10,  which  value  probably  represents  the  approximate 
valtie  of  this  ratio  for  ordinary  concrete  tised  in  compression. 
However,  if  the  true  value  of  e  varies  slightly  from  the  value  10 
here  chosen,  it  will  not  affect  materially  the  working  stress  of 
the  concrete  or  the  size  of  the  colinnn.  For  assuming  vakies  of 
e  at  8,  10,  15  and  20  and  substituting  in  Formula  (6)  we  obtain 
for   I   per  cent,   of  reinforcement : 

P 
For  e  ^^    8  —        1.08  A 

f.- 

P 

for  c    ^10  —        I. TO  A 

fc 

P 

for  c  =  15  —     -  I. IS  A 

fc 

P 

for  c  —  20  —   -  1.20  A 

fc 

Taking  e  -  -  10  as  the  basic  value  for  e  =^  8,  or  a  value  of  20 
per  cent,  less  than  to.  wc  have  t.to  —  T.08  =  .02  decrease,  or 

.02 

=1.8  per  cent,  change  in  area. 


I. TO 

In  a  like  manner,  for  e  -  -  T5,  or  an  increase  in  value  of  50  per 
cent,  over  our  basic  value,  we  have  an  increase  in  section  of  4.54 
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# 

per  cent.,  and  for  e  =  20  an  increase  in  section  of  9.1  per  cent. 
For  a  higher  percentage  of  metal  than  i  per  cent,  the  change  in 
section  will  be  somewhat  greater  than  that  here  shown,  the 
largest  increase  resulting  when  the  highest  percentages  of  metal 
are  used.  This  makes  a  close  determination  of  the  value  of  e  de- 
sirable when  high  percentages  of  metal  are  to  be  used. 

The  method  of  reinforcing  columns  with  longitudinal  rods 
has  not  proved  entirely  satisfactory  for  many  reasons.  It  is 
often  impossible  to  keep  the  upright  rods  in  proper  position  dur- 
ing the  construction  of  the  column.  Again,  rods  thus  embedded 
in  concrete  are  not  in  a  position  to  develop  the  full  strength  of 
the  steel,  as  before  the  shortening  has  become  great  enough  to 
develop  the  full  strength  of  the  concrete  the  metal  has  reached 
its  elastic  limit.  The  low  stresses  in  the  steel  and  comparatively 
low  working  stresses  in  the  concrete  not  only  do  not  give  an 
economic  section,  but  when  heavy  loads  are  to  be  carried  neces- 
sitates so  large  a  column  as  to  be  very  objectionable. 

While  it  has  been  admitted  up  to  the  present  time  that  stone 
mortar  and  concrete,  when  subjected  to  direct  compression,  al- 
ways fail  by  shearing  along  planes  inclined  to  the  direction  of 
stress,  recent  experiments  made  by  Messrs.  Foeppel,  in  Ger- 
many, and  Mesnager,  in  France,  seem  to  prove  that  this  method 
of  failure  is  due  to  the  friction  between  the  planes  of  the  test 
specimens  and  the  plates  transmitting  the  pressure.  The  friction 
between  these  surfaces  was  greatly  reduced  by  greasing  the  sur- 
faces of  the  testing  machine,  and  it  was  found  that  failure  took 
place  not  along  planes  inclined  to  the  axis  of  pressure,  but  along 
planes  parallel  to  the  direction  of  pressure.  If  these  experi- 
ments are  taken  as  conclusive,  it  is  evident  that  very  little 
strength  is  added  to  the  concrete  by  the  use  of  longitudinal  rein- 
forcement. It  is  evident  that  rods  in  this  position  cannot  pre- 
vent the  separation  of  the  molecules  either  vertically  or  obliquely. 
The  total  strength  will  then  be  that  of  the  concrete,  plus  that  of 
the  steel. 

Shrinkage  Stresses. — The  tendency  of  concrete  to  shrink  when 
setting  in  air  causes  high  internal  stresses,  tension  in  the  con- 
crete and  compression  in  the  steel.  Considere  describes  experi- 
ments made  in  1902  at  the  School  of  Bridges  and  Roads  at  Paris 
which  show  to  some  extent  the  stresses  resulting  from  the 
shrinkage  of  concrete  in  setting. 
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A  bar  of  1:3:6  concrete  6  ft.  6  ins.  long  and  4  ins.  square 
reinforced  with  4  rods  y^  in.  in  diameter,  placed  near  each  comer, 
showed  sufficient  shrinkage  of  the  concrete  at  the  end  of  3  months 
to  cause  a  compressive  stress  in  the  steel  of  6,540  lbs.  per  sq.  in. 
Similar  specimens  8  x  16  ins.  in  section  by  13  ft.  long,  reinforced 
with  4  rods  %  in.  in  diameter,  about  i^^  ins.  from  the  surface, 
showed  sufficient  shrinkage  to  produce  compressive  stresses  in  the 
steel  varying  from  10,800  to  14,220  lbs.  per  sq.  in.  Thus  we  see 
that  in  compression  members  the  stresses  induced  in  the  steel  by 
the  shrinkage  strains  become  of  so  great  importance  that  they 
must  not  be  neglected  in  computing  the  strength  of  the  member. 
Ordinary  concrete  can  stand,  without  crushing,  a  reduction  in 
length  of  from  .0007  to  .001  of  its  length.  Such  a  deformation  in 
the  concrete  will  cause  stresses  to  be  developed  in  the  metal  which 
will  vary  from  20,000  to  30,000  lbs.  per  sq.  in.  for  a  coefficient  of 
elasticity  of  30,000,000  lbs.  for  the  steel. 

Adding  this  stress  to  the  previous  stress  of  say  for  6,000  to 
14,000  lbs.  gives  a  total  stress  of  from  26,000  to  44,000  lbs.  per 
sq.  in.  on  the  metal.  These  stresses  approximate  or  exceed  the 
elastic  limit  of  mild  steel.  Therefore,  when  the  concrete  is 
strained  at  or  very  near  its  ultimate  strength,  the  steel  will  already 
have  been  strained  beyond  safety,  and  failure  will  not  be  delayed 
by  the  steel,  but  will  take  place  suddenly  and  without  warning. 
When  horizontal  ties  are  employed  to  bind  together  the  vertical 
reinforcements  at  intervals  about  the  thickness  of  the  columns, 
failure  takes  place  by  the  buckling  outward  of  the  rods  between 
the  tics,  accompanied  by  local  disintegration  of  the  concrete. 
Hence  the  total  strength  of  the  column  will  closely  approximate 
the  strength  of  the  concrete,  plus  that  of  the  longitudinal  rods 
when  stressed  up  to  their  clastic  limit.  After  the  elastic  limit  of 
the  metal  is  passed,  the  value  of  its  coefficient  of  elasticitv  is 
greately  reduced  and  its  power  of  resistance  becomes  correspond- 
ingly less.  The  portion  of  the  load  which  each  will  carry,  as  ex- 
plained above,  will  depend  upon  their  respective  sectional  areas 
and  the  moduli  of  elasticity  of  the  concrete  and  the  steel. 

When  longitudinal  reinforcement  is  used  the  bars  are  immedi- 
ately available  for  sustaining  a  certain  amount  of  load  as  soon  as 
they  are  built  into  tlic  column,  and  before  the  concrete  itself  has 
hardened  sufficiently  to  have  acquired  much  strength.  The  bars 
are  also  available  for  spanning  over  places  of  local  weakness.    The 
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adhesive  bond  between  the  concrete  and  the  metal  permits  a  trans- 
mission of  stresses  from  the  concrete  to  the  steel,  inducing  higher 
stresses  in  the  latter  at  points  where  local  weakness  exists  in  the 
concrete.  These  stresses  are  again  transferred  back  to  the  con- 
crete at  a  lower  point,  where  it  again  attains  its  normal  strength 
through  the  medium  of  the  bond. 

It  does  not  seem  advisable  to  depend  entirely  upon  the  bond  to 
transmit  the  stresses  from  the  steel  to  the  concrete  at  the  bottom 
of  the  column.  A  bearing  plate  or  suitable  shoe  should  there- 
fore be  placed  under  the  reinforcement  at  the  foot  of  the  column. 

Lean  mixtures  have  much  less  compressive  strength  and  are 
more  compressible  than  rich  mixtures.  It  follows  that  the  longi- 
tudinal reinforcement  will  be  subjected  to  higher  stresses  at  all 
stages  of  loading  in  a  column  made  with  a  lean  concrete  mixture 
than  when  a  rich  mixture  is  used.  We  may  therefore  conclude 
that  steel  with  a  high  elastic  limit  is  especially  desirable  for  rein- 
forcing columns  when  lean  mixtures  are  used. 

Under  working  conditions,  however,  neither  the  concrete  nor 
the  steel  is  highly  strained  and  the  metal  often  serves  to  transmit 
the  strain  through  .zones  of  comparatively  low  strength  which  are 
sometimes  present  in  concrete.  This  function,  which  is  seldom 
taken  into  account  when  determining  the  theoretical  strength  of 
concrete  columns,  is  one  nevertheless  which  should  not  be  lost 
sight  of  in  proportioning  the  columns  and  would  lead  to  condemn- 
ing the  use  of  unreinforced  or  very  lightly  reinforced  concrete 
columns  so  much  in  favor  for  certain  classes  of  work  at  the  pres- 
ent time.  This  point  should  be  emphasized  when  higher  working 
stresses  than  350  or  400  lbs.  per  sq.  in.  are  used. 

On  account  of  the  uncertain  action  of  columns  with  straight 
longitudinal  reinforcement,  it  is  desirable  to  use  comparatively 
low  working  stresses.  Factors  of  safety  ranging  from  6  to  10  are 
not  too  high  for  this  kind  of  member. 

Hooped  Concrete. — The  resisting  power  of  concrete  may  be 
augmented  by  reinforcing  it  against  lateral  yielding  either  by 
shearing  in  a  vertical  or  diagonal  direction  or  by  preventing  the 
concrete  from  spreading  laterally  as  shortening  takes  place  under 
heavy  loads.  It  has  been  found  that  when  a  block  of  concrete  is 
subjected  to  heavy  pressure  the  cohesion  between  the  molecules  is 
lessened  as  the  block  decreases  in  height  and  increases  in  size  in  a 
direction  perpendicular  to  the  line  of  pressure.    This  tendency  of 
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the  molecules  to  flow  liorizontally  is  resisted  by  the  cohesion  and 
the  friction  between  the  molecules.  If  the  lateral  expansion  is 
prevented  by  surronnding  the  concrete  with  a  tube  of  metal  or  by 
confining  it  with  spirals  or  hoops,  its  resistance  to  compression  will 
Ve  greatly  increased.  The  maximum  degree  of  efficiency  will  be 
reached  when  the  hooping  is  continuous  and  of  sufficient  strength 
and  rigidity  to  retain  the  component  parts  of  the  concrete  within 
certain  definite  limits,  ."^s  has  been  stated,  the  leaner  mixtures  of 
concrete  are  most  compressible.  Hence,  only  rich  mixtures  are 
suitable  tor  use  in  hooped  columns,  as  a  minimum  shortening  in 
the  column  length  is  desired  to  bring  the  hooping  into  action  as 
the  loads  are  applied. 

Experiments  made  at  Columbia  University  by   Prof.   Ira  H. 
Woolson  show  the  manner  in  which  concrete  confined  in  tubes 


Fig.  2(j,''.^view  Showing  Plow  of  Concrete  Under  Heavy  Pressure, 
flows  in  a  lateral  direction  when  subjected  to  excessive  pressure- 
A  series  of  short  colimms.  4  ins.  in  diameter  and  12  ins.  long, 
were  constructed  by  filling  steel  tubes  of  that  .size  with  finely 
crushed  stone  concrete  and  allowing  the  same  to  set.  The  con- 
crete in  the  column  tested  was  17  days  old  at  the  time  of  lest  anil 
appeared  to  bt;  very  hard.  The  metal  of  the  tubes  was  of  diflterent 
thicknesses,  varying  from  ' ;  in.  to  14  in.  The  heavier  metal  col- 
umns carried  a  load  of  150,000  lbs.  (about  12,000  lbs.  per  sq.  in.) 
without  injury  except  a  slight  shortening  of  less  than  ;4  '"■  The 
cohimns  with  the  light  weight  tubes  began  to  show  a  marked  de- 
form,Uion  under  a  load  of  120.000  lbs.  fQ.500  lbs.  per  sq,  in.) :  this 
gradually  increased  until  a  loa<l  of  150.000  lbs.  was  applied,  whert 
Ihe  tests  were  discontinued.  The  photograph,  Fig.  208,  shows 
what  hapjwned  in  rlifFercnt  cases. 
No.  I  was  unaffccteil  by  the  full  load,  N'o.  2  had  sustained  a 
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load  of  ii5,ocx)  lbs.  (9,000  lbs.  per  sq.  in.).  A  bulging  ring  at 
the  top  and  bottom  shows  that  failure  had  just  begun.  Nos.  3 
and  4  show  excessive  deformation  due  to  increase  of  load.  They 
all  compressed  3^  ins.  and  33^  ins.,  respectively.  The  diameter 
had  correspondingly  increased  to  about  5  ins. 

It  was  supposed  that  this  excessive  distortion  had  completely 
disintegrated  the  concrete  and  left  it  a  powdered  mass,  but  when 
the  tube  was  sawed  apart  and  removed,  the  concrete  was  found 
to  have  taken  the  exact  shape  of  the  distorted  tube  and  was  solid 
and  |>erfect  in  every  way  possible.  This  experiment  shows  con- 
clusively that  the  concrete  had  actually  flowed  under  the  pressure 
like  any  plastic  material.  The  concrete  was  apparently  perfectly 
dry  and  no  signs  of  moisture  could  be  observed. 

A  similar  experiment  is  discussed  by  Considere.  A  hooped 
prism  of  concrete,  a  i :  3.2  cement  gravel  mixture,  was  subjected 
to  a  pressure  of  7,940  lbs.  per  sq.  in.  of  the  original  section.  The 
prism  became  very  much  bent,  taking  the  shape  of  the  letter  S. 
The  maximum  deflection  was  0.4  ins.  in  a  length  of  13  ins.  The 
curvature  was  the  sharpest  at  the  middle  of  the  specimen,  the 
least  radius  of  curvature  being  about  2  ft.  The  stretched  fibers 
showed  no  transverse  cracks,  and  therefore  did  not  suffer  greatly 
from  the  extension.  The  computed  shortening  of  the  compression 
fibers  amounted  to  17  per  cent. 

The  hooping  and  longitudinal  reinforcing  were  removed  and 
the  concrete  core,  having  a  length  of  4  ft.  3  ins.,  could  not  only 
be  handled  without  breaking,  but  wlien  placed  on  two  blocks 
3  ft.  73^  ins.  apart,  it  required  a  load  of  55  lbs.  to  break  it  by 
bending.  One  half  of  the  same  core  not  so  much  bent  was  put 
on  two  supports  20j/^  ins,  apart,  and  required  a  load  of  428  lbs. 
to  break  it.  This  indicates  a  tensile  resistance  at  the  extreme 
fiber  of  205  lbs.  per  sq.  in. 

In  another  experiment  a  metal  tube  yyz  ins.  in  diameter  was 
filled  with  Portland  cement  and  bent  so  that  the  radms  of  curva- 
ture of  its  neutral  axis  was  21.6  ins.  The  metal  shell  was  then 
removed  and  a  piece  of  cement  cut  out.  The  cement  which  had 
been  subjected  to  this  great  deformation  did  not  break  and  only 
showed  a  few  cracks  on  the  compression  side. 

Another  test  described  by  Considere  was  as  follows :  A  speci- 
men mixed  with  the  proportions  of  i  part  of  cement  to  4.3  parts  of 
sand  and  gravel  withstood  a  pressure  of  10,270  lbs.  per  sq.  in. 
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with  a  maximum  longitudinal  shortening  of  2.8  per  cent,  and  an 
average  shortening  of  2.4  per  cent.  After  the  removal  of  the  re- 
inforcement the  concrete  core  sustained  a  pressure  of  924  lbs. 
per  sq.  in.  Another  specimen  withstood  a  pressure  of  6,970  lbs. 
per  sq.  in.,  with  a  shortening  of  0.6  per  cent.,  and  after  the  re- 
moval of  the  reinforcement  the  plain  concrete  withstood  a  pres- 
sure of  1 ,420  lbs.  per  sq.  in. 

Table  LXV'IIl.  gives  a  summary  of  the  results  obtained  by 
Considere  in  1901  from  tests  on  specimens  of  cement  mortar  1.6 
ins.  in  diameter,  reinforced  with  a  hooping  of  fine  iron  wire  and 
without  longitudinal  reinforcement.  The  mortar  was  mixed  in  the 
proportions  of  675  lbs.  of  cement  j)er  cu.  yd.  of  sand  (a  i  14  mix- 
ture by  volume,  assuming  i  cu.  ft.  of  cement  weighs  100  lbs.), 
with  the  exception  of  one  prism  in  which  the  proportion  of  cement 
was  730  lbs.  per  cu.  yd.  (a  1 13  17  mixture  by  volurre).  The  iron 
wire  was  drawn  cold  and  had  no  definite  elastic  hmit.  but  the 
stress  of  78,200  lbs.  per  sq.  in.  corresponded  with  what  was  vir- 
tually the  yield  point. 

TABLE  LXVIII. 
PROPERTIES  OF  HOOPED  CEMENT  MORTAR. 

Specimen  No i  2  3  4  5 

Cement   per  cu.  yd.  of  sand,  lbs 675       675       675        675       750 

Proportions    by    volume    1:4       1:4       1:4       1 : 4    1 : 3.7 

Age   of  mortar,   days 8         14         22         23         100 

Percentage    of     reinforcement    in     cross 
section    2  3  4  2         34 

Crushing  strength  of  total  section,   Ib.s. 
per  sq.  in 4,870    6,540    7,360  *  4,930  10,500 

Crushing    strength    of    mortar    (not    re- 
inforced)  lbs.  per  sq.  in 569        711        853        853     2420 

Increased  strength  due  to  hooping 4.301     5,829    6,507    4,077    8,080 

Calculated    resistance  of   iron   as   longi- 
tudinal   reinforcement     1.564    2,346    3,128     1,564    2,658 

Value    of    hooping    in     terms    of     longi- 
tudinal   reinforcement    2.7        2.5        2.1         2.6        3.0 

The  abov^  experiments  illustrate  to  some  extent  the  remark 
able  ductility  of  hooped  concrete,  and  the  enormous  pressure: 
which    it    will    sustain    without    apparently    losing   much    of    it- 
original  strength. 

Considere *s  Experiments  on  Hooped  Concrete. — M.  Considere 
made  a  large  number  of  experiments  to  determine  the  coefficient 
of  elasticity  of  h(K)pe(l  concrete.  Table  LXIX.  gives  details  of  a- 
few  of  these  experiments.  The  test  specimens  were  octagonal  in  sec- 
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I  

tion,  having  a  diameter  of  6  ins.  and  a  length  of  4  ft.  3  ins.  The 
prisms  were  reinforced  with  helicoidal  spirals  and  longitudinal 
rods.  The  amount  of  reinforcement  and  proportion  of  cement, 
both  by  weight  and  by  volume,  assuming  i  cu.  ft.  of  cement 
weighs  100  lbs.,  are  given  in  Table  LXIX.  The  amount  of 
shortening  under  given  loads  is  shown  in  Table  LXX. 

TABLE  LXIX. 
MATERIAL  OF  TEST  PIECES. 

Weight  of  Spirals.  Loneitadinal  Rods. 

Test      oeraenr  t«»  1       Pr<»portion        Diameter,        Sparing,  Diameter. 

No.    ca.  yd.  gravel,     by  volame.  iuehes.  inches.  Namber.  inches. 

1  840  I :  S.2  Va,  0.79  8  «    0.3125 

2  840  I  :  2f.2  V\  0.79  8  0.3125 

3  840  1 : 3.2  ^/4  0.79  20  0.276 

Similar  results  were  to  be  expected  in  the  various  prisms.  This, 
however,  was  not  found  to  be  the  case.  For  specimen  No.  i 
with  the  pressures  below  2,845  lt)s.  per  sq.  in.  gave  a  coefficient 
of  elasticity  of  7,110,000,  while  No.  2,  which  was  of  identical  com- 
position, gave  a  coefficient  of  elasticity  of  2,845,000  lbs.  per  sq.  in. 
This  difference  was  due  to  the  quantity  of  water  used  for  mixing 
the  concrete.  The  correct  amount  of  water  was  used  for  No.  i, 
while  an  excessive  amount  was  used  for  No.  2,  giving  a  soft  con- 
crete, which  did  not  acquire  the  compactness  essential  for  a  high 
coefficient  of  elasticity.  Thus  we  see  the  coefficient  of  elasticity 
may  vary  within  wide  limits,  according  to  the  amount  of  water 
used  in  mixing. 

L'pon  plotting  the  deflection  curves  it  will  be  found  that  after  a 
certain  pressure  has  been  exceeded  a  decided  change  in  the  in- 
clination of  the  curve  takes  place.  The  point  of  this  change  may 
be  taken  as  the  elastic  limit.  Gonsidere  found  that  the  elastic  limit 
and  the  resistance  to  crushing  arc  almost  independent  of  the 
amount  of  water  used  in  mixing,  but  vary  according  to  the  amount 
of  cement  used.  The  coefficient  of  elasticity  was  not,  however, 
found  to  be  affected  materially  by  the  amount  of  cement  used. 

During  loading  and  unloading  the  deformations  show  a  perma- 
nent set,  which  increases  if  the  same  load  was  repeated,  but  in  a 
less  and  less  degree,  and  rapidly  approaches  its  final  limit.  A  re- 
duction in  the  temporary  deformation  was  observed  during  the 
loadings  and  unloadings  following  the  first,  which  appreciably  in- 
creases the  coefficient  of  elasticity.  It  was  also  observed  that  the 
deformation  curves  for  the  repeated  loadings  turn  their  concave 
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side  to  the  axis  of  pressure,  while  it  is  convex  toward  tliat  axis 
in  the  curve  of  deformations  due  to  first  loading. 

It  follows  that  the  coefficient  of  elasticity,  wliich  is  graphically 
represented  by  the  inclination  of  the  tangent  to  the  curve  of  de- 
formation, increases  with  the  [)ressure  with  a  repetition  of  the 
loading,  instead  of  decreasing  with  an  increase  of  pressure,  as 
under  the  first  application  of  the  loading. 

It  is  evident  that  flexure  is  to  be  feared  in  a  column  under  liigh 
pressures,  and  it  is  therefore  unfortunate  that  the  ccK*fficicnt  of 
elasticity  which  is  directly  proportional  to  the  column  resistance 
decreases  with  the  increase  of  pressure,  as  is  the  case  under  the 
first  apphcation  of  the  load.  ( )n  the  other  hand,  it  is  especially 
fortunate  that  hooped  concrete  which  has  been  subjected  to  a  first 
load  has  a  coefficient  of  elasticity  which  increases  as  the  pressure 
increases,  providing  the  pressure  does  not  exceed  that  of  the  first 
load.  To  illustrate  this  point  a  specially  prepared  prism  was  test- 
ed.    This  prism  was  octagonal  in  section  of  4.3  ins.  diameter. 


TABLE 

LXXL 

EFFECi 

OF  REPEATED  LOADINGS. 

First  loadins  and 

8e«ond 

loadins  and 

Thinl  loadiiist  and 

Fourth  loa<ling  and 

unloading. 

unloading. 

anloadlng. 

unloading. 

Load.     Shortening. 

Load. 

Shortening, 

Load,      Short-ening. 

lioad.   N 

hortenin 

lbs.  per 
sq.  fn.         inches. 

lbs.  per 
sq.  in. 

lbs.  per 
«q.  in.          inrhPK. 

lbs.  per 
HQ. In. 

inches. 

inchflK. 

128           

1. 180 

.0504 

1,620          .w'/QO 

I,h2(» 

.553 

441          .0047 

1,620 

•0544 

3,170          .3105 

4.720 

.f)I4 

810          .0142 

1,990 

.0615 

4.720          .34(X1 

6,340 

.038 

1,180          .0205 

2,360 

.0693 

5.530          .3580 

7,nx) 

.658 

1.620          .0299 

3-170 

.1088 

6,340        .39&> 

7.525 

.669 

1,990          .0457 

3.990 

.1560 

7,525        •f»590 

7.910 

.684 

2,360          .0630 

4,7:20 

.2240 

7,910        .()6oo 

8,710 

.768 

1,620          .0606 

5,530 

.3600 

7,525        /\575 

10.29(1 

•   •   • 

1,180          .0599 

5,160 

.3590 

7,100        .6580 

9.280 

.950 

810          .0528 

4,720 

.3386 

6,340        .6540 

7,910 

.950 

441          .0394 

3,170 

.3^45 

4.720        .6410 

6,.^o 

O.M 

128          .0299 

1,620 

.2r>«S<) 

1,020        .5830 

I28 

.795 

•   •«■                        •■•• 

128 

.2410 

ij8        .5480 

•    •  •   • 

•    •  • 

The  concrete  was  a  1  cement,  i  sand  and  3.2  gravel  mixture. 
The  gravel  varied  from  0.2  to  i  in.  in  size,  and  the  sand  all  passed 
a  screen  having  0.2  holes.  The  helicoidal  .spirals  were  of  iron  wire 
0.17  in.  in  diameter,  the  adjacent  coils  were  approximately  0.82 
in.  centers  and  arranged  ^^^  ins.  in  diameter.  ICic^ht  longitudinal 
wires  were  also  used,  of  the  same  size  and  material  as  the  hrjop- 
ing  metal.  The  length  of  this  prism,  51.18  ins.  Tabic  LXXL 
gives  the  loading  and  resulting  deformation. 
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After  the  high  pressure  of  10,290  lbs.  per  sq.  in.  had  been  ap- 
pHed  and  removed  it  was  found  that  the  coefficient  of  elasticity 
was  as  high  as  after  the  application  of  the  lightest  pressure. 

Considere  draws  the  following  conclusions  in  regard  to  the  co- 
efficient of  elasticity:  *'The  application  of  a  first  pressure  on  a 
hooped  prism,  no  matter  how  high  the  pressure  may  be,  as  long 
as  it  is  below  the  breaking  load,  has  the  effect  of  raising  its  elastic 
limit  up  to  that  pressure.  The  coefficient  of  elasticity  which  is 
subsequently  developed  by  the  hooped  concrete  under  all  the 
variations  of  the  pressures  between  the  lowest  and  the  previously 
applied  load  is  higher  than  the  highest  coefficient  of  elasticity 
which  the  prism  had  before  the  test  load,  and  which  held  true  for 
a  low  pressure  only.  The  increase  in  the  coefficient  of  elasticity 
of  the  concrete  after  jthe  test  load,  as  compared  to  the  coefficient 
before,  is  so  much  greater  the  less  the  proportion  of  cement  and 
the  lower  the  quaHty  of  the  concrete." 

Elastic  Behavior  of  Hooped  Concrete. — To  determine  definitel}' 
the  effect  of  hooping,  it  is  necessary  to  test  identical  prisms  with 
and  without  hoops.  As  it  is  not  possible  to  make  identical  prisms 
with  and  without  hoops,  one  of  two  methods  must  be  followed  in 
making  a  test.  The  test  specimens  must  be  prepared  as  nearly 
alike  as  possible  and  corrected  for  their  differences  in  the  initial 
values,  or  a  prism  may  be  tested  with  its  spirals  and  then  tested 
again  after  the  spirals  have  been  removed.  By  means  of  sucn 
tests  Considere  determined  that  the  increase  of  the  coefficient  of 
elasticity  due  to  hooping  was  practically  equal  to  90  per  cent,  of 
the  coefficient  of  elasticity  of  longitudinal  rods  having  the  same 
weight  of  metal. 

It  is  generally  the  case  that  concrete  setting  in  the  air  shrinks 
or  contracts.  On  account  of  this  shrinkage  or  contraction  it  is 
evident  that  the  concrete  will  not  bear  effectively  against  the  wire 
hooping  until  the  load  has  been  applied  and  the  swelling  has  be- 
gun, thereby  bringing  the  concrete  and  the  spirals  into  close  con- 
tact. It  has  been  found  that  the  hooping  does  not  come  into  op- 
eration until  the  pressure  per  square  inch  reaches  a  limit  of  from 
1,200  to  1,500  lbs.  per  sq.  in.,  depending  upon  the  richness  of  the 
concrete.  The  above  condition  exists  before  the  application  of  the 
first  load.  After  the  first  load  has  been  applied,  however,  the  con- 
crete remains  in  close  contact  with  the  spirals  and  the  hoops  have 
their  normal  effect  upon  the  subsequent  application  of  loads. 
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Taking  into  consideration  these  facts,  it  would  appear  that 
there  is  considerable  difference  between  the  action  of  hoops  and 
longitudinal  reinforcing  rods.  As  has  been  stated,  longitudinal 
rods  are  compressed  by  the  shrinking  of  the  concrete,  are  brought 
immediately  into  action  upon  the  application  of  the  loads  and  rap- 
idly reach  the  elastic  limit  of  the  metal.  For  steel  this  limit  is 
reached  when  the  longitudinal  shortening  becomes  about  .06  per 
cent,  of  the  length.  The  hoops  compressed  by  the  shrinkage  must, 
on  the  contrary,  first  return  to  a  state  of  molecular  equilibrium 
before  they  take  tension,  and  this  tension  only  becomes  important 
when  their  longitudinal  deformation,  i.  e.,  lengthening,  has 
reached  values  aboye  0.06  per  cent,  of  its  length.  The  hoops  have 
only  begun  to  be  seriously  stressed  under  a  first  application  of  the 
load  in  prisms  hafdened  in  air  when  the  longitudinal  rods  have 
already  passed  the  elastic  limit,  are  almost  at  their  ultimate 
strength  and  cannot  offer  any  further  resistance. 

It  was  observed  that  the  hooping  did  not  produce  its  normal 
effect  on  the  elastic  behavior  of  the  concrete  until  the  load  ap- 

« 

proached  220  lbs.  per  sq.  in.  It  was  also  observed  that  after  the 
first  application  of  the  load  a  permanent  swelling  existed  in  the 
concrete,  which  brought  the  hooping  into  action  immediately  upon 
the  application  of  subsequent  loads. 

The  action  of  the  hooping  extends  through  a  wider  range  than 
that  of  longitudinal  rods,  the  elongation  of  the  hoops  or  spirals 
resulting  from  the  swelling' of  the  concrete,  which  is  small,  varying 
probably  from  0.3  ta  0.4  of  the  longitudinal  shortening.  The 
stress  in  the  metal  being  proportional  to  its  deformation  within 
its  elastic  limit,  it  is  evident  that  after  having  begim  to  deform 
the  deformation  is  much  slower  for  the  hoops  than  the  longi- 
tudinal rods.  As  has  been  explained,  this  resisting  action  of  the 
hooping  greatly  augments  the  resistance  of  the  column. 

When  concrete  is  gradually  hardened  under  water  it  expands, 
bringing  tension  upon  the  spirals  and  upon  the  longitudinal  rods. 
The  spiral  hooping  will  be  brought  into  play  at  once  when  the 
load  is  applied,  while  the  tension  in  the  longitudinal  rods  must 
first  be  overcome  before  the  compression  is  begim. 

The  elastic  limit  of  hooped  concrete  members  under  a  first  load 
evidently  ■  depends  upon  the  elastic  limit  of  concrete,  which  is 
reached  before  that  of  the  metal.  It  may  be  admitted  that  the 
shortening  of  the  concrete  increases  greatly  under  high  pressure 
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and  that  practically  the  elastic  limit  is  reached  when  the  short- 
ening becomes  equal  to  from  0.08  to  0.13  per  cent,  of  the  length  of 
the  member  under  load,  depending  upon  the  character  of  the 
concrete. 

Summarizing,  we  have  the  following  rules  in  regard  to  the  co- 
efficient of  elasticity  and  elastic  limit  of  hooped  concrete : 

( 1 )  For  the  first  load,  the  coefficient  of  elasticity  of  a  hooped 
member  is  equal  to  the  sum  of  the  coefficients  of  the  concrete,  of 
the  longitudinal  rods,  and  of  the  imaginary  longitudinals,  whose 
volume  shall  be  assumed  as  90  per  cent,  of  the  hoops  or  spirals. 

(2)  For  pressure  less  than  a  previous  test  load,  the  coefficient 
of  elasticity  of  a  hooped  member  is  equal  to  the  sum  of  the  co- 
efficients of  the  concrete,  as  increased  by  the  test  load,  the  existing 
longitudinal  rods  and  of  imaginary  longitudinals  whose  volume 
shall  be  assumed  as  double  that  of  the  hooping  or  spirals. 

(3)  The  elastic  limit  of  a  hooped  member,  for  a  first  load,  is 
equal  to  the  natural  elastic  limit  of  the  concrete,  increased  by  the 
resistance  of  the  reinforcing  as  found  for  a  shortening  of  0.0008 
to  o.odi3  and  computed  on  the  basis  indicated  above  for  the  co- 
efficient of  elasticity  under  a  first  load.  Every  load  has  the  effect 
of  making  the  final  elastic  limit  practically  equal  to  the  pressure 
due  to  this  load. 

Experiments  were  made  by  Considere  to  determine  the  increase 
in  strength  due  to  hooping,  by  confining  sand  in  a  tube.  It  can  be 
easily  shown  that  the  resistance  given  to  the  sand  by  the  steel  is 
2.4  times  as  much  as  would  be  offered  by  longitudinal  reinforcing 
rods  of  the  same  weight  as  the  shell  when  the  tensile  stress  in  the 
former  is  equal  to  the  compressive  stress  in  the  latter.  This  g^ves 
the  ratio  of  the  coefficients  of  the  two  types  as  2.4  to  i.i.  This  24 
is  also  the  ratio  of  the  crushing  resistance  of  the  two  typ>es  of 
reinforcement  for  equal  weights  of  reinforcing  metal.  This  is 
true  because  crushing  takes  placed  in  hooped  members  rein- 
forced longitudinally  when  the  elastic  limit  of  the  metal  has  been 
reached,  which  is  the  same  for  tension  as  for  compression. 

Compressive  Bresistance. — The  compressive  resistance  of  a 
hooped  member  exceeds  the  sum  of  the  following  three  elements: 

( 1 )  The  compressive  resistance  of  the  concrete  without  rein- 
forcement. 

(2)  The  compressive  resistance  of  the  longitudinal  rods 
stressed  to  their  elastic  hmit. 
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(3)  The  compressive  resistance  which  would  have  been  pro- 
duced by  the  imaginary  longitudinals  at  the  elastic  limit  of  the 
hooping  metal,  the  volume  of  the  imaginary  longitudinals  being 
taken  as  2.4  times  that  of  the  hooping  metal. 

An  indirect  method  of  determining  the  strength  of  a  column 
reinforced  both  longitudinally  and  spirally,  is  as  follows.  Let 
A>^  equal  the  sectional  area  of  an  imaginary  longitudinal  rein- 
forcement equivalent  to  the  hooping.  Then  the  strength  P  of  the 
column  will  be 

P  =  Fc  (Ac  +  eA.  +  2.4c A."). 

Let  F,*'  =  elastic  limit  of  metal  in  compression  and  F".  that 
of  hooping  in  tension  and  Fc  the  ultimate  strength  of  concrete  in* 
compression.    Then 

P  =  Fc  Ac  +  F.'^  A.  +  24  F.'  A.\ 

A  more  direct  method  of  determining  the  strength  of  hooped 
concrete  is  given  on  page  402.  In  the  use  of  the  formula  there 
given  the  strength  of  the  longitudinal  rods  is  neglected,  it  being 
assumed  that  they  care  for  secondary  stresses  only. 

Spacing  of  Hoops. — Experiments  were  made  by  Considere  to 
determine  the  most  favorable  spacing  of  the  hoops  or  spirals.  It 
was  found  that  when  the  spacing  of  adjacent  spirals  did  not  ex- 
ceed V5  the  diameter  of  the  coils,  resistances  were  obtained  almost 
independent  of  the  spacing.  These  facts,  with  others  which  have 
been  observed,  lead  to  the  adoption  of  a  spacing  of  spirals  of 
from  ^/j  to  Vio  of  their  diameter  when  longitudinal  reinforcing 
rods  are  also  used.  Numerous  experiments  have  demonstrated 
that  the  above  ratio  holds  true  almost  independently  of  the  abso- 
lute value  of  the  dimensions. 

Additional  experiments  were  made  by  Considere,  assisted  by 
Messrs.  Mesnager  and  Mercier,  to  determine  the  resistance  of 
concrete  subjected  to  radial  pressure.  It  was  found  that  the  com- 
pressive resistance  of  a  prism  of  mortar  or  concrete  per  unit  of 
area  equals  1.5  f c  +  4.8  p  when  fc  is  the  natural  unit  compressive 
resistance  of  the  concrete,  and  p  is  the  unit  pressure  exerted  by 
the  hooping  on  the  whole  of  its  lateral  surface. 

The  coefficient  4.8  represents  the  compressive  resistance  of  a 
prism  of  the  same  dimensions  consisting  of  particles  of  the  same 
concrete  without  any  cohesion  whatever.  This  resistance  is  thus 
due  to  friction  only. 
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The  term  1.5  fc,  which  is  of  greater  importance  the  higher  the 
specific  resistance  of  the  material,  is  due  to  the  cohesion  be- 
tween the  particles  of  the  concrete.  This  cohesion  increases  as 
the  particles  are  forced  closer  together  by  the  increasing  pressure. 
The  increase  in  the  resistance  due  to  this  cause  is  produced  grad- 
ually only,  and  is  proportional  to  the  increase  of  the  lateral  pres- 
sure. It  reaches  its  greatest  value  when  the  pressure  amounts  to 
from  60  to  70  lbs.  per  sq.  in.  The  coefficient  of  fc  equals  unity 
when  the  pressure  p  equals  zero,  and  only  becomes  equal  to  1.5 
when  p  equals  from  60  to  70  lbs.,  and  is  maintained  for  all  higher 
values  of  p.  For  hooped  columns  a  coefficient  value  of  1.5  should 
•always  be  used,  as  the  lateral  pressure  due  to  hooping  under 
practical  working  conditions  is  never  less  than  60  lbs.  per  sq.  in. 

Working  Formula  for  Hooped  Concrete. — A  practical  working 
formula  may  be  developed  from  the  empirical  expression  for 
pressure  as  determined  by  Considere  and  given  above,  together 
with  well-known  principles  of  hydrostatics. 

Let  R  =  pressure  per  square  inch  on  prism, 
d  =  diameter  of  prism  and  hooping, 
z  =  distance  between  adjacent  coils  of  hooping, 
p  =  external  radial  unit  pressure, 

=  the  uniform  unit  pressure  exerted  by  the  hooping, 
fc  =  natural  unit  compression  stress  of  concrete, 
fa  =  unit  tensile  stress  of  hooping, 
A  =  sectional  area  of  prism, 

A,  =  sectional  area  of  hooping  metal,  ing. 

Re  =  unit  compressive  resistance  of  concrete  due  to  hoop- 
Re  =  1.5   fc  +  4.8  p. 

From  the  principles  of  hydrostatics  we  know  that  the  pressure 
upon  a  liquid  in  a  cylinder  is  exerted  equally  in  every  direction 
and  tends  to  tear  the  shell  of  the  cylinder  apart  longitudinally. 
The  swelling  of  concrete  under  pressure,  neglecting  the  friction 
between  the  particles  or  molecules  of  the  concrete  may  be  con- 
sidered as  acting  in  the  same  manner  as  a  liquid  retained  by  a 
cylinder  shell,  and  the  tendency  to  rupture  in  a  longitudinal  di- 
rection will  be  resisted  by  the  hooping. 

Now,  the  interior  pressure  due  to  the  swelling  which  we  con- 
sider as  hydraulic  pressure,  is  resisted  by  an  equivalent  external 
pressure  p  per  square  inch  up  to  the  point  of  rupture  of  the  hoop- 
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ing.  The  force  which  tends  to  cause  longitudinal  rupture  is 
P  d  z.  This  follows  from  the  principle  of  hydrostatics  that  the 
pressure  of  a  liquid  in  any  direction  is  equal  to  the  pressure  on 
a  plane  normal  to  that  direction.  Now  the  tensile  stress  of  the 
hooping  which  resists  the  internal  stress  is  2  A.i  f g.  But  these 
two  quantities  are  equal,  and  we  have  2  Ag  fg  =  R  d  z.  But  that 
equilibrium  shall  obtain,  the  internal  pressure  R  must  be  resisted  ' 
by  an  equivalent  external  pressure  R  =  p. 

Then 

2  A»  f» 

P  = 


dz 

Substituting  this  value  of  p  in  the  equation  Re  =  1.5  fc  +  4.8  p 
we  obtain  the  equation 

9.6  A«  U 

Re  =  1.5  fo  + (a). 

z  d 


The  total  strength  p  of  the  prism  will  then  be 

9.6  A 


P  =  A  Re  =  A  I  1.5  fc  + 


-) 


zd 

but  A  =  %  ird*,  and 

7.54  A«  £•  d 
P  =  i.i78fcd'  +  (b). 

z 

In  most  cases  formula  (a)  will  be  used  for  given  values  of 
d  z,  fc,  Ag  and  fg.  When  the  pressure  Re  is  obtained  the  total 
strength  of  column  will  then  be  found  by  multiplying  this  pres- 
sure by  the  sectional  area  of  the  column.  This  formula  will  be 
found  to  give  rather  higher  values  than  have  thus  far  been  used 
in  this  country.  The  pressures  used  for  a  number  of  structures 
are  given  in  another  chapter.  It  will  be  well  when  heavy 
loads  are  carried  and  it  is  desired  to  use  strains  approximating 
those  given  by  this  formula  to  not  allow  the  length  to  exceed  10 
or  12  diameters. 

The  above  formula  gives  high  average  unit  stress  on  the  sec- 
tional area  of  the  concrete,  and  it  would  appear  rational  to  intro- 
duce a  constant  in  the  formula  to  reduce  the  stress  somewhat. 
This  is  necessary  when  we  consider  that  the  stiffness  of  hooped 
concrete  does  not  increase  as  the  strength  is  increased  by  the 
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hcx)ping.    Let  Q  represent  such  a  constant  the  formula  (a)  be- 
and  (b)  becomes 


=  Q  (i.! 


9.6  A«  f« 
Rc  =  Q   (   1.5  fc  +  ) (a)_ 


and  B  becomes 

/  7.54  A.  f.d   \ 

(b). 


.  )••■ 

For  1 :2 :4  concrete  Q  may  be  taken  as  0.6. 

Example. — Determine  the  strength  of  a  column  10  ins.  in  diam 
eter,  allowing  a  working  strength  of  400  lbs.  per  sq.  in.  on  con 
Crete,  and  15,000  lbs.  on  steel,  using  Y^-m,  round  rods  for  th( 
spirals.  Let  us  assume  that  the  spacing  of  hoops  will  be  V7  o\ 
the  diameter,  then  z  =  ^^/^  ins.  Substituting  in  formula  (a)  w< 
have 

9.6  X  .0625  X  15,000 
Re  =  Q     /1.5  X  400  + 

10 

—  X    10 

7 
=  Q  (600  +  630)  =  1,230  lbs.  per  sq.  inch  ;or,  taking  Q  at  0.6,  Re  =  738  lbs. 

A  =  78.54  sq.  ins. 

P  --  78.54  X  738  ==  57,960  lbs. 

Concrete  Colnmns  in  the  Light  of  Eecent  Tests  at  Watertown 
Arsenal. — The  tests  of  concrete  columns  being  made  at  the 
Watertown  Arsenal  should,  when  completed,  furnish  sufficient 
data  to  determine  the  proper  way  in  which  the  concrete  should  be 
used  for  columns.  The  tests  thus  far  made,  as  reported  by  James 
E.  Howard  in  a  paper  read  at  the  June,  1906,  meeting  of  the 
American  Society  of  Testing  Materials,  are  of  great  interest  and 
deserve  consideration  in  this  place. 

The  columns  tested  were  8  ft.  in  height  and  from  10  to  12  ins. 
in  diameter,  and  were  composed  of  various  mixtures,  all  being 
what  is  known  as  wet  mixtures  and  all  hardened  in  the  air. 

During  testing  the  columns  were  loaded  with  increments  of  50 
lbs.  per  sq.  in.,  measuring  the  amount  of  compression  under  each 
increment,  returning  to  the  initial  load  and  observing  the  sets. 
Micrometer  observations  were  made  on  a  gauge  length  of  50  ins. 
equally  distant  from  the  ends  of  the  columns.  Full  details  of  the 
tests  are  published  in  the  reports  of  tests  of  metals,  a  Congres- 
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sional  document  issued  by  the  Ordnance  Dept.,  U.  S.  Army. 
Details  of  these  tests  cannot  be  given  in  full,  but  such  information 
as  is  necessary  to  illustrate  the  work  being  done  will  be  shown. 

Figure  209  represents  the  compressive  strength  of  a  number 
of  mortar  columns,  plain  and  reinforced,  with  longitudinal  bars  of 
^-in.  twisted  steel.    The  progressive  loss  tn  strength  of  the  plain 
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FlK.  209.~-Column  Testl,  Watertovn  Arsenal, 
columns  as  the  mixture  became  leaner  should  be  noted.  The 
ultimate  strength  of  the  1:1  column  was  not  reached  as  it  ex- 
ceeded the  capacity  of  the  testing  machine.  This  mixture  was 
rot  reinforced.  Each  of  the  others  were  reinforced,  four  with  8 
bars  each  and  one  with  13.  The  percentage  of  reinforcements 
was  about  2,86  and  4.63.    The  darker  shaded  lower  ends  of  the 


Fig.  210.— Column  Testa,  Watertown  ATsenal. 
figures  represent  the  relative  amount  of  the  reinforcement.  The 
steel  reinforcing  bars  extend  from  end  to  end  of  the  column  and 
had  a  full  bearing  at  the  ends.  They  had  no  other  lateral  sup- 
port than  that  afforded  by  the  mortar  in  which  they  were  em- 
bedded. A  slight  gain  due  to  reinforcement  of  the  richer  mix- 
ture should  be  noted. 
Figure  210  shows  the  strength  of  a  rich  and  a  lean  mortar,  each 
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of  which  was  reinforced  with  hoops  and  longitudinal  ai^le  bars; 
also  corresponding  concretes  reinforced.  The  hoops  measured 
1.5  X  0.12  ins.  in  cross  section,  with  lapped  and  riveted  joints. 
The  plain  i;i  mortar  displayed  a  compressive  strength  of  4,320 
lbs,  per  sq.  in.,  which  in  the  hooped  columns  run  to  5,980  lbs. ;  the 
addition  of  two  parts  trap  rock  to  this  mortar  resulted  in  a 
strength  of  5433  lbs. 

The  weaker  1 14  mortar  was  raised  by  hooping  and  angles  from 
1,050  lbs.  to  2,766  lbs.  per  sq.  in.,  which  in  a  corresponding  con- 
crete reached  an  ultimate  strength  of  3,002  lbs.  The  free  span 
between  the  hoops,  2y2  ins.,  permitted  this  lean  mortar  to  flake 
off,  while  the  larger  pieces  of  the  stone  in  the  concrete  were  held 
in  place.  The  great  increase  in  strength  due  to  hooping  is  notice- 
able in  the  figure. 

REEHroRCCMCMT,  HOOPS  km  anclcs 
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Fig.  211,— Column  Teste,  Watertowo  ArMoal. 
Figure  2 1 1  shows  the  results  of  tests  on  1:2:4  mixtures  with 
various  amounts  of  re  in  force  me  Tit  with  hooping  and  longitudinal 
angle  bars.     The  compressive  strength  of  this  group  are  as  fol- 
lows: 

Lbs.  per  sq.  in. 

Plain  column   1,413 

13  hoops  2,232 

13  hoops,  4  angle  bars  3'*'^ 

25  hoops  3^ 

25  hoops,  4  angle  bars 4,189 

47  hoops  5,289 

Thus  both  the  hoops  and  the  angles  contribute  toward  increas- 
ing the  ultimate  strength  of  the  column.  Any  desired  strength 
may  be  attained  by  means  of  lateral  reinforcement  if  sufficient 
metal  is  used,  but  it  is  obvious  that  a  certain  amount  of  longi- 
tudinal compression  of  the  concrete  will  \k  necessary  before  the 
lateral  reinforcement  becomes  effective,  which  in  the  case  of  leaa 
mixtures  involves  considerable  deformation  in  the  column. 
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Figure  212  represents  several  columns  which  are  strong  by 
reason  of  their  composition  or  on  account  of  their  reinforcement. 
These  columns  in  composition,  reinforcement,  and  strength  were 
as  follows: 

Lbs.  per  sq.  in. 

I :  I  mortar,  plain   above        5,01 1 

1:1:2  concrete,  plain 3»90O 

1 :  2  mortar,    8%  ins.  twisted  steel  bars 4>200 

1 :  5  mortar,  13%  ins.  twisted  steel  bars 3»905 

1:2:4  concrete,  25  hoops  and  4  angle  bars 

1:3:6  concrete,  25  hoops  and  4  angle  bars 

1:4:8  concrete,  25  hoops  and  4  angle  bars 

The  relative  rigidity  of  these  columns,  which  is  not  suggested 
by  a  comparison  with  their  compressive  strengths,  is  indicated  in 
Fig.  213.  The  order  in  which  the  compression  curves  appear  is 
the  same  as  shown  in  Fig.  209,  excepting  the  i :  i  mortar  and 
the  1:1:2  concrete,  which  change  places,  the  latter  appearing 
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Pig.  212.— Column  Tests,  Watertown  Arsenal. 

first  on  the  left  of  the  group.  As  may  be  noted,  the  plain  col- 
umns display  the  greatest  rigidity  of  the  several  types  here  repre- 
sented. This  has  been  a  noticeable  feature  in  the  tests  as  a  whole. 
It  is  even  found  that  the  plain  columns  are  a  little  more  rigid 
over  the  range  of  stresses  here  plotted  than  in  the  same  mixtures 
in  which  longitudinal  rods  are  used  as  a  means  of  reinforcement. 
In  so  many  cases  has  this  occurred  that  some  explanation  should 
be  sought  why  the  presence  of  the  steel  bars,  themselves  so  much 
more  rigid  than  the  concrete,  should  not  result  in  increased  rig- 
idity of  the  column  as  a  whole.  It  is  not  improbable  that  the  set- 
tlement in  the  height  of  the  column  is  so  far  restricted  by  the 
steel  bars  that  minute  fissures  are  developed  during  the  early 
stages  of  the  hardening  of  the  concrete.  Internal  strains  with- 
out the  presence  of  fissures  would  hardly  account  for  this  be- 
havior. The  hooped  columns  were  found  to  be  decidedly  more 
compressible  than  the  others.  It  should  be  noted  that  lateral  re- 
inforcement, while  effective  in  raising  the  ultimate  strength  of 
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loads  once  applied,  does  not  result  in  imparting  rigidity  to  weak 
concrete. 

These  tests  seem  to  indicate  that  a  high  ultimate  strength  will 
be  reached,  first  by  the  use  of  rich  mortars  or  concretes,  second 
by  means  of  sufficient  longitudinal  metal  reinforcement,  and 
third  by  means  of  sufficient  hooping  or  other  external  lateral  sup- 
port.   It  also  appears  that  rigidity  of  columns  is  best  secured  by 
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Fig.  213. — Column  Teets,  Watertown  AtBenal. 
the  use  of  rich  mixtures,  although  the  same  results  may  be  ob- 
tained by  the  use  of  longitudinal  steel  bars.  The  use  of  plenty  of 
cement  seems  to  be  the  best  means  of  securing  a  rigid  column  of 
high  ultimate  compressive  strength.  Hooping,  while  it  increases 
the  ultimate  strength,  does  not  increase  the  rigidity  of  the  mem- 
ber. It  should,  however,  be  remembered  that  hooping  has  the 
great  merit  of  increasing  the  elasticity  of  the  concrete  and  pre- 
venting sudden  and  dangerous  failure,  thereby  enabling  lower 
factors  of  safety  or  higher  working  stresses  to  be  used. 


CHAPTER  XXII. 
FOUNDATIONS. 

The  most  suitable  foundation  for  use  in  a  given  locality, 
whether  it  be  for  a  building,  bridge  or  other  structure,  can  not  be 
determined  by  text-book  rules,  but  is  a  question  of  engineering 
judgment  based  upon  practical  experience  and  cost.  The  latter 
item  is  often  the  controlling  factor  in  determining  the  kind  of 
foundation  to  be  used.  Concrete  has  been  widely  used  for  foun- 
dations, and  when  the  economy  resulting  from  the  use  of  rein- 
forced concrete  is  more  fully  understood  its  use  will  become  more 
general. 

It  is  not  possible  within  the  limits  of  this  work  more  than  to 
lightly  touch  upon  the  principles  governing  the  choice  of  founda- 
tions to  be  used  in  any  given  case.  The  character  of  the  under- 
lying rock  or  soil  determines  largely  the  unit  loads  which  can* be 
safely  brought  upon  it.  It  is  customary  to  speak  of  a  given  soil 
as  having  a  carrying  capacity  of  a  certain  number  of  tons  per 
square  foot. 

Bearing  Power  of  Soils. — Firm  ledge  rock  may  in  general  be, 
said  to  be  able  to  safely  carry  any  load  which  may  be  brought 
upon  it.  .The  greatest  loads  will,  however,  not  exceed  from  30 
to  50  tons  per  sq.  ft.  From  this  maximum  load  for  ledge  rock 
the  carrying  capacity  decreases  as  we  pass  from  firm  ledge  rock 
to  the  softer  varieties  of  rock,  hardpan,  gravel,  sand  and  clay, 
and  finally  to  semi-fluid  materials  like  mud,  silt  and  quicksand, 
which  have  little  or  no  bearing  capacity  unless  special  treatment 
is  resorted  to. 

Different  classes  of  soil  require  different  treatment,  and  when 
two  or  more  kinds  of  material  are  met  with  in  the  same  founda- 
tion the  problem  becomes  indeed  complex,  and  trained  judgment 
and  experience  are  needed  to  determine  what  is  best  to  use  under 
the  given  conditions.  A  careful  examination  should  be  made  of 
the  soil  to  determine  its  nature,  its  compactness,  the  amount  of 
water  which  it  contains,  etc.  A  careful  survey  of  the  surround- 
ing conditions  often  helps  to  determine  what  should  be  adopted 
for  a  given  foundation. 
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Where  the  strata  are  of  considerable  thickness  and  uniform  in 
character  over  extended  areas,  the  bearing  powers  decrease  as 
follows :  Hard  ledge  rock,  soft  varieties  of  rock,  hardpan,  cement- 
ed gravel  and  sand,  indurated  clay,  dry  clay  and  sand,  wet  clay, 
moderately  wet  sand,  loam,  mud,  silt  and  quicksand.  Probably 
the  most  generally  accepted  values  for  safe  bearing  power  of  soils 
are  those  recommended  by  Prof.  Ira  O.  Baker,  which  are  as  fol- 
lows :  Minimum  load  on  rock  having  a  hardness  equal  to  the  best 
ashlar  masonry,  25  tons  per  sq.  ft, ;  for  rock  equal  to  the  best  brick 
masonry,  15  tons;  for  rock  equal  to  poor  brick  masonry,  5  tons; 
for  dry  clay,  4  tons;  for  moderately  dry  clay,  2  tons;  for  soft 
clay,  I  ton;  for  cemented  gravel  and  coarse  sand,  8  tons;  for 
compact  and  well  cemented  sand,  4  tons;  for  clean  dry  sand,  2 
tons,  and  for  quicksand  and  alluvial  soils,  not  more  than  yz  a  ton 
per  sq.  ft.  The  above  values  may  be  increased  from  25  to  100  per 
cent.,  depending  upon  circumstances  and  judgment  of  the  en- 
gineer. 

The  following  are  the  regulations  of  the  New  York  Building 
Code  in  regard  to  Bearing  Capacity  of  Soil: 

'*When  no  test  of  the  sustaining  power  of  the  soil  is  made,  dif- 
ferent soils,  excluding  mud  at  the  bottom  of  the  footings,  shall  be 
deemed  to  safely  sustain  the  following  loads  to  the  sup^erficial 
foot,  namely :  Soft  clay,  i  ton  per  sq.  ft. ;  ordinary  clay  and  sand 
together  in  layers,  wet  and  springy,  2  tons  per  sq.  ft. ;  loam,  clay 
or  fine  sand,  firm  and  dry,  3  tons  per  sq.  ft. ;  very  firm  coarse 
sand,  stiff  gravel  or  hard  clay,  4  tons  per  sq.  ft.,  or  as  otherwise 
determined  by  the  Commissioners  of  Buildings  having  jurisdic- 
tion." When  it  is  desired  to  carry  greater  loads  than  the  above,  it 
is  customary  to  make  a  test  of  the  sustaining  power  of  the  soil. 

Where  it  is  possible  the  loads  used  in  a  given  locality  should  be 
ascertained  and  a  safe  precedent  followed.  The  following  ex- 
amples will  be  of  interest  in  this  connection :  Soil  tests  were  made 
to  determine  the  bearing  power  of  the  blue  clay  subsoil  at  the  site 
of  the  capitol  at  Albany,  X.  Y.  It  was  found  to  sustain  6  tons 
per  sq.  ft.  A  maximum  load  of  2  tons  was  used.  The  building 
is  situated  on  a  hillside,  and  cracks  in  the  side  walls  show  that 
some  settlement  has  taken  place  under  the  wall  on  the  downhill 
end.  A  load  of  2J/2  tons  was  used  on  yellow  clay  which  tested  to 
I3J^  tons  for  the  foundation  of  the  Congressional  Library  at 
Washington,  D.  C.    A  load  of  3  tons  was  used  for  the  Bismark 
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Bridge  over  the  Missouri  River  for  the  Missouri  Pacific  R.  R. 
This  clay  was  of  a  hard  variety,  resembling  rock  and  tested  to  15 
tons.  A  live  load  of  5^  tons  was  used  on  sand  overlying  rock  in 
the  foundation  of  the  Brooklyn  Bridge,  and  3.63  tons  was  used  on 
coarse  gravel  12  ft.  above  rock  for  the  foundation  of  the  Roeb- 
ling  Suspension  Bridge  at  Cincinnati,  O.  On  London  clay  a  load 
of  6y2  tons  was  used  for  the  Cannon  St.  Bridge,  and  9  tons  for 
the  Charing  Cross  Bridge.  Both  bridges  settled.  In  the  con- 
struction of  the  Tower  Bridge^  a  test  cylinder  settled  under  6^ 
tons.  The  loading  used  was  4  tons.  If  the  skin  friction  and 
buoyancy  of  water  are  deducted,  the  bearing  capacity  will  be  from 
I  to  2  tons  per  sq.  ft.  The  soil  under  Washington  Monument  is 
fine  sand,  and  carries  a  load  of  1 1  tons  per  sq.  ft.  This  is  increased 
by  wind  pressure  to  14  tons  per  sq.  ft.  In  the  construction  of  the 
reinforced  concrete  building  at  Cincinnati  known  as  the  Pugh 
Power  Building  there  were  no  signs  of  settlement  under  a  test 
load  of  6  tons  per  sq.  ft.  on  compact  gravel,  and  a  soil  composed 
of  part  gravel  and  part  sand  stood  a  load  of  4  tons.  Loads  of  5 
and  3  tons,  respectively,  were  allowed  for  foundations  and  foot- 
ings up  to  II  ft.  square. 

Foundations  may  be  built  on  sand  in  spite  of  the  Biblical  say- 
ing. Sand,  when  confined,  is  practically  incompressible,  and  if  it 
can  be  kept  free  from  water  no  danger  need  be  apprehended  from 
building  upon  it.  Likewise,  dry  clay  makes  a  good  foundation, 
and  when  possible  if  it  is  proposed  to  build  on  clay  the  foundation 
should  be  drained  or  kept  free  from  the  action  of  water. 

General  Considerations  in  Regard  to  Foundations. — In  the  prep- 
aration of  the  foundation  bed  the  excavation  should  be  carried 
below  the  frost  line.  Again,  the  deeper  the  foundation  is  car- 
ried the  less  chance  there  is  of  displacement  due  to  adjacent  ex- 
cavation, and,  in  general,  the  firmer  will  be  the  soil.  Whether 
the  foundation  be  on  rock  or  on  some  kind  of  earth,  the  founda- 
tion bed  should  be  cut  horizontal.  When  the  ground  has  a  slope, 
steps  with  horizontal  benches  should  be  cut  to  bring  the  bearing 
upon  a  horizontal  bed. 

It  is  desirable  as  far  as  possible  to  have  uniformity  of  material 
in  the  foundation  bed.  When  not  possible,  some  provision  should 
be  made  so  that  settlement,  if  any  at  all  takes  place,  will  be  uni- 
form under  the  whole  foundation.  The  character  of  the  structure 
will  in  a  large  measure  determine  the  allowable  pressure  on  the 
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foundation  bed.  Thus,  where  quiescent  loads  aje  to  be  provided 
for,  higher  loads  are  allowable  than  when' moving  loads  or  impact 
and  vibration  will  exist.  Thus  a  much  less  bearing  power  should 
be  assumed  for  the  piers  of  a  railroad  bridge  than  for  an  ordinary 
highway  bridge  or  a  building. 

When  plain  concrete  is  used  for  foundations  the  usual  practice 
is.  to  place  a  bed  i  ft.  or  more  in  thickness  under  the  walls  or 
piers  and  having  a  sufficient  width  to  properly  transmit  the  loads 
to  the  subsoil.  If  the  soil  is  firm  enough  to  stand,  no  boxing  will 
be  needed,  the  excavation  simply  being  made  of  the  required 
size.  Under  other  conditions  forms  will  be  needed  to  hold  and 
protect  the  concrete  when  it  is  put  in  place. 

Pile  Foundations. — In  many  situations  it  is  neither  desirable, 
safe  or  economical  to  use  spread  foundations.  The  materials  may 
be  such  as  are  not  able  to  bear  the  weight  of  the  structure  after 
spreading  the  footings,  or  the  cost  of  securing  a  proper  spread  of 
footing  may  be  excessive,  or  again  the  subsoil  may  at  some  future 
time  be  exposed  to  the  scouring  action  of  water,  or  if  of  a  semi- 
fluid nature  may  be  disturbed  by  adjacent  excavations.  Under 
such  conditions  piles  are  in  many  cases  used,  giving  a  foundation 
which  can  be  rapidly  and  economically  put  in  place.  Wooden 
piles  must  be  cut  off  under  water,  as  when  subjected  to  an  at- 
mosphere which  is  alternately  wet  and  dry,  they  will  decay. 
On  this  account  they  cannot  be  used  in  many  situations  where 
otherwise  they  would  be  desirable.  Concrete  piles,  on  account 
of  their  durability,  m^y  be  used  under  such  conditions,  as  well  as 
under  any  in  which  wooden  piles  may  be  driven. 

Piles  are  driven  usually  2  or  3  feet  centers,  in  clusters  or  rows, 
depending  upon  whether  they  are  to  support  a  pier  or  a  wall. 
The  nature  of  the  soil,  loads  to  be  carried,  and  size  and  length  of 
pile  to  some  extent  govern  the  spacing  of  the  piles.  It  has  been 
found,  however,  that  little  or  no  additional  bearing  power  is  se- 
cured if  the  spacing  is  much  less  than  2  ft.  centers.  Short  piles 
are  sometimes  used  to  compact  the  earth,  thereby  so  increasing 
its  bearing  capacity  as  to  enable  it  to  support  the  weight  of  the 
superstructure.  Usually,  however,  dependence  alone  is  placed 
upon  the  pile  to  carry  superimposed  loads.  The  nature  of  the 
soil,  loads  to  be  carried,  etc.,  determine  the  character  of  the  pile 
foundation  to  be  used  for  each  case. 

The  Bearing  Power  of  Piles. — The  bearing  power  of  a  pile  may 
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depend  upon  the  friction  of  the  soil  through  which  it  is  driven, 
upon  the  supporting  power  of  the  substratum  in  which  its  point 
rests,  or  upon  both.  The  frictional  value  will  depend  upon  the 
kind  and  nature  of  the  soil  through  which  the  pile  is  driven,  and 
when  concrete  piles  are  used,  to  a  certain  extent  upon  the  rougn- 
ness  of  the  surface  of  the  pile.  When  the  pile  is  driven  through 
soft  earth  into  firm,  compact  material,  it  will  act  as  a  column,  and 
when  the  bearing  power  of  the  sub-stratum  is  high,  its  support- 
ing power  will  depend  upon  its  strength  as  a  column.  Of  course, 
if  driven  through  a  firm,  gritty  material,  the  frictional  value  will 
be  much  higher  than  when  the  material  is  soft  or  semi-fluid,  and 
the  supporting  power  correspondingly  increased.  When  the  sup- 
porting power  depends  upon  friction  it  is  probable  that  it  in- 
creases for  a  time  after  the  driving  ceases.  Patton  states  that 
piles  driven  in  the  alluvial  soils  of  the  swamps  of  the  South  for  , 
railroad  trestles,  when  forced  to  place  by  the  weight  of  the  pile- 
driver  hammer  alone,  or  at  most  by  a  few  blows  with  a  short 
fall,  after  resting  a  few  days  were  so  firmly  supported  that  it  was 
impossible  to  move  them  by  repeated  blows  from  the  pile  driver 
hammer.  On  the  other  hand,  if  the  supporting  power  depends 
largely  upon  the  resistance  to  penetration  of  the  sub-stratum  into 
which  the  pile  is  driven,  it  is  probable  that  the  safe  bearing  power 
will  decrease,  as  most  materials  require  less  force  to  change  their 
form  slowly  than  they  will  sustain  for  a  short  time. 

The  bearing  power  of  a  pile  in  any  given  soil  is  no  criterion  of 
what  a  similar  pile  will  carry  in  any  other  soil,  and  experience  and 
experiment  must  be  relied  upon  in  each  particular  case  to  deter- 
mine what  are  the  safe  allowable  loads.  Thus  an  extended  ex- 
perience in  the  use  of  piles  enables  the  engineer  to  judge  closely 
from  the  manner  in  which  piles  drive  in  a  given  soil  the  allowable 
loads  which  may  be  placed  upon  them.  When  experience  is 
lacking  it  may  be  supplied  by  experiment.  Thus,  by  testing  one 
or  more  pJles  driven  in  a  given  soil  by  applying  a  direct  load  or 
pressure  upon  them  the  maximum  load  which  they  will  carry  may 
be  determined,  and  a  safe  working  load  chosen.  When  the  max- 
imum load  is  known  it  may  be  expressed  in  terms  of  the  depth 
driven,  kind  of  soil  and  size  of  pile  or  surface  in  contact  with  the 
soil.  The  bearing  power  in  a  given  soil  of  a  pile  of  any  size  may 
thus  be  determined.  An  ample  factor  of  safety  should  be  used 
when  the  maximum  bearing  power  is  known.     This  may  vary 
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from  i^  to  lo,  depending  upon  the  conditions  and  character  of 
load  to  be  supported. 

When  the  approximate  bearing  power  of  the  sub-stratum  into 
which  the  point  of  the  pile  is  driven  is  known,  together  with  the 
frictional  resistance  of  the  surface  of  the  pile  in  contact  with  the 
soil,  the  relation  between  these  resistances  and  the  weight  which 
the  pile  will  carry  may  be  expressed  by  a  formula.  Thus,  let  W 
=-=  weight  carried  by  pile,  p  =  bearing  power  of  soil  under  point 
of  pile,  s  =  surface  in  square  feet  of  pile  in  contact  With  the 
soil,  and  f  =  a  factor  depending  upon  the  frictional  resistance  of 
the  material  on  the  surface  of  the  pile,  then 

W  =  p  +  f  s. 

If  we  know  p  and  f  in  all  cases  and  the  load  to  be  carried,  we 
can  determine  the  depth  to  which  a  pile  or  group  of  piles  must  be 
driven  to  carry  the  given  load.  The  value  of  p  varies  from  zero 
for  silt  to  from  2  to  3  tons  for  sand,  gravel  or  clay.  When  the 
sub-stratum  is  hardpan  or  other  firm  material,  a  higher  value  may 
obtain.  The  value  of  f  may  be  determined  by  experiment.  Pat- 
ton  recommends  the  following  values:  100  lbs.  per  sq.  ft.  for 
softest  semi-fluid  soils,  200  lbs.  for  compact  silt  and  clay,  300  to 
500  lbs.  for  mixed  earths  with  considerable  grit,  and  from  400  to 
600  lbs.  in  compact  sand  and  sand  and  gravel. 

Thus,  if  a  pile  is  driven  through  compact  silt  and  clay  into  a 
clay  sub-stratum,  assuming  p  =-^  3  tons  =  6,000  lbs.,  and  22  tons 
is  to  be  carried  ^^  44,000  lbs.  if  pile  is  assumed  to  have  an  area  at 
the  point  of  .75  sq.  ft.,  p  --  4.000  lbs. 

Assuming  f  =  500  lbs.,  we  have  for  value  of  S: 

44,000  =  4,000  +  500  S, 
or 

44,000  —  4,000 

S  = -^  80  sq.  ft. 

500 

or,  assuming  an  average  diameter  of  12  ins.  the  area  per  lineal 
foot  equals  3.14  sq,  ft.  and  the  pile  must  be  driven  to  a  depth  of 

80 

-^  25.5  ft. 

3.14 

Formulas  in  common  use  for  determining  the  bearing  f)Ower  of 
piles  are  in  general  based  upon  the  relation  existing  between  the 
supporting  power  of  the  pile,  the  length  and  size  of  the  pile,  the 
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weight  of  hammer  used  in  driving,  height  of  fall  and  distance 
:he  pile  was  moved  by  the  last  blow,  or  average  distance  of  several 
last  blows  of  pile  driver  hammer.  When  this  relation  can  be  ex- 
pressed by  an  equation,  the  supporting  power  can  be  found  by 
inserting  these  quantities  in  the  formula  and  solving  it.  The  re- 
lation between  these  quantities  must  be  determined  from  a  con- 
sideration of  the  theoretical  conditions  involved.  Numerous  for- 
nulas  have  been  evolved  by  different  engineers  which  differ 
greatly  as  to  results  obtained.  The  limits  of  this  work  preclude  a 
liscussion  involving  the  merits  of  different  formulas.  We  .will 
therefore  only  give  a  single  formula,  which,  on  account  of  its 
simplicity  and  the  safe  results  obtained  from  its  use  has  gained 
^reat  popularity.  This  formula  is  known  as  the  Engineering 
News  Formula,  and  when  used  in  the  following  form  gives  a  fac- 
tor of  safety  of  6: 

2\Vh 

P  = , 

d  +  I 

in  which  P  =  safe  load  in  tons,  d  is  the  penetration  in  inches 
under  the  last  blow,  or,  better  still,  the  average  of  several  last 
blows,  W  =  weight  of  hammer,  and  h  =  height  of  fall  in  feet. 
Thus,  if  W  =  2  tons,  h  =  20  ft.,  d  =  3  ins., 

2  X  2  X  20 
P  ~  =^  20  tons. 

3  +  1 

It  is  probable  that  the  above  formula  is  not  in  general  appli- 
cable to  concrete  piles.  Reliance  should  therefore  be  placed  alone 
on  actual  tests  to  determine  the  bearing  power  of  concrete  piles. 
A  number  of  examples  are  cited  on  later  pages  of  this  chapter  in 
regard  to  loads  placed  upon  concrete  piles.  These  should  be  re- 
ferred to  in  this  connection. 

Reinforced  Concrete  Foundations. — Reinforced  concrete  is  a 
naterial  well  adapted  to  the  construction  of  foundations  for  build- 
ings, bridges,  wharves,  docks,  etc.  It  is  used  in  the  construction 
3f  spread  foundations  for  high  buildings,  and  as  a  capping  for 
timber  piles.  In  the  construction  of  sheeting  and  bearing  piles  it 
x)ssesses  many  valuable  characteristics  and  undoubtedly  will  have 
an  extensive  use  in  the  future.  This  material  has  also  been  used 
as  a  sheathing  material  for  timber  piles  in  teredo-infested  waters 
and  as  a  protection  for  steel  piles  used  in  pier  construction. 

Spread  Foundations. — Spread  foundations  are  either  isolated 
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column  footings,  combined  footings  for  two  or  more  coltmins, 
wall  footings  or  continuous  footings  extending  over  the  whole 
foundation  area.  In  whichever  form  it  is  used,  the  purpose  of  the 
foundation  footing  is  so  to  distribute  the  load  over  the  soil  that  its 
carrying  capacity  will  not  be  exceeded. 

Among  the  advantages  of  this  material  for  spread  foundations 
are  a  reduction  in  the  amount  of  excavation  required,  a  saving  in 
material  and  a  reduction  in  the  weight  of  the  foundation  itself, 
thereby  greatly  reducing  the  cost  of  the  substructure  for  a  given 
construction. 

The  simplest  form  of  spread  foundation,  and  the  earliest  used, 
IS  not,  strictly  speaking,  a  reinforced  concrete  construction,  but  a 
steel  construction  surrounded  and  protected  by  concrete.  This  is 
the  grillage  beam  foundation.  The  earliest  form  of  beam  grillage 
consisted  of  steel  railway  rails  superimposed  in  layers  at  right 
angles  to  each  other  and  embedded  in  concrete.  A  later  construc- 
tion consisted  of  replacing  the  top  layer  of  rails  with  steel 
I-beams.  Sometimes  I-beams  are  used  for  the  whole  foundation. 
The  lengths  of  the  successive  tiers  of  beams  decrease  from  the 
bottom  to  the  top.  Usually  the  column  footing  consists  of  a  cast 
shoe  resting  upon  the  topmost  layer  of  beams,  although  either 
stone  footings  or  built-up  steel  shoes  may  be  used. 

The  method  of  construction  of  grillage  beam  foundations  is  as 
follows :  The  ground  is  excavated  to  the  proper  depth*  and  care- 
fully leveled  off.  If  tlie  character  of  the  ground  is  not  such  that 
it  will  remain  vertical  without  the  sides  of  the  pit  falling  in,  box- 
ing of  the  exact  size  of  the  footing  is  constructed.  This  boxing  is 
accurately  centered  and  its  sides  carefully  leveled  to  the  proper 
elevation.  The  concrete  is  then  put  in  and  tamped  in  layers  of 
6  or  8  ins.  and  the  top  leveled  off  even  with  the  top  of  the  boxing. 
The  steel  beams  should  then  be  carefully  bedded  in  I  to  2  Port- 
land cement  mortar  so  they  will  be  as  nearly  level  as  possible. 
The  beams  are  set  one  after  another  and  the  spacers  placed  as  the 
work  proceeds,  or,  if  they  are  not  used,  care  is  exercised  to  place 
the  beams  parallel  and  at  proper  intervals  apart.  As  soon  as  the 
beams  arc  in  place  the  spaces  between  them  are  filled  with  con- 
crete. When  the  beams  are  very  close  together  grout  may  be 
used.  This  filling  should  be  carefully  done  and  the  concrete  well 
tamped  so  that  the  top  flanges  of  the  beams  will  have  a  firm 
bearing  upon  it.     A  boxing  like  that  used   for  the  footing  is 
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placed  about  the  beams.  The  spaces  at  the  sides  and  ends  of  the 
beams  are  filled  with  concrete,  and  a  coat  of  mortar  is  plastered 
over  the  top.  The  next  layer  of  beams  is  placed  in  exactly  the 
same  manner,  and  so  on  until  the  top  layer  is  set.  Upon  this  the 
stone  or  metal  base  plate  or  column  footing  is  set  in  a  bed  of  mor- 
tar. A  layer  of  at  least  three  inches  of  concrete  should  then  be 
spread  over  the  top  of  the  beams,  and  the  whole  coated  with  i  to 
2  Portland  cement  mortar. 

This  form  of  foundation  has  been  extensively  used  for  more 
than  20  years  in  building  construction  and  is  sometimes  called 


flB.  214— Beam  Grillage  Column  FooIIdB- 

the  Chicago  Foundation.  Fig.  214  shows  a  typical  column 
foundation  of  grillage  beams  which  was  used  in  the  construction 
of  the  Franklin  Building  in  New  York.  The  bottom  tier  of  beams 
consists  of  eleven  I-beams  20  ins.  x  65  lbs.,  14  ft.  long,  and  the 
top  tier  of  five  I-beams  24  ins.  x  100  lbs.,  12  ft.  long. 

The  simplest  form  of  reinforced  concrete  spread  foundation 
consists  of  a  simple  column  or  wall  footing  of  concrete  reinforced 
at  the  lower  or  tension  face  by  a  series  of  iron  or  steel  rods  or 
some  form  o£  netting,  as  shown  by  Fig.  215. 

The  Monier  construction,  when  used  for  spread  foundations, 
consists  of  the  regular  Monier  network  embedded  in  the  tension 
side  of  the  concrete.  In  wall  foundations  the  carrying  rods  are 
perpendicular  to  the  axis  of  the  wall  and  should  be  proportioned 
to  support  the  load  which  comes  upon  the  foundation.  The  dis- 
tribution rods  are  placed  parallel  to  the  axis  of  the  wall.  It  is 
customary  to  proportion  them  so  that  the  foundation  wall  may 
have  a  girder  action  thereby  enabling  it  to  span  openings  in  the 
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wall  and  give  an  even  distribution  of  the  load  to  the  foundation. 
For  column  footings  both  sets  of  bars  are  carrying  bars.     Fig. 


Fit   2iri,-T)'plrBl  Reinforced  Conerele  Column  Footing. 

2l6  shows  a  typical  column  footing.    This  particular  footing  was 
used  in  the  Robert  Gair  factory  building,  Brooklyn,  N.  Y. 

When  heavy  loads  are  to  be  carried  it  is  customary  to  use  two 
or  more  layers  of  netting,  placing  one  above  the  other,  with  lay- 
ers of  concrete  between  the  successive  nettings.    Expanded  metal 
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is  used  in  much  the  same  manner  as  the  Monier  netting.  The 
arrangement  and  location  of  the  bars  are  practically  the  same 
in  all  systems.  The  bars  are  placed  at  right  angles  to  each  other, 
sometimes  diagonal  bars  are  also  added  and  located  as  near  as 
possible  to  the  lower  face  of  the  concrete.    A  sufficient  thickness 
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of  concrete  must  be  placed  below  the  rods  to  protect  them  from 
the  soil  and  water.  When  great  strength  is  required  a  reinforce- 
ment is  sometimes  placed  in  the  compression  side  of  the  footing. 
Figure  217  shows  the  reinforced  concrete  coUimn  footing  used  in 
a  store  building  in  Chicago,  designed  by  Mr.  Lee  Heidenreich. 

Two  or  more  columns  are  sometimes  placed  upon  one  footing. 
Under  these  conditions  care  must  be  taken  in  determining  the 
shape  of  the  footing  that  the  load  may  be  distributed  uniformly 


to  the  sub-soil,  otherwise  it  may  settle  unevenly  and  bending  be 
brought  upon  the  columns. 

The  spread  footing  used  in  the  construction  of  the  foundations 
for  the  Terminal  Station  in  Atlanta,  Ga.,  is  shown  in  Fig.  218, 
As  will  be  noted,  this  footing  is  modeled  somewhat  after  the  type 
used  for  the  construction  of  cast-iron  shoes.  It  has  a  bottom 
plate  strengthened  by  cross  ribs  and  the  compensating  flanges  at 
the  edge  of  the  footing.  This  gives  quite  a  shallow  footing,  with 
ample  strength  to  secure  the  desired  spread.    Another  footing  of 
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the  same  type  is  shown  in  Fig.  219.     In  this  the  shear  is  taken 
care  of  by  the  arrangement  of  the  rods  shown  in  elevation. 

Figure  220  shows  a  reinforced  concrete  footing,  for  the  Bush 
Terminal  Building,  described  on  another  page.  This  footing, 
which  is  1 1  X  12  ft.  in  size,  was  used  as  a  capping  for  18  timber 
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Fig.  220.— Column  Footing,  Buah  Termii 


piles  driven  about  18  ft.  to  a  firm  bearing,  each  pile  being  calcu- 
lated to  sustain  a  load  of  20  tons.  In  the  construction  of  this  foot- 
ing the  lower  portion  of  concrete  capping  having  a  thickness  of 
lyy'i  ins.,  was  placed  around  and  over  the  heads  of  the  piles. 
This  part  was  reinforced  with  a  single  layer  of  i-in.  rods,  spaced 
about  24  ins.  center  and  located  near  its  upper  surface. 
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The  upper  portion,  or  the  footing  proper,  has  a  thickness  at 
the  middle  of  ^g'/z  ins.,  this  thickness  being  reduced  at  the  edges 
to  12  ins.  Near  the  bottom  surface  are  placed  i-in,  transverse 
horizontal  bars  spaced  6^  ins,  centers.  In  a  longitudinal  direc- 
tion the  reinforcement  consists  of  eight  sets  of  l-in.  steel  bars 
fastened  together  with  vertical  stirrups  in  accordance  with  the 
Bertine  system.  In  the  center  of  the  footing  four  vertical  bars 
I   in.  in  diametc  and  4?/  ft.  long  are  embedded  in'the  footing 


Fig.  221. — Combined  Wall  and  Columa  Footing. 
r.nd  extended  above  its  upper  surface  to  form  dowels  for  connect- 
ing a  column  to  the  footing.     These  footings  support  the  hooped 
columns  described  on  page  474,  and  transmit  to  the  soil  through 
the  medium  of  the  piles  some  360  tons. 

A  typical  footing  supporting  a  concrete  column  used  in  the 
Thompson  and  Xorris  eight-story  factory  building  at  Prince  and 
Concord  Sts.,  Brooklyn,  N.  Y.,  is  shown  in  Fig.  287.  Two 
or  more  columns  are  sometimes  placed  on  a  single  footing. 
Figure  22I  is  an  example  of  a  spread  footing  supporting  a  wall 
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and  interior  columns,  l*"igure  222  shows  a  spread  footing  used  to 
support  a  400-ton  smokestack  and  four  columns  in  the  same 
building.  The  dimensions,  details  and  reinforcements  used  in 
both  these  examples  arc  shown  in  the  drawings.  The  type  of 
reinforcement  used  was  tlie  Johnson  corrugated  bar.  The  sup- 
porting stratum   is  a  hard,  gravelly  soil, 

A  special   foundation  of  novel  design  is  shown  in   Fig.   223. 

-J 


A-b".  17'3'long 

Z  [or  400- Tod  SmokeBtack. 
This  foundation  was  used  for  the  (SaragL'  Building  for  the  De- 
cauville  Automobile  Co.,  New  York  City.  The  flaring  shap; 
given  to  the  footing  is  for  the  purjxjse  of  distributing  the  loads 
uniformly  to  the  soil,  i  Ion  per  sq.  ft,  bearing  being  allowed  on 
the  soil.  The  amount  of  metal  in  each  footing  is  given  on  the 
drawings.     It  shoidd  be  noted  that  vertical  shear  bars  are  used 
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where  the  columns  come  upon  the  footings;  see  cross  sections. 
Figure  223  also  shows  a  plan  and  section  of  a  footing  carrying 
four  columns,  designed  for  the  saine  building,  but  not  used,  as  rock 
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Section. 
Pig.   22.'!.— Foundation   for   Garage,   Dccauvlllo   .\u(omobile   Co,.   New   York 

was  found  umlur  the  part  of  the  building  where  this  footing  was 
to  have  been  used. 

The  footings  arc  sometimes  extended  to  cover  iho  entire  foun- 
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dation  area.  An  example  of  a  small  foundation  of  this  character 
i;:  that  used  in  the  construction  of  a  four-story  addition  to  a  resi- 
dence in  New  York  City.  The  soil  in  this  locality  is  filled  in  to  a 
great  depth,  the  filling  consisting  of  earth  and  rock,  the  latter 
ranging  in  size  from  small  stone  to  rocks  of  great  size,  and  so 
poorly  packed  that  local  settlement  is  liable  to  occur  at  any  time, 
A  spread  footing  was  used  and  so  designed  that  the  portions  of 
the  foundation  under  the  walls  will  act  as  a  cantilever  beam  or 
slab  should  any  local  settlement  take  place.    Figure  224  shows  a 
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Sec+ion  C.-D. 
1  for  Sew  York  City  Residence. 


plan  and  crobs- sect  ion  of  the  footing,  together  with  spacing  and 
size  of  reinforcement  used.* 

Anotlicr  spread  foundation  covering  the  entire  foundation 
area,  but  of  different  design,  is  that  used  in  constructing  the  C. 
C.  Shayne  Huildrng.  New  York  City.  This  foundation  was  de- 
signed and  built  by  the  Ilcnnchif|uc  Construction  Co.  It  is  of 
the  ribbed  slab  type  and  .spans  the  fidl  width  of  the  building. 
Details  of  construction  arc  shown  in  Fig.  223.  A  i :  2j-< :  5  con- 
crete was  used,  the  stone  being  trap  rock,  K-in.  and  under. 

TIcnncbique  uses  rod  and  stirnip  reinforcements  for  column 

;.   Miller  &  Co.,  ol  Xtw  York,  tor  the  a«' 
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footings.  Figure  226  shows  a  Hennebique  Column  footing  with 
this  kind  of  reinforcement.  This  particular  footing  was  used  in 
a  factory  at  Lisle  France  and  carried  a  load  of  130  metric  tons 
The  re  nforcement  cons  sted  of    two  courses  of  rods  at    nght 
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angles  to  each  other,  with  stirrups  extending  upwards  into  the 
concrete  from  the  lower  tier  of  rods.  In  a  later  form  of  con- 
struction part  of  the  round  rods  are  replaced  by  flats,  as  shown  in 
Fig.  227.  .  For  heavy  foundations  this  engineer  lias  used  a  series 
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Fig.   226.— Column  FooIIdk  with   Bar  and  Stirrup  Helnforccment 

(Heauebiquc). 

of  flats  at  right  angles  to  each  other  and  decreasing  in  length 
toward  the  top,  and  without  stirrups,  A  layer  of  from  6  to  8  ins. 
ef  concrete  is  placed  between  each  series  of  rods. 

A  special  foundation  which  has  proved  efficient  in  soft  ground 
is  obtained  by  cutting  up  the  fotmdation  area  with  a  series  of  in- 
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tersecting  brick  or  Concrete  walls  having  a  covering  slab  of  rein- 
forced concrete.  The  series  of  bottomless  boxes  thus  formed 
prevent  the  earth  from  spreading  and  the  whole  foundation  acts 
together  as  a  raft  and  is  able  to  support  heavy  loads,  although  the 
ground  may  l>e  very  soft.  The  intersecting  walls,  if  of  concrete, 
may  or  may  not  be  reinforced.  M.  Hennebique  employs  a  sys- 
tem of  this  kind  for  spread  foundation,  using  a  modified  fiat 
ribbed  floor  slab  with  the  ribs  reinforced  heavily  on  the  compres- 
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sion  side  as  well  as  on  ihc  tension  side.  A  warehouse  for  the  Co- 
operative Wholesale  Soeict>'  at  Xcwcastlc-on-Tyne  has  a  founda- 
tion of  this  character.  This  building-  is  eight  stories  in  heiglu 
above  the  foundation  and  has  a  frontage  of  92  ft.  on  the  quay 
on  which  it  ahuis,  and  is  1-5  ft-  deep.  The  flcjors  arc  designed  to 
carry  684  lbs.  per  sq.  ft.  The  site  upon  which  this  building  had  to 
he  constructed  olTercd  great  difficulties  for  securing  a  suitable 
foundation.  The  lir^t  18  ft.  were  of  made  ground,  below  thib 
was  18  ft.  of  .mH  and  qitick^and,  next  came  10  ft.  of  soft  clay.  5 
ft.  of  hard  clay  and  to  ft.  of  silt  and  .sand,  and  finally  gravel.  To 
add  to  this  difficulry.  the  whole  siratification  had  a  dccidctl  dip 
toward  the  River  Tyne.     Piles  could  not  be  u'scd  on  account  of 
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the  danger  of  injuring  neighboring  property.  The  feasibihty  of 
sinking  masonry  piers  to  the  gravel  was  considered,  but  owing 
to  the  uncertainty  of  ever  securing  a  suitable  foundation  by  this 
means  and  to  the  excessive  cost,  this  plan  was  abandoned  and  a 
reinforced  concrete  raft  was  constructed.  The  whole  building,  as 
well  as  the  foundation,  was  of  Hennebique  construction.  Figures 
228,  2?9  and  230  show  the  character  of  the  construction.     Each 
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Fig.  'J'J!),— Plan  of  Floor  Panel. 

column  rests  on  two  intersecting  beams  2  ft.  5  ins.  wide  by  2  ft. 

6  ins.  deep.  These  beams  divide  the  area  of  the  building  into  rec- 
tangular panels  and  in  conjunction  with  the  concrete  floor  arches, 

7  ins.  thick  at  the  tenter,  transmit  the  column  loads  over  the  whole 
nrca.  \  settlement  of  },y.  ins.  at  the  front  and  3  ins.  at  the  back 
took  place  between  the  dates  of  the  completion  of  the  footing  and 
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the  construction  of  the  first  floor,  after  which  time  no  further 
settlement  occurred. 

The  methods  followed  in  the  construction  of  reinforced  con- 
crete spread  ■  foundations  are  similar  to  those  outlined  above  for 
grillage  beam '  footings.  The  ground  must  be  carefully  leveled 
off  and  the  necessary  boxing  provided  a!>out  the  footing,  and 
where  ribbed  foundations  are  used,  as  illustrated  in  the  Henne- 
hique  construction  for  a  warehouse  at  Newcastle-on-Tyne. 
trenches  arc  dug  for  the  ribs,  and,  if  necessary,  boxing  provided. 
It  is  at  times  necessary  to  complete  the  forms  witli  bottoms.  The 
concrete  is  deposited  in  the  forms  or  boxes  in  layers  and  the  rein- 
forcements put  in  place  when  the  proper  elevations  are  reached. 
If  stirrups  are  used  they  are  put  in  place  and  held  upright  by 


Pig.  230.— Spctlou  Through  Floor  Panel. 


small  mounds  of  concrete  moulded  about  them,  care  being  taken 
to  have  the  stirrups  bear  closely  upon  the  bottom  of  the  rods. 
The  concrete  is  then  filled  in  until  the  level  of  the  next  reinforce- 
ment is  reached :  these  arc  jhu  in  and  concreting  continued  until 
the  top  is  reached.  The  concrete  should  l>e  carefully  tamped  as 
it  is  put  in  place.  A  coating  of  r  to  2  cement  mortar  should  be 
spread  over  the  top  of  the  footing.  When  large  spread  founda- 
tions are  put  in  it  is  impossibk  to  carry  on  the  work  continu- 
ously, and  care  must  be  taken  in  joining  new  concrete  to  old. 
The  joint  should  be  roughened  and  coated  with  rich  mortar  be- 
fore beginning  to  lay  concrete  anew. 

Pile  FonndationB  with  Reinforced  Concrete  Caps. — A  thick 
mass  of  concrete  placed  about  and  resting  upon  the  heads  of  tim- 
ber piles  has  been  extensively  used  in  foundations  for  bridges, 
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buildings,  etc.  By  using  reinforced  concrete,  a  foundation  is 
secured  with  as  great  stiffness  and  of  much  less  weight  than 
when  masonry  or  unreinforced  concrete  is^  employed.  A  reduc- 
tion in  weight  and  a  saving  in  cost  is  secured  by  the  use  of  this 
form  of  construction.  I-beams  are  sometimes  used  in  a  manner 
somewhat  similar  to  grillage  foundations.  A  thick  layer  of  con- 
crete is  placed  around  and  over  the  tops  of  the  piles,  one  or  two 
layers  of  I-beams  are  placed  upon  this  concrete  platform,  and  a 
filling  of  concrete  is  placed  between  and  over  these  beams  in  the 
same  manner  as  in  spread  foundations.  Steel  girders  are  some- 
times used  in  a  similar  manner.  A  concrete  slab  reinforced  with 
rods,  some  form  of  Monier  netting,  or  with  expanded  metal  is  the 
more  usual  type  of  capping  for  piles. 
A  notable  example  of  a  pile  foundation  capped  with  reinforced 
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Pig.  231.— Capped  Pile  Foundation.  Yonkers  Power  House, 

N.  Y.  C.  &  H.  R.  R.  R. 

concrete  is  that  of  the  Yonkers  Power  House  for  the  New  York 
Central  &  Hudson  River  R.  R.  Figure  231  is  a  section  near  a 
side  wall,  and  show^s  the  concrete  capping  reinforced  by  two 
layers  of  i-in.  diameter  rods.  These  layers  are  placed  22  ins.  apart 
with  two  sets  of  rods  at  right  angles  to  each  other  in  each  layer, 
and  spaced  12  ins.  centers.  This  foundation  occupies  an  area  of 
265  X  265  ft.,  and  is  composed  of  timber  piles  driven  3  ft.  centers 
and  capped  with  concrete  reinforced  as  explained. 

When  expanded  metal  is  used  it  is  fastened  to  each  pile  by  a 
staple.  Figure  22^2  shows  an  expanded  metal  reinforcement  used 
in  a  pile  foundation  for  the  masonry  piers  for  the  Penrose  Ferry 
Bridge  over  the  Schuylkill  River  at  Philadelphia,  Pa.  No.  4 
gauge  plate,  with  6-in.  mesh,  was  used  in  this  construction. 

In  the  construction  of  reinforced  concrete  pile  caps  the  earth 
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is  excavated,  to  the  desired  depth  below  the  top  of  the  piles, 
they  having  been  cut  off  at  the  proper  elevation.  The  concrete  is 
then  filled  in  around  and  over  the  piles  to  the  level  of  the  rein- 
forcement, being  confined,  if  necessary,  at  the  sides  with  boxing. 
The  reinforcement  is  then  put  in  and  the  concreting  continued 
until  the  thickness  desired  is  secured. 

Concrete  Piles. — Piles  constructed  of  concrete  may  or  may  not 
be  reinforced.  They  can,  in  general,  be  used  under  almost  all 
conditions  in  which  timber  piles  arc  employed,  and  in  many  situa- 
tions where  the  latter  would  be  impracticable.  They  may  be 
used  in  dry  soil,  in  soil  which  is  wet  and  may  dry  out  o*-  is  alter- 
nately wet  and  dry.  Wooden  i)iles  will  decay  when  subjected  to 
alternately  wet  and  dry  conditions.     On  this  ace  jv.nt  timber  piles 
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Cross  Section  Side   Elevation. 

Fig.  2.'>2.— Capped  Pile  Foundation,    Penrose  Ferry  Bridge.  Philadelphia.  Pa. 

must  ]>e  cut  (>ff  below  the  water  line,  necessitating  often  a  large 
amcnmt  of  concrete  as  a  filling  to  bring  the  foundation  up  to  the 
desired  level.  Hy  the  use  of  conerete  piles  caj)ped  with  rein- 
foreed  concrete  much  less  material  will  be  needed.  A  saving  is 
also  made  in  the  amount  of  excavation. 

Concrete  piles  cost  somewhat  more  than  timber  piles,  but 
under  many  circumstances  the  saving  in  materials  and  excava- 
tion when  they  are  used  is  great  enough  to  make  a  substantial 
saving  in  the  total  cost  of  the  foundation. 

Difficulties  in  driving  have  been  experienced  in  some  soils,  but 
by  the  use  of  improved  n^ethods  it  is  probable  they  can  be  driven 
in  almost  any  soil  that  timl)er  piles  will  ])enctrate.  Concrete 
piles  may  often  be  used  when  it  is  difficult  to  secure  those  of  tim- 
ber.   Piles  of  this  kind  also  possess  the  advantage  of  being  readily 
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bonded  to  the  capping  of  c 
or  con  Crete -steel.  Tliey  possess 
marked  advantage  over  timber 
piles  for  marine  work  on  account 
of  their  freedom  from  the  rav- 
ages of  the  teredo  and  their  inde- 
pendence from  the  influences  of 
inoistiire  conditions.  When  used 
•IS  reinforced  .sheet  pilhig  grooves 
are  left  in  adjacent  edges  of  t!ie 
piles;  these  art  filled  with  grout 
after  the  piles  are  driven,  and 
tluis  become  practically  a  water- 
tight monolithic  wall  possessing 
great  strength. 

Concrete  piles  may  be  divided 
into  two  general  classes — tho; 
constructed  in  place  and  those 
cast  or  nx)ulded  in  advance  and 
driven  after  the  concrete  has  at- 
taineil  sufficient  strength  by 
methods  similar  to  those  used 
for  driving  tiinhcr  ]>ile? 

Piles  Built  in  Place. — Tliree 
forms  of  concrete  jiilcs  htiilt  in  J 
place  deserve  consideration.  The 
methods  of  construction  em- 
pioyed  in  building  them  differ 
somewhat. 

The  Raymond  Pile. — The  Ray- 
mond Concrete  Pile,  the  patents 
of  which  arc  controlled  by  the 
Raymond  Concrete  Pile  Co.,  of 
Chicago.  III.,  is  constructed  as 
follows:  A  steel  pile-core,  the 
size  and  shape  of  the  pile  de-  Fig.  2;i3,— Collapaiblo  Core.  Raymoad 
sired,  is  encased  in  a  thin,  closely  Concretu  pnea.         , 

fitting  steel  shell,  and  driven  into  the  ground  hy  means  of  a  pile- 
driver  in  the  usual  manner.  The  core  is  then  withdrawn,  leaving 
the  shell  in  the  ground.    The  shell  has  sufficient  strength  to  retain 
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the  shape  of  the  core.  This  hollow  tube  is  then  filled  with  con- 
crete. When  reinforcement  is  to  be  used  it  is  placed  before 
putting  in  the  concrete.  The  details  of  the  core,  which  is  col- 
lapsible, to  facilitate  drawing,  are  shown  in  Fig.  233. 

This  particular  core  is  adapted  to  the  construction  of  piles  30 
ft.  long,  6  ins.  in  diameter  it  the  point  and  tapering  to  20  ins.  in 
diameter  at  the  top,  and  weighs  7,500  lbs.  The  core  consists  of  a 
hollow  tapered  center-piece  and  a  conical  shell  divided  longitu- 
dinally into  three  segments  with  a  small  clearance  between  their 
vertical  edges.  The  center-piece  is  made  in  two  sections,  con- 
nected by  a  screw  joint  (see  detail  F,  Fig.  233),.  and  has  a 
surface  composed  of  vertical  faces  connected  by  short  inclined 
sections  or  bearing  surfaces,  which  fit  and  bear  against  wedge- 
shaped  projections  on  the  inside  of  the  shell  segments.  Amp^e 
clearance  is  thus  obtained  between  different  parts  of  the  core; 
this  allows  the  shell  to  move  a  short  distance  up  or  down  with 
relatipn  to  the  center-piece  and  allows  it  to  expand  or  contract, 
as  may  be  required.  The  outer  segments  are  also  made  in  two 
pieces  and  fastened  together  with  a  lap  joint  riveted  with  counter- 
simk  rivets.  The  center-piece  and  segmental  shell  are  fastened 
together  with  horizontal  links  at  the  bottom,  top  and  intermediate 
points. 

The  conical  shape  given  to  the  pile  helps  to  compact  the  earth 
when  driven  and  gives  a  greater  bearing  or  frictional  area  than 
is  obtained  by  the  use  of  a  straight  pile.  When  the  piles  are 
driven  to  bed-rock  a  special  core,  13  ins.  in  diameter  at  the  bot- 
tom and  20  ins.  at  the  top,  is  employed.  These  piles  form  con- 
crete columns,  upon  which  the  substructure  is  built.  Bent  steel 
plates  are  tap-bolted  to  the  top  of  the  core  to  form  glides  to 
engage  the  pile-driver  ways.  The  head  of  the  core  is  recessed  to 
receive  a  hooped  oak  driving  block.  The  mould,  of  No.  20  gauge, 
one-pass,  cold-rolled  Bessemer  steel,  is  prepared  in  8-ft.  sec- 
tions, which  overlap  several  inches.  The  steel  is  shaped  in  an 
extra-heavy  cornice  break.  The  sections  are  nested  and  placed 
on  the  point  of  the  core.  The  upper  sections  are  then  pulled  into 
place  and  fit  closely  about  the  core.  The  core  is  then  lifted  in  the 
ways,  centered  as  required  and  driven  like  an  ordinary  timber  pile. 

After  having  been  driven  to  the  proper  depth,  the  key  which 
joins  the  center  and  shell  of  the  core  is  removed,  a  tackle  hitched 
to  the  center  of  the  core,  and  as  tension  is  put  upon  it  the  core 
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collapses,  is  lifted  out  and  prepared  for  the  next  pile.     Fig.  234 
shows  both  the  core  and  the  shell. 

When  it  is  desired  to  strengthen  the  pile  against  flexure,  the  re- 
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pig.  234,— Core  and  SheU  of  Raymond  Concrete  Pile, 
inforcement  is  placetl  before  putting  in  the  concrete.    Tliis  usually 
consists  of  a  centra!  rod  about  ij^  ins.  in  diameter  and  three 
j4-in.  side  rods,  placed  as  shown  in  l"ig,  235.    .\fter  placing  the 
rods  the  concrete,  which  is  usually  i  :  2 :  4.  is  piit  in.     It  is  con- 
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sidered  that  no  ramming  is  needed  in  the  lower  lo  ft.,  but  the 
remainder  of  the  concrete  is  carefully  rammed  as  it  is  p^ced. 

An  ordinary  pile-driver,  slightly  modified,  may  be  used  for 
driving  the  Raymond  pile-core,  but  on  account  of  its  great  weight 
a  heavier  hammer  should  be  used  than  is  employed  in  driving 
timber  piles.  A  special  machine,  as  shown  in  Fig.  236,  has  proved 
more  convenient  and  rapid  than  the  ordinary  pile-driver.  This 
machine  has  a  50-ft.  tower,  with  telescopic  extension  for  handling 
long  piles  or  operating  a  hammer  in  a  trench.  A  Vulcan  steam 
hammer  is  used  with  this  machine,  which  strikes  from  60  to  70 
blows  a  minute.  With  this  machine  an  average  of  40  piles  a  day 
should  be  driven. 

Raymond  piles  have  been  successfully  used  for  many  structures. 
One  hundred  and  forty-two  piles,  20  ins.  at  the  top  and  13  ins.  at 
the  bottom,  with  a  shell  of  Xo.  20  sheet  iron,  were  used  in  the 
construction  of  a  library  building  at  Aurora,  111.     These  were 


Fig.  235.— Reinforcement  for  Raymond  Concrete  Pile. 

driven  14  ft.  through  filled  ground  to  rock  by  an  ordinary  pile- 
driver  with  a  hammer  weighing  2,400  lbs.  and  having  a  drop  of 
from  20  to  25  ft.  In  the  construction  of  a  receiving  station  for 
the  United  States  Express  Co.  in  Xcw  York  163  Raymond  piles 
were  used.  These  piles  are  6  ins.  in  diameter  at  the  bottom  smd 
20  ins.  at  the  top  and  range  from  22  to  28  ft.  in  length.  The  soil 
in  this  locality  is  a  deep,  soft  mud  or  silt  up  to  ground  water  line; 
above  this  there  is  a  lo-ft.  fill  containing  a  large  quantity  of 
ashes  and  broken  stone.  It  proved  a  difficult  soil  to  drivie 
through.  A  pile-driver  of  the  ordinary  type,  with  a  3,200-lb. 
hammer,  was  used,  with  a  maximum  drop  of  10  ft.,  and  only 
averaged  13  piles  in  a  10-hour  day. 

This  pile  is  adapted  for  use  when  the  soil  to  be  penetrated  is 
sand,  quicksand  or  silt  or  soft  earth,  which  may  be  loosened  and 
removed  by  a  water  jet.  The  pile  has  a  sheet-iron  tapering  shell 
made  in  8- ft.  sections  and  nested  (Fig.  237).     Each  section  has 
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on  its  upper  end  an  outside  projecting  ring,  wliich  engages  a 
similar  ring  on  the  lower  end  of  the  section  above  and  pulls  it 
down  as  it  sinks.  A  cast-iron  shoe  is  riveted  to  the  inner  and 
lower  section  and  a  2^-in.  pipe  with  a  ^-in,  nozzle  is  attachei) 


pig.  23C.— Pile  Driver  for  RaymODd  Concrete  Pile  Work. 

to  the  center  of  the  pile  point  or  shoe.  This  pipe  is  held  in  the 
center  of  the  shell  by  spreaders  placed  at  each  joint.  Water 
under  pressure  is  forced  through  this  pipe ;  the  first  section  sinks 
until  its  head  engages  the  bottom  of  the  second  shell  and  draws  it 
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down,  and  so  on.  Each  section  is  filled  with  conr'-ete  as  it  sinks, 
and  additional  sections  are  added  to  the  pipe  as  is  -necessary.  The 
zyi-'m.  pipe  is  left  in  the  center  of  the  pile  and  acts  as  a  rein- 
forcement. If  additional  reinforcing  is  desired,  rods  may  be 
inserted  near  the  outer  face  of  the  concrete.  During  a  test  of 
this  system  on  the  Missouri  River  near  Omaha,  Neb.,  a  pile  of 
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Fig.  238.- 


this  kind,  lo  ins.  in  diameter  at  the  bottom  and  20  ins.  at  the  top, 
was  sunk  to  a  depth  of  75  ft.  in  sand  with  a  water  pressure  of 
cnly  40  lbs.  on  the  jet. 

The  Simplex  Pile. — The  Simplex  Concrete  Piling  Co.,  of  Phila- 
delphia, Pa.,  and  the  Foundation  Co..  of  New  York,  employ  a 
wrought-iron  driving  pipe  of  Ihc  diameter  and  length  of  the  pile 
required.    This  pipe  is  of  sufficient  strength  to  stand  driving,  and 
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has  a  point  made  of  concrete  or  of  cast  iron  or  steel,  and  is  capped 
with  a  hardwood  driving  head  which  protects  the  pile  from  being 
.njured  during  driving.  After  being  driven  to  a  firm  bearing  the 
pipe  is  withdrawn  and  the  hole  filled  with  concrete.  An  ordinary 
pile-driver  is  used  for  driving  this  pipe.  Figure  238  shows  section 
of  the  Simplex  driving  form.  In  certain  kinds  of  soil,  what  is 
known  as  the  alligator  point  is  used.  This  consists  of  a  folding 
point  which  opens  and  is  withdrawn  when  the  pipe  is  drawn.  The 
character  of  this  point  is  clearly  shown  in  Figs.  239  and  245.  Fig. 
239  shows  shell  and  point  being  withdrawn  and  concrete  being 
tamped  in  place ;  Fig.  240  a  section  of  a  finished  pile,  together  with 
the  concrete  bucket ;  and  Fig.  241  shows  method  of  reinforcing  pile 
when  used  for  wharves  and  docks.  Figure  242  shows  concrete 
points  used  in  the  construction  of  the  Pittsburg  Terminal  Ware- 
house, while  Fig.  243  shows  cast-iron  points  used  for  certain 
classes  of  soils. 

In  the  construction  of  foundations  for  the  Washington  Bar- 
r-acks  some  modifications  of  the  above  plan  were  found  necessary. 
Capt.  John  S.  Sewell,  Corps  of  Engineers,  U.  S.  A.,  who  had 
charge  of  this  work,  gives  the  following  information  regarding  it : 

It  was  found  that  a  concrete  point  having  its  main  body  4  ins. 
greater  in  external  diameter  than  the  driving  pipe  and  shaped  like 
an  elongated  projectile  was  the  most  satisfactory.  A  tenon  was 
formed  on  the  upper  end  of  the  point,  which  fitted  into  the  lower 
end  of  the  driving  pipe.  The  body  near  the  tenon  tapered  slightly 
inward.  The  shoulder  where  the  tenon  joined  the  point  was  rein- 
forced by  a  circular  ring  of  cast  iron,  and  the  body  of  the  point 
below  was  reinforced  by  a  cylindrical  wrapping  of  expanded 
metal  placed  near  the  surface  to  resist  the  bursting  effect  due  to 
driving. 

The  driving  form  consisted  of  a  heavy  cast-iron  driving  pipe 
fitted  over  the  tenon  of  the  point.  Enveloping  this  was  a  wrought 
iron  pipe  of  larger  diameter,  which  fitted  firmly  on  the  sloping 
part  of  the  body  of  the  point.  At  the  top  was  a  hardwood  driv- 
ing head  with  a  tenon  fitting  into  the  heavy  pipe  and  having  a 
shoulder  broad  enough  to  rest  upon  both  pipes,  and  fitted  with 
projections  to  keep  the  piles  properly  centered. 

This  composite  form  was  set  up  and  driven  to  a  firm  bearing 
^h  an  ordinary  pile-driver  having  a  hammer  weighing  2,200 
lbs.    The  driving  pipe  was  then  lifted  out  with  a  rope  and  tackle. 
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Figs.   2.1I)-:;41,-Skttthcs  Showing  Consirviiiion  ol  Simplex   Pll««. 
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After  three  or  four  shells  were  driven,  the  filling  and  drawing  of 
the  outer  pipe  was  begun.  The  pulling  was  "done  by  means  of  a 
tripod  and  winch.  The  concrete  was  put  in  and  rammed  as  the 
cuter  pipes  were  pulled,  so  as  to  keep  the  bottom  of  the  pipe 
always  sealed  with  a  foot  or  more  of  concrete.  In  this  manner  the 
hole  was  entirely  filled  without  any  danger  of  caving  in. 

This  method  can  be  applied  to  piles  driven  through  water,  the 
outer  cylinder  being  left  in  place.  It  was  found  that  through 
moderately  wet  earth  the  outer  pipe  could  be  dispensed  with,  and 
the  plan  finally  adopted  under  such  conditions  at  Washington 


FiB.  •J42,— Concrete  Points  (or  Simpler  Piles. 
Barracks  was  as  follows :  .\  driving  pipe  about  i  in.  less  in  diam- 
eter thaii  the  jxiint  was  used.  The  sections  of  the  pipe  are  spliced 
with  outside  sleeves,  as  any  projection  within  prevents  the  proper 
placing  of  tlie  concrete.  The  pipe  was  also  reinforced  with  sleeves 
at  the  bottom  and  top.  Tliesc  sleeves  do  not  add  materially  to 
the  difficulties  of  driving  or  drawing.  The  friction  in  driving 
was  greatly  reduced  by  coating  the  outside  of  the  pipe  with  grease 
or  heavy  oil.  When  difficult  driving  is  encountered,  steel  points 
should  be  used. 
An  attempt  was  made  to  reinforce  the  piles  with  circumferential 
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cylinders  of  expanded  metal,  but  the  dropping  and  ramming  of 
the  concrete  caused  these  to  collapse,  so  tliat  the  attempt  failed. 

A  center  rod  was  successfully  used  for  reinforcement  at 
Washington  Barracks,  In  work  of  more  recent  date  the  rein- 
forcing has  been  accomplished  by  using  four  or  more  steel  rods 
conncclcd  by  a  system  of  horizontal  wires,  the  rods  being  placed 
near  the  circumference  of  the  pile. 

Recent  work  done  by  this  method  has  resulted  in  the  elimi- 
nation of  the  interior  cast  iron  form,  and  the  so-called  Alligator 
point  is  now  generally  used  in  place  of  the  cast  iron  or  concrete 
points. 

A   specially   designed  pile-driver  i.s   used,   which    has   an   in- 


Fig.  243.— Cast  Iron  Points  tor  Slmpli 


genious  arrangement  by   which  the  steel  driving   form  can  be 
pulled  without  moving  the  pile-driver.     .\  pair  of  pulling  ropes 
is  passed  between  the  hammer  and  the  leads,  a  place  being  pro- 
vided for  this  purpose  by  using  a  steel  channel  to  form  the  inner 
face  of  the  lead.    The  flanges  of  the  channels  are  turned  lowarA 
the  hammer,  and  form  a  pocket  or  channel  for  the  pulling  ropes  - 
as  well  as  acting  as  an  inner  face  for  the  pile  driver  leads.    B^ 
the  use  of  this  form  of  driver  the  entire  operation  is  iwrfonne^ 
with  one  outfit,  and  the  pile   form  is  pulled  immediately  afte= 
^  driving,  the  concrete  being  placed  in  position  at  the  rame  tim^ 
l!n  cases  where  the  surrounding  material  tends  to  fill  the  voii 
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left  by  the  driving  pipe  when  it  is  withdrawn,  a  light  cyHndrical 
shell  of  No.  20  or  22  gauge  metal,  having  an  outside  diameter 
slightly  less  than  the  inside  diameter  of  the  driving  form,  is 
dropped  inside  of  the  form  when  the  latter  has  reached  its  final 
depth.  This  shell  is  filled  with  concrete  before  withdrawing 
the  driving  form,  and  serves  to  retain  the  form  of  the  pile  and 
to  reduce  the  friction  of  drawing  by  relieving  it  from  the  internal 
friction  of  the  concrete.  By  this  method  Simplex  piles  up  to 
40  ft.  in  length  have  been  driven.  The  power  require!  to  draw 
the  form  is  often  very  considerable.  It  is  stated  that  in  one  case 
an  uphft  of  approximately  100  tons  was  employed.  This  throws 
an  interesting  light  on  the  probable  friction  of  the  soil  against  a 
pile. 

One  of  the  advantages  claimed  for  the  Simplex  pile  is  that 
the  steel  shell  employed  for  the  outer  form  is  light,  and  does  not 
absorb  the  shock  of  the  pile-driver.  The  inertia  of  the  light  shell 
being  small,  it  does  not  reduce  the  penetration,  and  on  this 
account  it  is  claimed  that  this  pile  may  be  driven  to  a  much 
greater  depth  in  hard  driving  than  piles  driven  by  other  methods. 
It  has  been  found  that  this  pile  works  best  in  its  simplest  form  in 
clay  soils,  but  with  the  addition  of  the  light  inner  shell  it  can  be 
used  in  soft  soils,  quicksand,  and  practically  any  materials,  even 
in  water. 

The  cost  of  driving  per  lineal  foot  for  long  piles  is  somewhat 
greater  than  that  of  driving  short  piles,  but  the  cost  of  the  point, 
which  is  an  important  item  in  the  cost  of  the  pile,  brings  the  total 
cost  per  foot  of  short  piles  up  to  about  that  of  long  ones.  The 
cost  of  driving  alone  is  somewhat  higher  than  that  of  driving 
timber  piles ;  to  this  must  be  added  the  cost  of  drawing  and  filling 
the  tubes,  which  is  considerable.  The  cost  of  steel  points  is  about 
60  per  cent,  more  than  that  of  concrete  points. 

The  Barracks  buildings  were  located  on  an  irregular  strip  of 
land  between  the  Potomac  River  on  the  west  and  a  former  tribu- 
tary, known  as  the  James  Creek,  on  the  east.  Much  of  the  site 
ir  reclaimed  land.  On  the  Potomac  River  side  the  original  river- 
bed was  good  firm  sand  and  gravel,  witli  many  boulders.  The 
bottom  of  the  James  Creek  was  soft  silt  for  a  depth  varying  from 
25  to  45  ft.  below  mean  low  water.  The  present  surface  of  the 
ground  is  from  10  to  18  ft.  above  low  water.  The  permanent 
water  line  is  as  low  as  mean  low  water  everywhere.    Some  of  the 
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made  earth  was  compact,  but  even  the  best  of  it  would  not  safely 
carry  a  pressure  of  500  lbs.  per  sq.  ft.  *  Timber  piles  were  out  of 
the  question  in  this  locality.  Concrete  piles  varying  in  length  from 
10  to  45  ft.  were  successfully  used. 

One  of  the  advantages  claimed  for  this  pile  is  the  great  surface 
friction  developed  by  the  rough  surface  of  the  concrete.  The 
vigorous  ramming  of  the  concrete  as  it  is  put  in  place  causes  it  to 
expand  into  the  surrounding  earth,  compacting  the  latter,  as  well 
as  causing  an  intimate  contact  between  the  two,  and  leaving  a 
rough  surface  to  the  concrete,  which  develops  high  frictional 
values.     Usually  a  rammer  weighing  6,000  lbs.  is  used. 

These  piles  may  be  used  in  all  kinds  of  ground ;  hard  ground, 
filled  ground,  filling  of  ashes  or  other  materials,  and  swamp  or 
other  soft  ground.  They  are  practically  indestructible  after  once 
in  place.  There  appears  to  be  no  limit  to  the  length  of  pile  which 
may  be  driven,  while  the  length  of  a  wood  pile  is  limited  by 
the  height  of  the  pile-driver  frame;  in  the  case  of  the  Simplex 
pile  the  pipe  may  be  put  on  in  sections  and  the  driving  continued 
until  the  desired  depth  is  reached.  Again,  as  a  metal  pipe  has 
greater  strength  than  a  wooden  pile,  it  may  be  driven  through 
ground  so  hard  that  it  cannot  be  penetrated  by  a  wooden  pile. 

The  alligator  point  has  been  successfully  used  in  alluvial  soils 
in  the  South.  It  was  used  in  the  construction  of  the  foundation 
for  a  mill  building  at  llolyoke,  Mass.  This  building  is  300  ft.  x 
60  ft.,  two  stories  in  height,  and  was  built  on  a  river  bank.  The 
soil  was  filled  in  and  consisted  of  sand  and  mud.  The  piles  aver- 
aged 23  ft.  in  length.  The  alli^rftor  i)oint  was  also  used  in  the  con- 
struction of  a  foundation  for  a  warehouse  for  the  Belknap 
Hardware   Mfg.   Co.,  at   Kansas  City.   Mo. 

Simplex  piles  were  used  ior  the  foundation  of  the  Produce  Ex- 
change Bank  Building  in  Xew  York  City.  This  is  a  12-story  and 
basement  building;  IJ5  piles,  averaging  20  ft.  in  length,  were 
driven  through  quicksand  into  hardpan.  The  piles  were  loaded 
to  35  tons  each.  A  test  of  the  bearing  power  of  a  pile  was  made 
under  the  supervision  of  the  lUireau  (»f  lUiildings.  When  loaded 
to  45  tons  no  settlement  was  (.0)servc(l.  A  test  was  made  of  five 
i6-in.  piles  for  a  crane  foundation  for  the  Westinghouse  Ma- 
chine Co.,  at  Pittsburg,  Pa.  This  test  continued  for  ten  days. 
No  settlement  was  observed  under  a  test  load  of  300  tons. 

Simplex  piles  can  be  put  in  with  great  rapidity,  anywhere  from 
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20  to  50  piles  beii^  put  in  with  a  single  pile-driver  in  one  day. 
The  foundation  for  the  new  River  and  Railroad  Terminal  Ware- 
house Building,  at  Pittsburg,  Pa.,  is  constructed  on  4AJ0  i6-in. 
Simplex  piles,  from  30  to  45  ft.  long,  driven  through  filled  in 
ground.    The  actual  time  of  driving  was  y6  working  days. 

Figure  244  shows  a  chimney  foundation  constructed  of  Sim- 
plex piles;  12  piles,  driven  about  the  circumference  of  a  circle, 
were  used.  Anchor  rods  extending  to  the  bottom  of  the  piles  pre- 
vent any  possibility  of  overturning  from  wind  pressure.     This 


Fig.  ::44.— Chlmaey  Foundation  □(  Simplex  CoDcrete  Ptlea. 

particular  foundation  was  used  in  the  construction  of  a  chimney 
at  Holyoke,  Mass. 

Figure  245  shows  a  pile-driver  and  driving  form  with  alligator 
point  attached,  used  at  Sioux  City.  la.,  in  driving  Simplex  con- 
crete piles  for  the  C,  St.  P.  &  O.  R.  R.  Co.  round  house.  This 
foundation  was  constructed  by  the  Foundation  Co.,  35  Nassau  St., 
New  York. 

When  it  is  desired  to  use  a  heavy  reinforced  pile  for  wharf 
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construction,  the  construction  shown  in  Fig.  241  may  be  used. 
After  filling  the  lower  part  of  the  pile  with  concrete,  a  reinforce- 
ment, fastened  together  as  shown,  and  siiroiinded  by  a  sheet- 
iron  shell  to  hold  the  concrete  in  place  in  the  part  passing  throug^i 
the  water,  is  lowered  in  place  and  concrete  filled  in  to  the  top. 


Fig,    i;4.".— simplex    I'ile    Driver   and    Alligator    Point    Driving   FDtOi. 

Steel-Concrete  Pile. — A  pile  using  a  steel  shell  is  extensively 
used  by  Clark  &  Co..  New  York  City,  for  building  foundations. 
The  shell  is  of  seainless  steel,  }i-in.  or  more  in  thickness,  and  i* 
used  in  sections  of  convenient  length.    The  sections  are  joined  by 
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an  inside  coupling  (see  Fig.  246).  The  pile  is  driven  by  means 
of  a  steam  hammer  and  water  jet.  Figure  247  shows  the  arrange- 
ment of  the  apparatus  for  driving.  After  the  shell  has  reached 
rock  and  the  confined  material  has  all  been  washed  out,  which  is 
shown  by  the  water  at  D  running  clear,  then  by  changing  the 


valves  grout  is  forced  down  the  jet  pipe,  which  by  its  greater 
specific  gravity  replaces  the  water.  A  neat  cement  grout  is  used 
to  fill  the  pipe.  When  reinforcement  is  desired,  round  rods,  held 
in  proper  position  by  rings,  are  used  about  the  periphery  of  the 
pile  core. 
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Beinforced  Concrete  Files  with  Enlarged  Footing. — Figure  248 
shows  a  reinforced  concrete  pile  with  an  enlarged  footing,  used 
for  a  foundation  in  clay  in  underpinning  a  building  in  Boston, 
Mass.  The  total  length  of  this  pile  was  26  ft.  It  was  constructed 
by  driving  a  tube  to  a  depth  somewhat  less  than  that  desired  for 
the  footing,  then  boring  and  washing  out  the  hole  to  the  full 
depth  required,  which  is  about  2.5  ft.  below  the  bottom  of  the 
tube.  The  lower  part  is  then  chamfered  out  with  the  machine 
shown  in  Fig.  249.  The  angles  forming  the  cutting  edge  of  the 
machine  are  sharpened  to  knife  edges,  and  by  turning  the  ma- 
chine from  above  the  hole  was  bored  out,  the  material  being 


Chambering    Machine  • 
Fig.  249. — Chambering  Machine  for  Constructing  Pile  with  Enlarged  Footing- 
washed  out  as  the  boring  proceeds.    The  piri  at  the  bottom  of  the 
machine  prevents  side  motion  and  holds  the  machine  in  line  dur- 
ing the  process  of  boring. 

Beinforced  Concrete  Piles  Moulded  Before  Driving. — Piles 
moulded  in  advance  resemble  colunms,  both  in  the  arrangement 
of  the  reinforcement  and  the  manner  of  moulding.  The  rein- 
forcements used  consist  of  one  or  more  rods  or  shapes  placed 
either  on  the  axis  of  the  piece  or  near  its  perimeter. 

Hennebique  was  the  first  enp^ineer  to  use  reinforced  concrete 
piles.  Tie  first  made  use  of  them  in  1896,  and  has  since  exten- 
sively employed  thein,  both  as  bearing  and  sheet  piling.  Figure 
250  shows  a  simple  and  common  type  of  Hennebique  pile.  Usu- 
ally four  reinforcing^:  rods  are  employed,  although  sometimes  eight 
are  used.    In  the  latter  case  a  rod  is  placed  at  the  middle  of  each 
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de.  The  reinforcing  rods  are  tied  together  at  intervals  of  about 
ins,  with  iron  wire  ties.  The  point  is  strengthened  with  an  iron 
loe.    The  pile  shown  in  section  by  Fig,  251  was  used  in  the  con- 
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Fie.  251.— Pile  fi 


SouthamptuD,  BnKland, 


ruction  of  a  dock  at  Southampton,  England.    Figure  252  is  the 
ction  of  a  pile  used  in  a  quay  wall  at  the  same  place. 
The  head  of  the  pile  is  snnictimes  moulded  round  and  to  a 
nailer  diameter  than  the  thickness  of  the  body  of  the  pile,  to 
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permit  the  application  of  a  driving  cap.  Figure  250  shows  the 
type  of  cap  employed  when  this  form  of  head  is  used.  The  rods 
sometimes  extend  beyond  the  concrete  and  are  bent  into  a  loop,  to 
which  a  tackle  may  be  hooked  for  lift- 
ing them. 

Figure  253  shows  a  hollow  Hennebique 
pile,  which  is  much  lighter  than  the  ordi- 
nary pile,  and  hence  more  easily  handled. 
The. four  reinforcing  rods  arc  retained, 
and  the  diaphragms,  which  contain 
forked  spacers  and  wire  ties,  join  them 
together. 

The  Hennebique  sheet  piling  is  con- 
structed in  the  form  of  rectangular  slabs 
and  is  usually  reinforced  with  six  vertical 
rods,  two  being  placed  in  the  middle  of 
the  slab.  The  rods  are  tied  together  in 
both  directions   in  the  horizontal   jilane. 

A  semicircular   groove    is  formed  down  • 
the  edge  of  each  pile  and  the  hole  formed 

by  two  of  these  grooves,  when  the  piles 

are  driven  side  by  side,  is  filled 

with   grout.     The  pile   i>oint   is 

formed  by  beveling  one  of  the 

narrow  faces  so  that  it  forms  a 

wedge    with   the   opposite    face,  f 

Figure  254  is  a  section  of  TTen- 

nebique  sheet  piling  used  in  the 

construction  of  a  bank  protection 

on  the  Ghent   Terneuzen   Canal, 

Belgium. 
An  example  of  a  square   pile  ^iw  lies  above  ana  hehn 

of  the   Hennebique  type,  but  of  g^^i'^'^JJ^  pi^pj,^^^  \ 

American    design,    is    shown    in 

F.'iT-  255.    This  pile  was  used  in 

the  construction  of  the  Railway  Pig.  2.^)3.- 

Terminal  Station  at  Atlanta.  Ga. 

Four  reinforcing  rods,  ij^  in.  in  diameter,  are  used.    These  are 

bound  together  by  ^/^  in.  wire  ties,  spaced  nearer  together  thau 

in  column  construction.    The  tops  of  the  reinforcing  rods  gener- 
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ally  extend  to  within  about  2  ins.  of  the  top  of  the  concrete  at  the 
head.  The  point  is  formed  by  an  ordinary  pile  shoe,  the  straps 
of  which  are  turned  in  at  the  top,  to  form  a  hold  in  the  concrete. 
The  reinforcing  rods  are  bent  in  at  the  foot  and  bear  against  the 
bottom  of  the  shoe. 

Figure  256  shows  the  form  of  a  rectangular  pile  used  in  the 
construction  of  a  wharf  at  Novorossisk,  Russia.  The  piles  were 
spaced  16  ft.  4^  in.  centers  and  supported  I5J4  x  ^SH  'n,  con- 


Sectwn    A-B, 
Pig.  254.— Sheet  Plies  of  Henoeblque  ConHtructlon, 

Crete  steel  girders.  These  were  connecte<l  by  five  8  in.  x  12  in. 
stringers,  which  in  turn  supported  a  4-in.  reinforced  concrete 
slab.  The  load  to  be  carried  was  213  lbs.  per  sq.  ft.,  each  pile 
carrying  the  load  from  269  sq.  ft,  of  floor,  consisting  of  a  total 
dead  and  live  load  of  about  43  tons.  These  piles  were  approxi- 
mately 16  ins.  square  and  42  ft.  long,  and  have  a  reinforcement 
weighing  about  45  lbs.  per  lin.  ft. 
Figure  257  shows  the  section  of  a  triangular  pile  used  in  the 
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a\  Section. 

25r..— Pile   for  Tralnshcd   Foimdaiton.  Ptg.  257.— Pile  tor  Conrt 

Atlanta,    Ga.,    Railway   Terminal  House  FauDdatlOD  «l 

S'.atlon.  BerllQ,  GermuiT, 
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construction  of  a  courthouse  foundation  near  Berlin,  Germany. 
The  reinforcing  rods  are  i-in,  in  diameter  and  are  tied  together  at 
intervals  of  8  ins.  throughout  their 
length  with  J^-'".  ties.  The  rods 
are  bent  to  a  point  and  welded  to- 
gether at  the  bottom.  The  concrete 
used  was  i  part  Portland  cement 
to  3  parts  river  gravel. 

The  form  of  pile  reinforcement 
shown  in  Fig.  258  is  the  invention 
of  Mr.  A.  E.  Williams.  Inst.  C.  E., 
of  Dagenhain  Docks,  Essex,  Eng- 
land. The  reinforcement  consists 
of  an  I-beam.  At  the  point  the 
web  is  cut  away  and  the  sides 
forged  to  a  point.  The  concrete  is 
further  reinforced  by  steel  hoops 
placed  at  short  distances  apart 
thronghotit  its  length.  When  bend- 
ing in  a  direction  normal  to  the 
web  of  the  beam  is  feared,  two  flat 
steel  bar.';  are  attached  to  the  web 
at  the  ends  and  bent  out  in  the 
form  of  a  truss.  A  pile  shoe  of 
the  ordinary  form  may  be  used,  but 
is  .sometimes  omitted. 

Another  form  of  I-beam  rein- 
forcement, described  by  Christophe, 
in  Beton  Arme,  is  called  the  Rech- 
ter.  \'creng  and  Dopking  system, 
and  is  adapted  to  the  construction 
of  sheet  piling.  The  reinforcement 
consists  of  two  I-beams,  tied  to- 
gether at  intervals  by  framed  dia- 
phragms. A  tongue  is  moulded  on 
•  one  edge  and  a  groove  on  the  other 

Pig.  258.— wnuamB  Pile.  which  lock  together  adjacent  piles 
when  they  are  driven.  This  pile  was  designed  for  a  ituay  wall  at 
Cochin-China,  and  has  an  anchor  rod  attached  to  the  top  and  car- 
ried back  into  the  bank,  where  it  is  rigidly  anchored  ( Fig.  259) . 
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The  author  knows  of  few  cases  where  round  reinforced  pilei 
have  been  used.  Presumably  the  reason  is  on  account  of  the  ad- 
ditional cost  necessary  to  construct  forms  for  circular  sections. 
This  reason  seems  more  imaginary  than  real,  for  if  a  considerable 
number  of  piles  are  to  be  used,  by  careful  designmg  circular 
moulds  can  be  constructed  at  a  cost  little,  if  any,  greater   that 


i  t^pg| ) 


Pig.  259.— Pile  (or  Q  ay 


those  of  square  or  rectangular  \\  th  tl  e  use  of  circular 

moulds  the  hooped  reinforcement  used  m  C()lumns  could  be  em- 
ployed to  replace  the  ordinary  form  of  longitudinal  rods  widi 
light  rods  placed  about  the  circumference  to  take  care  of  any  pos- 
sible bending  stresses.  The  great  ductility  possessed  by  hooped 
concrete  should  enable  it  to  resist,  without  injury,  the  shocks  due 
to  driving.    The  concrete  is  often  greatly  injured  at  the  head,  and 
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sometimes  throughout  the  pile,  when  reinforced  in  the  ordinary 
manner,  by  the  shock  of  the  hammer  when  the  pile  is  driven, 

A  reinforced  concrete  pile  recently  designed  by  Mr.  Frank  B. 
Gilbreth  is  called  the  Corrugated  Reinforced  Concrete  Pile.  The 
character  of  this  pile  will  be  understood  from  the  cross-section 
shown  in  Fig.  260. 

The  piles  taper  uniformly  from  the  butt  to  the  point.  The  piles 
used  for  the  foundation  of  the  Lattemann  Building,  in  Brooklyn, 
N.  Y.,  were  '.5  ins.  in  diameter  at  the  butt  and  11  ins.  at  the  point. 
Each  pile  is  cored  in  the  center,  the  core  being  4  ins.  in  diametef 
?.t  the  top  and  2  ins.  at  the  bottom.  A  water  jet  is  operated 
ihrtiugh  the  core  for  sinking  the  pile.  The  sides  of  the  pile  coin- 
cide with  the  planes  of  an  octagon,  and  are  fluted  at  their  middle 
by  corrugations,  the  sections  of  each  of  which  is  a  segment  of  a 
circle  2]/^  or  3  ins.  in  diameter.     These  corrugations  form  pas- 


Fig.  2C0.— Gilbrelb  Corrugated  Pile, 
sages  for  the  escape  to  the  surface  of  the  water  forced  through 
the  core-hole  in  sinking  the  pile.    They  also  increase  the  perimeter 
of  the  pile,  giving  a  greater  surface  area  for  skin  friction. 

The  piles  are  reinforced  both  transversely  and  longitudinally, 
Clinton  Electrically  Welded  Fabric,  with  meshes  3  x  12  ins.,  was 
used  for  the  pile  here  shown.  The  longer  dimension  is  placed 
lengthwise  with  the  pile,  and  is  of  No.  3  wire,  while  the  hori- 
zontal transverse  reinforcement  is  of  No.  10  wire.  No  part  of  the 
reinforcement  is  closer  than  i  in.  from  the  outside  of  the  concrete. 
For  piles  under  ordinary  conditions,  only  sufficient  reinforcement 
if  used  to  care  for  stresses  due  to  handling.  A  greater  area  of 
metal  should  be  used  where  severe  conditions  are  met  with,  or 
where  eccentric  loading  or  bending  will  be  brought  upon  the 
pile. 

The  piles  are  formed  in  moulds  made  of  2-in.  plank.  The  cor- 
rugations are  formed  by  nailing  pieces  on  the  inside  of  the  form 
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whose  section  is  the  segment  of  a  circle.  The  sides  of  the  fonii 
are  fastened  to  end  pieces,  through  which  the  core  projects  6  or 
8  in.  During  the  progress  of  the  moulding  the  central  core  is  at 
intervals  given  a  partial  turn  to  prevent  the  setting  of  the  cement 
holding  it  fast  and  prevent  its  removal.  The  forms  are  usually 
stripped  from  the  piles  from  24  to  48  hours  after  moulding,  and 
thereafter,  the  pile  is  kept  moist  to  permit  the  proper  action  of 
setting  to  take  place.  This  may  be  accomplished  by  covering  the 
piles  with  burlap  and  sprinkling  them  from  time  to  time.  The 
piles  should  not  be  driven  until  tliey  are  at  least  10  days  old. 
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Pig,  2«1.— Cilbrolh  Pile  Foundation  lor  IjHttmann  BulldlUB^  Brooklyn.  X.  T. 

The  manntT  in  which  these  piles  were  used  for  wall  and  col- 
umn foundations  fur  the  l.attemann  Building.  Brooklyn.  N.  Y.,  is 
shown  in  Fig.  261. 

Honlding  Piles. — I'ilc-i  may  be  moulded  either  vertically  or 
horizontally,  hut  iiuicli  bfttcr  resiilis  are  obtained  when  they  are 
moulded  vertically.  The  shocks  due  to  the  action  of  the  pile- 
driving  hammer  when  driving  arc  resisted  by  the  concrete  in  a 
much  better  manner  when  the  layer;;  oi  the  concrete  arc  normal 
to  the  direction  of  a])i)licatinn.  Again,  the  principal  stress  car- 
ried by  the  pile  is  compression,  and  it  is  also  best  cared  for  when 
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liie  layers  of  concrete  are  normal  to  tlie  axis  of  the  pile.  Con- 
siderable difficiilty  is  met  with  in  moulding  piles  vertically,  due 
tn  ihe  confined  space  in  which  the  concrete  inusl  be  deposited  and 
ramnietl.  However,  vertical  piles  may  be  constructed  neai  each 
other  and  held  in  a  rack  or  framework,  thus  reducing  tlie  area 
of  the  construction  and  storage  yard. 

Figures  362  and  263  show  views  of  a  plant  where  piles  were 
cast,  pile-driver  and  the  process  of  pile-driving.  Figure  263 
shows  piles  and  driver  used  for  the  new  Union  Station.  Hamburg, 


(icnnan).  The  piles  u.-ed  were  n'-  iti>.  i<[..  45  il.  l^ng,  and  car- 
ried 50  tons  each.  The  weight  used  was  4  metric  tons.  The 
moulds  used  are  similar  to  those  used  for  columns,  which  ar« 
described  in  detail  in  another  chapter.  In  moulding,  the  forms 
are  placed  al  intervals,  leaving  sufficient  room  for  working 
alwul  the  pile.  Platforms  are  placed  at  different  elevations, 
on  which  the  men  stand  lo  place  and  tamp  the  concrete.  In 
the  Hennebique  and  similar  piles  the  vertical  reinforcing  rods 
;  bent   together  at  ihc  bottom  of  the  pile,  which  is   formed 
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in   an   iron   shoe   similar  to  that   used   for  timber  piles.     The 
are  usually   slipped   dnwn   from  the  top  of   the  rods 


ami  placed  at  the  reipii 
is  depositerl.  When  it 
may  be   lapped   from    i   to  2   ft. 


ip;tri   when   l!ic   concrete 
to   sj)lice    the    rods   they 
depending:  upon   the  size  of 
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the  rods;  or,  better  still,  the  rods  may  be  dressed  square 
on  the  ends  and  a  butt  joint  made,  with  a  sleeve  of  tubing 
over  the  joint.  The  tops  of  the  rods  are  usually  covered  with  2 
ins.  or  more  of  concrete.  Sometimes  the  moulds  are  built  in 
short  sections  and  put  up  between  vertical  guide  timbers  as  the 
concreting  is  being  done.  Another  method  is  to  build  up  all  but 
one  side,  and  add  horizontal  boards  to  this  side  as  the  concreting 
advances.  Still  a  third  method  is  to  build  the  mould  complete  to 
the  full  height.  When  the  latter  method  is  used  theri  is  great 
difficulty  in  tamping  the  concrete,  and  it  is  necessary  to  resort  to 
using  a  very  wet  concrete,  with  little  ramming.  The  second 
method  was  used  in  the  construction  of  the  triangular  pile  de- 
scribed above. 

M.  Hennebique  forms  the  hollow  spaces  on  moulds  of  concrete 
in  the  construction  of  hollow  piles ;  these  moulds  are  left  in  place. 
These  piles  are  as  strong  as  solid  piles  and  much  lighter. 

Horizontal  mbulding  is  more  simple  and  economical,  although 
the  results  obtained  are  not  as  satisfactory  as  in  vertical  mould- 
ing. The  forms  used  and  the  methods  employed  are  similar  to 
those  employed  in  moulding  beams,  and  are  fully  explained  in 
Qiapter  XXIV.  This  method  may  also  be  used  in  the  con- 
struction of  sheet  piling,  as  in  many  cases  the  principal  stress 
acts  transversely  to  the  'axis  of  the  pile. 

The  piles  should  set  for  a  day  after  moulding  without  water; 
they  should  then  be  sprinkled  every  day  for  about  a  week,  when 
they  may  be  removed  from  the  forms,  and,  if  possible,  set  in  a 
verticalposition ;  or  they  may  be  laid  flat  on  the  ground  or  stacked 
with  others  until  required  for  the  work. 

Piles  should  be  allowed  to.  stand  about  a  month  after  moulding 
before  driving,  and  as  much  longer  as  is  possible. 

DriYing  Beinfbrced  Concrete  Piles. — The  methods  of  driving  re- 
inforced concrete  piles  are  similar  to  those  used  in  driving  timber 
piles.  The  weight  of  the  hammer  is  usually  greatly  increased 
and  the  height  of  the  fall  decreased.  The  weight  of  the  hammer 
varies  from  2,000  lbs.  to  8,800  lbs.,  and  the  height  of  the  drop 
should  not  exceed  10  or  12  ft.  In  driving  10  in.  x  10  in.  piles 
from  8  to  22  ft.  long,  for  the  foundation  of  the  Dittman  factory 
building,  Cincinnati,  Ohio,  the  weight  of  the  hammer  was  4,000 
lbs.,  with  an  average  drop  of  from  4  to  6  ft.,  and  an  average  of 
about  90  blows  to  the  pile  were  given.    An  attempt  was  made  to 
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use  a  greater  drop;  after  a  pile  was  started,  two  blows  of  iS  ft 
and  one  of  i6  ft.  were  given.  The  pile  crushed  under  the  i6-ft 
blow.  In  driving  the  triangular  piles  shown  by  Fig,  257, 
steam  hammers  weighing  5,000  lbs.,  with  a  fall  of  5  ft.,  were  suc- 
cessfully used.  In  the  construction  of  the  whaif  at  Novorossisk, 
Russia,  the  piles  of  which  are  shown  by  Fig.  256,  a  3,37S-Ib. 
hammer  was  used,  with  a  drop  of  from  12  to  14  ft.  The  piie- 
driver  used  by  Hennebique  in  constructing  the  foundations  of 
the  new  Union  Station  at  Himbiirg  Germany,  had  a  hammer 
weighing  8,000  lbs  I  gure  263  a  11  stration  of  this  pile- 
driver,  which  was  mcl  ned  at  ai  angle  of  10°  from  the  verticaL 


^\ 


^ 


Fig.  Uiy.— Driving  Head  for  Work  at  Chantenay  Bur  I-olre,  Fnmce. 

Reinforced  concrete  piles  are  much  heavier  than  timber  piles, 
and  t>n  this  account  the  pile-driver  frames  and  tackle  must  have 
sufficient  strength  to  Hft  the  extra  weight. 

Special  care  is  necessary  to  protect  the  head  of  a  concrete  pile 
during  driving,  otherwise  it  will  be  shattered  by  the  shock  of  the 
bammer.  Special  devices  have  been  designed  to  act  as  a  cushion 
on  the  head  of  the  pile.  M.  Hennebique  employs  a  hollow  steel 
cap  filled  with  sand  or  sawdust,  and  calked  below  with  clay  and 
tow. 

Sometimes  he  only  uses  a  short  timber  false  pile  upon  the  head 
of  tlie  concrete  pile,     .\nothcr  method  employs  a  sheet  steel  tube 
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or  collar,  reinforced  with  steel  rings.  The  diameter  of  this  tube 
is  slightly  larger  than  the  head  of  the  pile,  and  secured  to  it  with 
hardwood  wedges ;  it  projects  two-thirds  of  its  length  above  the 
head  of  the  pile.  Alternate  layers  of  shavings  and  sawdust  are 
placed  in  the  tube,  which,  when  compressed,  occupy  about  half 
the  remaining  space  to  the  top.  The  purpose  of  the  shavings  is 
to  reduce  lateral  thrust  of  the  sawdust.  A  hardwood  false  pile, 
loosely  fastened  to  the  guides,  is  fitted  into  this  collar  and  receives 
the  blows  of  the  hammer.  This  device  is  shown  in  Fig.  264,  and 
was  used  in  driving  sheet  piling  at  Chantenay-sur-Loire,  France. 
A  sand  cushion  did  not  prove  successful  in  driving  the  piles  for 
the  Dittman  factory,  mentioned  on  page  455.  The  cap  was 
stuflFed  with  pieces  of  old  rubber  hose  and  a  wooden  false  pile 
placed  upon  the  metal  cap  to  receive  the  blows  of  the  hammer. 

In  many  situations  a  water  jet  must  be  used  for  sinking  piles ; 
in  others  it  can  be  used  in  connection  with  the  pile-driver.  When 
it  is  the  intention  to  sink  piles  with  a  water  jet,  the  pile  is  cast 
hollow  or  has  a  jet  pipe  cast  in  the  concrete.  The  jet  is  applied 
at  or  as  near  as  possible  to  the  point  of  the  pile.  It  loosens  the 
material  around  the  point  of  the  pile,  renders  it  more  fluid,  and 
the  pile,  on  account  of  its  weight,  sinks  into  the  loosened  material. 
Sometimes  weight  is  applied  at  the  top  of  the  pile,  or  it  is  lightly 
rammed  with  a  pile-driver.  This  process  continues  until  the  pipe 
reaches  the  depth  desired.  The  water  jet  is  most  efficient  in  clear 
sand,  quicksand,  mud  or  soft  clay.  In  gravel,  or  sand  combined 
with  gravel,  or.  hard  clay,  the  water  jet  is  almost  useless. 

The  operation  of  driving  the  piles  for  the  Brooklyn  foundation, 
shown  by  Fig.  261,  which  consisted  of  480  piles  driven  through 
from  15  to  20  ft.  of  earth  fill  to  hardpan,  was  as  follows: 
A  pile-driver  such  as  is  used  for  driving  ordinary  wood  piles,  was 
employed,  but  with  a  much  heavier  hammer  and  less  drop.  The 
jetting  is  accomplished  by  inserting  a  2-in.  pipe  within  the  pile. 
The  pipe  was  tapered  at  the  bottom  to  a  diameter  of  i  in.,  forming 
a  nozzle.    A  water  pressure  of  about  120  lbs.  per  sq.  in.  was  used. 

A  special  cap,  shown  in  Fig.  265,  was  used.  This  cap  is  about 
.3  ft.  in  height,  and  the  bottom  end  fits  over  the  head  of  the  pile. 
In  one  side  of  this  cap  is  a  slot  from  the  outside  to  the  center. 
This  allows  an  opening  for  the  projection  of  the  jet  water  pipe. 
The  outside  of  the  cap  is  formed  of  a  steel  shell,  while  the  inside 
has  a  compartment  filled  with  rubber  packing,  and  the  top  has  a 
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wooden  block  which  receives  the  blow  from  the  hammer.  In  this 
way  the  head  of  the  pile  is  cushioned,  thereby  preventii^  the  in- 
jury of  the  head  of  the  pile  during  driving. 

During  the  operation  of  driving,  the  water  from  the  jet  comes 
up  on  the  outside  of  tlic  pile  and  carries  with  it  the  material  which 
it  displaces  during  driving.  This,  with  the  blows  from  the  ham- 
mer, forces  the  pile  into  place.  It  is  said  that  the  action  of  the 
water  puddles  the  earth  firmly  about  the  pile  and  increases  the 


Fig.  2liri.— Driving  Head  Tor  Odbrelh  PlteB. 
skin  friction  lieyond  what  usually  exists  when  the  pile  is  driven  by 
a  hammer  alone. 

Armored  Timber  Piles. — Reinforced  concrete  has  been  success- 
fully used  for  armoring  timber  piles  in  teredo  infested  waters. 
Christophc,  in  "Beton  Arme,"  page  326,  gives  an  example  of  this 
kind  of  construction.  A  bridge  over  Cockle  Creek,  near  Sidney, 
New  South  Wales,  has  five  three-pile  bents  armored  with  Monier 
cylinders.  The  soil  through  which  the  piles  were  driven  consisted 
of  a  mixture  of  sand  and  vegetable  matter  about  5  ft.  thick,  over- 
tying  a  stiff  blue  clay.  Iron  bark  piles.  18  ins.  in  diameter  at  the 
butt  and  14  ins.  at  the  point,  and  40  ft.  long,  were  driven  about  15 
ft.  into  the  clay  stratum.     Hardwood  battens  were  spiked  along 
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the  length  of  the  pile  and  spaced  90°  apart  on  its  circumference. 
These  strips  extended  from  the  level  of  the  clay  stratum  up  to 
high  water.  Monier  pipes  having  a  diameter  of  21  ins.  were 
placed  about  the  pile.  These  pipes  were  iTiade  of  cement  mortar 
having  a  thickness  of  i>i  in.,  and  reinforced  with  a  ly^-m.  square 
mesh  netting  of  No.  16  gauge  wire.  The  joints  between  adjacent 
sections  were  spliced  with  a  sleeve  of  Monier  netting,  covered 
with  cement  mortar. 
A  sufficient  number  of  sections  were  joined  together  to  make  a 


PiK.   266.— Armoring   lor   Tlml 


tnbe  long  enough  to  extend  from  high  water  level  down  to  the 
clay  stratum.  After  the  tube  was  completed  it  was  lowered  until 
it  rested  on  the  bottom  of  the  stream.  It  was  then  sunk  until  it 
rested  upon  the  clay  stratum  by  means  of  a  water  jet,  and  pres- 
sure applied  at  the  top.  The  battens  on  the  sides  of  the  piles  acted 
as  guides  to  keep  the  casing  and  pile  concentric.  The  annular 
space  betAreen  the  piles  and  the  shell  was  scoured  out  by  means  of 
the  water  jet  and  filled  with  clean  sand,  with  a  9-in.  cap  of  cement 
mortar  at  the  top.  Figure  266  shows  details  used  in  this  con- 
st ructitm. 
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Armored  Steel  Files. — Reinforced  concrete  was  used  as  an  ar- 
moring for  metal  piles  in  the  construction  of  a  pier  for  the  United 
States  Coaling  Station  at  Frenchman's  Bay,  Maine.  The  main 
pier  has  four-pile  transverse  bents,  48  ft.  long  and  10  ft.  apart 
longitudinally.  The  piles  are  steel  tubes  yi  in.  thick  and  10  ins. 
inside  diameter.  They  are  made  of  20-ft.  sections  spliced  by  out- 
side sleeves  and  braced  in  both  transverse  and  longitudinal  direc- 
tions by  horizontal  and  diagonal  angle  struts,  which  extend  about 
10  ft.  below  low  water,  and  riveted  to  collar  plates  bolted  to  the 
piles.  The  piles  were  shod  with  conical  cast-iron  points,  bored 
to  fit  the  piles,  and  furnish  full  bearing  for  the  ends  of  the  pi|>es, 
to  which  they  were  tap  bolted.  The  ends  of  the  pipes  were  faced 
and  turned  to  a  driving  fit  in  the  sleeves  by  which  they  were 
spliced.  The  latter  were  also  of  )/^-in.  metal  and  fastened  to  the 
lower  sections  of  the  pipe  with  counter-sunk  shop-driven  rivets. 
Field  connections  at  the  top  ends  of  the  sleeves  were  made  with 
tap  bolts.  The  piles  were  driven  to  solid  rock  through  12  ft.  of 
sand,  gravel  and  clay  and  2  ft.  of  hardpan.  The  driving  was  done 
by  a  2,ooo-lb.  hammer,  assisted  by  a  water  jet  fastened  to  the  pile 
point  and  withdrawn  after  the  pile  was  driven.  Figure  267,  witii 
cross-sections  X — X  and  Z — Z,  show  the  character  of  the  rein- 
forcement.   Figure  268  is  a  longitudinal  section  of  a  pile  in  place. 

The  method  of  placing  the  reinforcement  is  as  follows:  After 
each  pile  was  driven  a  diver  made  an  excavation  around  it,  in 
which  was  set  a  wooden  casing  3  ft.  square  and  5  ft.  deep.  This 
Vv^as  sunk  to  its  full  depth  below  the  bottom  of  the  bay,  or  to  hard 
bottom  at  a  less  depth.  This  casing  was  filled  with  1:3:6  Port- 
land cement  concrete,  in  the  ui)per  part  of  which  was  seated  the 
lower  end  of  a  concrete  reinforcing  tube  22  ins.  in  diameter  of 
No.  10  expanded  metal  with  a  3-in.  mesh.  This  meshing  extended 
up  to  the  lower  horizontal  struts.  A  wooden  sheathing  i  in.  thick 
and  24  ins.  in  diameter  was  placed  about  the  whole  and  filled  with 
1 :  2  Portland  cement  mortar.  A  protecting  coating  17  ins.  in  di- 
ameter of  1 :  2  Portland  cement  mortar  extended  from  the  level  of 
the  lower  strut  to  the  pile  cap.  In  this  portion,  however,  the 
metal  reinforcement  was  omitted.  Experienced  divers  Vere  em- 
ployed to  do  the  work,  and  great  care  taken  to  make  the  joints 
between  sections  of  the  casing  watertight.  The  wooden  sheath- 
ing was  removed  after  the  concrete  had  set.    The  interior  of  the 
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was  filled  with  1:3:5  Portland  cement  concrete,  made  of 
n.  stone  and  tamped  with  a  heavy  iron  rammer. 
uHon  Foandations. — A  form  of  construction  which  has  been 


nsively  used  for  bridge  piers  consists  of  a  thin  metal  cylinder 
n  into  the  soil  to  any  desired  depth  and  filled  with  concrete, 
imes  this  cylinder  is  placed  about  a  cluster  of  piles.    In  many 
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situations  a  reinforced  concrete  cylinder  may  be  substituted  for 
this  metal  shell  and  afterwards  filled  with  concrete. 

The  following,  taken  from  Beton  Arme,  is  a  good  example 
of  this  form  of  construction :  Two  Monier  cylindrical  piers  were 
used  in  the  construction  of  the  Cockle  Creek  Bridge,  New  South 
Wales.  Mr.  E.  M.  De  Burgh,  M.  Inst.  C.  E.,  Engineer.  The 
cylinders  were  3  ft.  6  ins.  internal  diameter.  The  shells  were  2'» 
ins.  thick  and  had  a  length  of  3  ft.  7  ins.    The  reinforcement  con- 


,   Cockle  Creek   Dridg^. 


sists  of  Xo.  16  gauge  wire  woven  to  i,'4  ii-  mesh,  with  two  spirals 
of  No.  8  gauge  wire  wound  about  the  cylinder,  with  a  pitch  of  I 
in.  between  adjacent  coils.  The  splice  was  formed  by  small  ver- 
tical splice  bars,  which  are  placed  between  six  pairs  of  bars  \^  >! 
J^  in.,  inserted  between  the  spiral  coils  and  extend  from  end  to 
end  of  the  cylinder,  and  equally  spaced  about  the  circumference. 
Mortices  were  cut  in  the  longitudinal  bars  and  splice  bars  and 
steel  keys  inserted,  locking  tlic  whole  together.  Figure  269  shows 
the  construction  of  the  cylinders  and  locking  device. 
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A  cast-iron  cutting  edge  was  fitted  to  the  bottom  cylinder  and 
the  cylinders  sunk  by  excavating  from  within,  successive  lengths 
being  added  as  is  done  in  sinking  cast-iron  cylinders.  These 
tubular  piers  were  sunk  through  the  silt,  sand  and  gravel  to  a 
depth  of  36  ft.  into  hard  blue  clay.  The  sinking  of  these  piles 
was  accomplished  under  ordinary  air  pressure',  but  there  is  no 
reason  why  pneumatic  caissons  of  a  similar  type  can  not  be  suc- 
cessfully driven.  When  the  tubes  were  firmly  seated  in  the  clay 
they  were  filled  with  concrete.  The  cost  of  the  tubes,  delivered, 
was  $6.00  per  lin.  ft. 

A  modification  of  this  form  of  construction  was  adopted  by  the 


Fig.   270.— Armoring  for  Timber  PileH,  Union  St,  Wharf.  San  Francisco,  Cal. 

State  Harbor  Commission,  San  Francisco,  Cal.,  for  pier  construc- 
tion in  toredo  infested  waters,  and  used  in  the  construction  of  the 
Union  Street  Wharf,  San  Francisco.  Figure  270  shows  the  de- 
tails of  the  caissons  and  the  wharf  floor  supported  by  them. 
Three  carrying  piles  were  used.  These  were  cut  off,  one  2  ft, 
one  6  ft.,  and  one  8  ft.  below  the  wharf  level.  Wooden  stave 
cylinders  of  3-in.  plank  were  placed  about  the  piles  and  driven 
firmly  into  the  mud  and  sealed  at  the  bottom.  They  were  then 
pumped  out;  a  cylinder  of  No.  16  gauge  expanded  metal  having 
a  diameter  6  ins.  less  than  the  surrounding  cylinder  was  then  put 
in  place  and  the  tube  filled  with  concrete.  ;  •  ,-■ 
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Reinforced  concrete  may  be  used  to  replace  the  usual  metal  or 
wood  framing  used  in  the  construction  of  pneumatic  caissons  for 
pier  foundations  and  other  subaqueous  works.  Recently  this 
method  has  been  employed  in  the  construction  of  the  large  tunnel 
caissons  on  the  Jersey  shore  connecting  the  tunnels  of  the  Hudson 
Co.  crossing  the  Hudson  River.  The  first  caisson  constructed  is 
approximately  trapezoidal  in  plan.  It  is  about  loi  ft.  long  and 
from  23^  to  46  ft.  wide,  with  an  extreme  height  above  the  cutting 
edge  of  51^  ft.  The  total  weight  of  the  permanent  structure 
was  about  6,650  tons.  A  detailed  description  of  the  caisson  is 
given  in  Engineering  Record  for  September  29  and  October  6, 
1906.  The  American  Concrete  Caisson  Co.,  of  Troy,  N.  Y.,  is 
developing  several  types  of  caissons,  constructing  the  walls, 
bracing,  top  and  cutting  edge  of  reinforced  concrete.  Among 
the  advantages  claimed  for  such  caissons  are:  rapidity  of  con- 
struction, avoiding  slow  deliveries  and  time  necessary  for  fabri- 
cation of  steel  work;  lower  cost  and  additional  weight  obtained 
by  use  of  concrete,  thereby  eliminating  heavy  ballasting  neces- 
sary when  a  wooden  or  metal  caisson  is  used. 


CHAPTER  XXIII.' 
GENERAL   BUILDING   CONSTRUCTION. 

The  Are  resisting  qualities  of  Portland  cement  concrete  makes 
it  especially  desirable  as  a  building  material ;  this,  with  its  prop- 
erty of  preserving  the  metal  from  corrosion,  makes  structures  in 
which  it  is  used  almost  indestructible.  Reinforced  concrete  may 
be  used  equally  well  for  foundations,  floors,  columns,  girders, 
walls,  roofs  and  stairways,  making  all  parts  equally  fireproof. 
The  actual  cost  of  reinforced  concrete  in  office  and  warehouse 
building  construction,  as  compared  to  steel,  is  from  lo  to  20  per 
cent,  less  than  the  latter  when  protected  by  the  usual  fireproofing 
material.  This  saving  in  the  construction  material  will  often 
afford  a  saving  of  from  3  to  5  per  cent,  on  the  total  cost  of  the 
building,  and  means  the  saving  of  quite  a  substantial  sum  in  a 
building  the  size  of  the  Ingalls  Building. 

By  using  flat  floor  slabs  and  locating  girders  and  beams  at 
partition  and  wall  lines,  a  great  saving  in  the  thickness  of  floors 
over  the  ordinary  steel  beam  and  girder  construction  is  secured. 
This  item  reduces  considerably  the  height  of  a  high  building, 
while  retaining  the  same  height  of  ceilings. 

When  used  in  the  construction  of  factory  buildings,  reinforced 
concrete  will  be  found  to  occupy  an  intermediate  position  be- 
tween steel  construction  with  fireproofing  and  the  usual  type  of 
slow  burning  construction,  consisting  of  brick  walls,  timber  col- 
itmns  and  floor  beams,  with  wood  floors.  The  cost  of  the  rein- 
forced concrete  building  will  often  run  up  to  10  or  12  per  cent,  in 
excess  of  the  latter  type  of  construction.  The  first  cost  of  or- 
dinary factory  buildings  of  two  or  three  stories  in  height  and  say 
50  X  250  ft.  in  plan,  containing  no  unusual  features,  when  con- 
structed of  reinforced  concrete,  as  compared  to  ordinary  slow 
burning  construction,  depends  upon  the  locality.  In  New  York 
and  New  England  the  first  cost  will  be  found- to  average  from  2}^ 
to  7  per  cent,  in  excess  for  the  reinforced  concrete  building.  In 
the  Southern  States  it  may  be  as  much  as  25  or  30  per  cent,  in 
excess  of  the  wood  construction,  depending  upon  the  relative  c'ost 
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of  cement  and  timber.  However,  the  lowest  first  cost  may  not 
he  the  cheapest  construction,  as  insurance  rates  on  the  reinforced 
concrete  buildings  are  much  lower  than  on  the  slow  burning  wood 
construction.  In  Brooklyn,  N.  Y.,  a  rate  of  20  cts.  was  obtained 
for  the  R.  C.  Hanan  &  Son's  reinforced  concrete  shoe  factory, 
while  the  rate  on  an  adjacent  building  of  slow  burning  wockl  con- 
struction was  45  cts.  per  $100.  The  vibration  due  to  rapid  run- 
ning machinery  is  much  less  in  the  reinforced  concrete  building, 
hence  there  will  be  much  less  jar  and  correspondingly  less  trouble 
in  keeping  light  machinery  in  running  order.  The  life  of  the 
machinery  will,  therefore,  be  prolonged,  and  cost  of  maintenance 
much  reduced.  When  these  elements  are  considered  in  connection 
with  first  cost  it  will  be  found  in  many  if  not  all  cases  that  the 
balance  is  much  in  favor  of  the  reinforced  concrete  building. 

Building  Constmction. — Reinforced  concrete  may  be  used  as  a 
structural  material  to  replace  masonry,  metal  or  wood  in  the 
construction  of  buildings.  Buildings  have  been  constructed  en- 
tirely of  this  material,  from  the  foundation  to  the  roof.  A  notable 
example  of  such  a  construction  is  that  of  the  16-story  Ingalls 
Office  Building,  Cincinnati,  Ohio.  This  building  is  100  x  50^^ 
ft.  in  plan,  and  213  ft.  high  from  the  sidewalk  to  the  cornice.  The 
material  used  is  entirely  reinforced  concrete,  except  the  marble 
and  brick  veneering  for  the  walls,  the  metal  window  frames  and 
inside  trimmings. 

Reinforced  concrete  has  been  much  more  extensively  employed 
in  the  construction  of  buildings  in  Europe  than  in  America.  As 
a  building  material  it  has  been  largely  employed  in  this  country 
for  some  years  in  the  construction  of  foundations  and  fireproof 
floors,  but  within  the  past  two  or  three  years  it  has  come  into 
greater  favor  as  a  general  structural  material  and  is  being  ex- 
tensively employed  in  the  construction  of  factory  buildings,  store 
houses,  power  houses,  and  its  use  is  being  gradually  extended 
to  all  classes  of  buildings.  Reinforced  concrete  may  be  used 
equally  well  in  the  construction  of  floors,  columns,  walls,  parti- 
tions, roofs,  stairways  and  foundations. 

Coliunns. — Columns  used  in  building  construction  are  generally 
of  two  kinds,  viz. :  Those  of  rectangular  or  polygonal  section,  re- 
inforced with  straight  rods  tied  together  at  intervals,  and  hooped 
columns.  In  the  first  form  a  reinforcing  rod  is  usually  placed  at 
each  corner  or  angle  only,  but  at  times  an  additional  rod  is  pla(:ed 
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t  the  middle  of  each  side.    In  the  hooped  column  the  function 
f  the  hooping  is  to  increase  the  compressive  strength  of  the  con- 


Pig.   271.— Meaneblque  Columo. 

ete,  which  alone  takes  all  compressive  stress,  while  slender, 
raight  rods  are  added  to  take  care  of  possible  bending  stresses. 

Hennebiqae  Columns. — An  early  type  of  Hennebique  column  is 
lown  in  Fig.  271.     This  coiuiiiu  is  described  by  Christophe  in 
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'*Beton  Arme,"  and  was  used  in  the  construction  of  the  Palais  dc 
Justice  at  Viviers,  France.  This  column  is  35  cm.,  about  14  ins. 
square  and  5.5  m.  (18  ft.)  in  length,  and  was  designed  to  carry 
43  metric  tons  (47.4  short  tons). 

The  usual  features  of  Hennebique  columns  are  as  follows:  A 
reinforcement  consisting  of  four  or  more  vertical  rods,  tied 
together  in  the  earlier  form  by  connecting  flats  having  holes 
punched  in  them  of  proper  size  to  pass  the  rods.  These  flats, 
however,  form  cleavage  planes  in  the  concrete,  thereby  greatly 
weakening  it.  In  a  later  form  of  column  M.  Hennebique  ties  the 
vertical  rods  together  v.ith  strap  iron  placed  on  edge  or  with 
wire  ties.  The  rods  employed  vary  usually  from  about  5-16  ins. 
to  2  ins.  in  diameter.  At  the  base  of  the  column  the  ends  of  the 
rods,  which  are  cut  square,  rest  on  a  horizontal  plate  of  metal 
embedded  in  the  concrete.  It  is  usual  to  make  the  reinforcement 
run  from  one  floor  to  another,  and  when  joints  are  necessary  the 
ends  of  the  rods  are  cut  square  and  enclosed  in  a  cylindrical 
sleeve. 

Fig.  319,  page  498,  shows  a  good  example  of  a  Hennebique 
column  used  in  the  construction  of  a  store  building  in  Chicago. 
The  reinforcing  rods  vary  from  2  Vic  i'^s.  at  the  first  floor  to  I 
in.  in  the  seventh  and  top  floor.  The  rods  are  tied  together  at 
intervals  of  about  2  ft.  with  ^-in.  square  bands.  These  bands 
have  loops  of  wire,  twisted  tightly,  connecting  the  centers  of  the 
opposite  sides  and  offering  additional  resistance  against  the  ten- 
dency of  the  vertical  rods  to  spread.  At  the  bottom  of  the  column 
the  rods  rest  on  a  24  x  24  x  J/2 -in.  plate  bedded  in  the  concrete 
footing.  The  joints  occur  6  ins.  above  each  floor  level,  and  are 
made  with  a  sleeve  of  gas  pipe,  into  which  the  ends  of  the  two 
sections  of  a  rod  are  wedged.  There  are  a  number  of  column 
systems,  so-called,  belonging  to  this  type,  which  diflfer  from  the 
Hennebique  column  only  in  the  form  of  tie  used  to  bind  together 
the  vertical  reinforcing  rods.  A  column  of  this  type  designed  to 
carry  eccentric  loading  is  used  in  the  screen  house  of  the  Ontario 
Power  Company,  of  Niagara  Falls,  Ontario.  These  columns  are 
12  X  15  ins.  in  section  and  support  the  direct  load  of  heavy  roof 
beams  and  an  eccentric  load  from  a  60  x  20-in.  reinforced  con- 
crete crane  girder  resting  upon  brackets  upon  the  inner  sides  of 
the  columns.  The  column  reinforcements  consist  of  four  rods, 
iJ4  ins.  in  diameter,  fastened  together  by  ties  in  the  usual  man- 
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ner.  The  bracket  extends  15  ins.  from  the  column  to  which  it  is 
tied  and  is  12  ins.  wide.  The  way  in  which  the  stt^l  members 
are  tied  together  is  shown  in  Fig.  272.  The  lateral  tie  rods  used 
to  join  the  bracket  to  the  column  are  i  in.  in  diameter.  The 
method  of  reinforcing  the  roof  and  crane  girders  is  also  shown  in 
Fig.  272,  A  1:3:5  concrete  was  used  for  this  building,  the 
stone  being  crushed  to  pass  a  ^-in.  screen. 

A  modification  of  the  usual  Hennebique  type  of  column  was 
used  in  the  16-story  Ingalls  Office  Building,  Cincinnati,  Ohio. 
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Pig.  272. — Column  and  Crane  Girder,  Ontario  Power  Co.'s  Power  House. 

This  column  is  shown  in  Fig.  273.  These  columns  are  designed 
to  resist  lateral  pressure  due  to  wind.  In  the  Ingalls  Building  the 
columns  are  spaced  16  to  33  ft.  centers.  The  larger  columns 
decrease  in  size  from  34  x  38  ins.  at  the  bottom  to  12  x  12  ins.  at 
the  top.  The  concrete  footings  were  built  independently  of  the 
columns,  and  are  of  sufficient  size  to  properly  distribute  the 
column  loads  to  the  subsoil.  Upon  the  footing  was  placed  a 
cast-iron  base  plate  having  circular  projections  on  top  to  fonn 
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seats  for  the  vertical  compression  rods.  The  tops  of  the  projec* 
tions  were  faced  to  a  true  horizontal  plane  to  form  a  true  bearing 
for  the  rods,  which  had  their  ends  also  faced,  fiach  column  had 
4,  6  or  8  plain  round  reinforcing  rods  from  2  to  3J4  ins.  in 
diameter.  All  joints  were  carefully  made,  with  the  ends  of  the 
rods  faced.  In  the  lower  part  of  the  building  these  rods  extend 
through  one  story  only,  but  above  the  third  story  they  extend  the 
height  of  two  stories.  At  each  splice  a  sleeve  is  put  around  the 
top  of  the  bar  to  form  a  socket  for  the  next  bar  above.  When 
ready  to  place  the  upper  bars,  they  are  set  in  the  sleeves,  grouted, 
and  the  concrete  carried  above  the  joint.  Tliese  large  circular 
bars  are  to  take  compression  only,  and  in  addition  to  them  each 
column  has  from  4  to  lO  smaller  bars  of  twisted  steel  to  take  the 
tension  due  to  wind  loads.  The  series  of  upright  rods  in  each 
column  are  surrounded  by  rectangular  hoops  of  twisted  steel, 
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Fig.  27ft.— Column  for  Ingana  BuIMIdb. 

spaced  at  vertical  intervals  of  about  12  ins.,  the  end  of  each  hoop 
being  lapped  and  boun<l  with  wire,  while  the  hoops  are  secured 
by  wire  ties  to  each  of  the  upright  bars  with  which  they  come  id 
contact.  The  fimction  of  these  steel  hoops  is  primarily  to  resist 
the  tendency  of  the  compression  bars  to  buckle,  but  they  also 
greatly  increase  the  sliearing  strength  of  the  columns.  The 
column  loads  coming  upon  the  shoes  range  from  300  to  700  tons. 
Wall  columns  are  usually  of  rectangular  section,  although  tee 
sections  are  also  used.  Sometimes,  when  the  loads  are  light  and 
stiffness  with  a  pilaster  effect  is  desired  at  the  column  line,  a  laige 
hollow  section  is  used.  The  reinforcing  almost  always  employed 
consists  of  straight  rods  tied  together  with  occasional  horizontal 
ties  or  bands.  Fig.  274  shows  cross-sections  of  hollow  side  and 
comer  columns  used  in  the  construction  of  the  Kelly  &  Jones 
factory  building,  Greensburg,  Pa, 
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Fig.  275  shows  another  example  of  a  hollow  intermediate  wall 
column  used  in  the  Pacific  Coast  Borax  Factory  Building,  Bay- 
onne,  N.  J. 

Fig.  276  shows  the  section  of  a  rectangular  wall  column,  and 
Fig,  277  that  of  a  corner  column  being  used  in  the  construction 
of  a  12-story  loft  building  in  New  York  City.  Fig.  278  shows 
the  detail  of  a  knee-brace  used  on  all  wall  columns.  Fig.  279 
shows  a  detail  of  column  rod  splice.  Fig.  280  gives  detail  of  a 
column  footing  so  designed  as  to  distribute  the  pressure  on  the 
reinforcing  rods,  while  Fig.  281  gives  an  enlarged  detail  of  one 
of  the  cast-iron  shoes. 
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Fig   281.— Cast-iron  Shoe  tor 
Concrete  Column,  Twelve- 
Story  Loft  Building. 

Fig.  282  shows  typical  column  sections  used  in  the  factory  of 
the  American  Oak  Leather  Company,  Cincinnati,  Ohio.  The 
sectional  area  of  metal  used  for  reinforcement  was  from  i  to  2 
per  cent. 

Hooped  Colnmiu. — The  columns  used  in  the  Kelly  &  Jones  Cc's 
reinforced  concrete  building  were  among  the  first  hooped 
columns  used  in  this  country.  These  columns  are  square  in 
section  at  top  and  bottom,  with  the  corners  chamfered  off  to 
give  them  an  octagonal  section  throughout  the  body  of  the 
column,  Their  sizes  were  23,  20.  15  and  10  ins.  in  the  first, 
second,  third  and  fourth  floors,  respectively.  The  reinforcement 
consists  of  eight  J^-in.  vertical    rods  spaced   at   equal   intervals 
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in  a  circle  about  yi  in.  inside  of  the  surface  of  the  concrete. 
About  these  rods  was  placed  the  hooping,  consisting  of  a  helix  of 
4  ins.  pitch,  made  of  34 -in.  twisted  steel,  extending  from  end  to 
end  of  the  column.  The  helix  and  vertical  rods  were  wired 
together  at  intersections.  Fig.  283  shows  section  of  this  columa. 
The  columns  used  in  an  addition  to  the  Pacific  Coast  Borax  Fac- 
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Pig.  282. — Column.  American  Oak  Leather  Co.  Factory. 

tory  Building,  mentioned  on  page  275,  are  similar  to  those  just 
described.  They  are  18,  14  and  9  ins.  in  section,  square  at  the 
ends  and  chamfered  to  an  octagonal  shape  in  the  middle.  Each 
column  is  reinforced  with  eight  34 -in.  vertical  twisted  steel  rods, 
equally  spaced  near  the  circumference  and  wrapped  with  a  helix 
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Pig.  283.— Hooped  Column,  Kelly  &  Jones    FactOKy. 

oi  j4  X  3^-in.  steel  rod  with  a  4-in  pitch  (I^^ig.  284).  A  different 
arrangement  of  the  reinforcement  was  used  in  the  columns  for 
the  shops  of  the  United  Shoe  Machinery  Co.,  Beverly,  Mass. 
Columns  of  octagonal  section,  with  diameters  of  22,  1834*  14  and 
8  ins.  in  the  first,  second,  third  and  fourth  floors,  respectively, 
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wfcre  reinforced  with  eight  vertical  reinforcing  bars,  J4  ^^'  square, 
of  twisted  steel  rods,  in  the  angles  close  to  the  surface  and  with 
an  interior  coil  of  %'m,  twisted  steel  hooping,  with  4-in.  pitch, 
inserted  within  the  vertical  rods.  The  vertical  rods  were  of  one- 
story  lengths,  having  12-in.  splices  wrapped  with  a  coil  oi  }i  x 
J4-in.  steel.  A  cross-section  of  this  column  is  shown  in  Fig.  285. 
As  has  been  stated  in  Chapter  XXI.,  the  experiments  of  Considere, 
supported  by  tests  of  other  experimenters,  show  that  the  best 
results  are  obtained  when  the  pitch  of  the  hooping  is  from  1-7  to 
i-io  the  diameter  of  the  columns.  In  the  above  columns  the  dis- 
tance between  adjacent  coils  is  in  all  cases  considerably  more 
than  this.  The  amount  of  metal  used  is  less  than  is  necessary  to 
secure  to  the  fullest  extent  the  benefits  of  hooping.  The  above 
columns  show  conservative  designing,  which  is  commendable,  in- 
asmuch as  this  form  of  reinforcing  is  comparatively  new  and 
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Pig.  284.— Hooped  Column,  Pacific 
Coast  Borax  Co.'s  Factory. 


Pig.  285.— Hooped  Column.  United 
Shoe  Machinery  Co.'s  Factory. 


untried.  The  column  section  shown  in  Fig.  285,  as  will  be  noted, 
has  the  longitudinal  rods  outside  the  hooping.  Should  the  column 
become  overloaded  to  such  an  extent  as  to  cause  the  concrete  out- 
side the  hooping  to  shell  off  the  resisting  power  of  these  rods 
against  flexure  will  be  lost  at  the  time  when  most  needed.  Again, 
when  in  this  position  the  rods  cannot  assist  the  hooping  in  re- 
straining the  concrete  from  flowing  laterally. 

The  Cununings  Column. — In  place  of  the  spiral  steel  hooping 
used  in  the  Considere  column,  hoops  are  used  by  Mr.  Robert  A. 
Cummings  for  column  reinforcement.  The  hoops  are  made  of 
flat  steel  bent  to  a  circle,  with  the  ends  of  each  hoop  riveted 
together.  One  end  of  the  steel  is  bent  outward  at  right  angles  to 
the  hoops  and  projects  a  uniform  distance  from  the  hoops  to  hold 
the  reinforcement  concentrically  with  the  column  in  a  fixed  posi- 
tion in  the  mould.  Vertical  reinforcements  are  also  used,  and 
consist  usually  of  angles  with  small  holes  punched  at  intervals 
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for  staples,  by  means  of  which  the  hoops  are  easily  secured  to 
them.  The  hoops  are  spaced  at  regular  intervals  of  from  2  to  3 
ins.  The  arrangement  makes  a  rigid  reinforcement  which  is 
easily  assembled  and  placed  in  the  mould  in  its  permanent  position 
(Fig.  286). 

Expanded  Hetal  Hooping. — A  novel  application  of  the  hooping 
principle  is  shown  in  the  columns  recently  used  in  the  construc- 
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lion  of  the  Thompson  &  Norris  Factory  Building,  in  Brooklyn, 
X.  Y.  A  section  and  elevation  of  this  column  is  shown  in  Fig, 
287,  The  hooping  consists  of  No.  10  expanded  metal,  with  a  3-in. 
me&h.  The  sheets  of  metal  were  accurately  curved  to  cylindrical 
shape,  with  the  edges  overlapped  and  wired  so  securely  that  the 
hond  has  sufficient  strength  to  break  the  body  of  the  metal.  This 
metal  was  wrapped  with  No.  24  expanded  metal  lath  with  a 
yi-in.  mesh.    The  metal  lath  retained  the  concrete  when  deposited, 


476 


CONCRETE  AND  REINFORCED  CONCRETE. 


thereby  enabling  the  columns  to  be  constructed  without  any  other 
form  of  mould.  Provision  was  made  for  bending  stresses  by  four 
vertical  corrugated  rods  placed  inside  the  curved  hooping  cylinder 
and  wired  to  it  at  equal  distances  apart.  These  vertical  rods 
varied  in  size  from  i  in.  in  the  basement  to  yi  in.  in  the  sixth 
story,  and  are  spliced  2  ft.  above  each  floor,  the  rods  being  butt- 
jointed  and  spliced  with  four  }^-in.  fish-bars  4  ft.  long  securely 
wrapped  to  them  with  3-16-in.  wire.  These  columns  vary  in  size 
from  28  ins.  in  diameter  at  the  basement  to  12  ins.  in  the  upper 
stories,  the  diameter  being  exclusive  of  the  plaster  finish,  which 
was  5^  in.  thick.  The  columns  are  of  uniform  diameter  through- 
out the  height  of  each  story.  The  concreting  was  done  in  the 
usual  manner  and  finished  with  a  5^^-in.  face  coat  of  i  :  3  cement 
mortar  troweled  smooth.    The  hooping  was  designed  to  sustain  a 

bursting  pressure-  of     —     of  the  compression  due  to  vertical 
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Fig.  288. — Column  for  Warehouse,  Toronto,   Canada. 

load.    The  latter  stress  was  750  lbs,  giving  a  tension  of  156  lbs. 
to  be  provided  for  by  the  hooping. 

An  examination  of  these  columns  showed  that  the  expanded 
metal  lath  did  not  in  all  cases  fulfill  the  function  for  which  it  was 
intended.  When  a  wet  mixture  was  used  the  cement  near  the 
perimeter  of  the  column  drained  out  with  the  excess  of  water, 
leaving  only  the  coarse  particles  adjacent  to  the  metal,  thereby 
destroying  the  full  bearing  against  the  metal  which  is  essential 
to  secure  the  full  strength  of  a  hooped  column.  A  tolerably  dry 
mixture  is  necessary  for  columns  of  this  character.  To  place  a 
dry  mixture  much  care  is  necessary,  and  when  properly  done  the 
saving  by  the  use  of  expanded  metal  in  i)lace  of  the  usual  column 
mould  will  not  be  very  great. 

Fig.  288  shows  a  section  of  a  column  used  in  a  warehouse  build- 
ing in  Toronto,  Canada.  The  reinforcement  consists  of  four 
vertical  rods,  surrounded  on  all  four  sides  of  the  column  with 
expanded  metal.    When  expanded  metal  is  thus  placed  it  is  evi- 
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dent  that  it  will  not,  in  a  strict  sense,  act  as  hooping,  but  prob- 
ably some  additional  strength  will  be  secured.  It  has,  however, 
another  and  important  function,  as  it  acts  as  a  form  for  the  con- 
crete ;  and  if  a  moderately  dry  mixture  be  used  and  the  mesh  of 
the  metal  be  not  too  large,  no  other  kind  of  mould  will  be  neces- 
sary, thereby  reducing  considerably  the  cost  of  construction. 

Hooped  Cinder  Concrete  Shells. — In  the  construction  of  a  six-i 
story  factory  for  the  Bush  Terminal  Company,  Brooklyn,  N.  Y., 
hooped  columns-of  a  unique  design  were  used.  An  outside  shell 
of  cinder  concrete  was  used  to  hold  the  hooping  in  place,  to  act  as 
a  form  for  the  concrete  core  and  to  protect  the  metal  against  fire. 


pig.  VO  — Column  tor  Bush  Terminal  Co  Factory. 
The  shell,  which  has  a  thickness  of  about  i  i/i  ms.,  was  constructed 
in  sections  about  2  ft.  long.  The  reinforcement,  which  consisted 
of  high  carbon  steel  wires,  from  3-16  to  5-16  in.  in  diameter,  with 
an  elastic  limit  of  about  55,000  lbs.  per  sq.  in.,  was  wrapped  about 
a  collapsible  mandril  with  a  pitch  of  about  2  to  3>i  ins.  At 
either  end  a  partial  extra  turn  of  the  rod  was  made  and  wrapped 
to  the  outer  coil  by  means  of  soft  wire.  A  sheet  of  expanded 
metal  lath  was  then  wrapped  about  the  coil  to  act  as  an  inner 
form  for  the  shell.  The  expanded  metal  was  spliced  with  a  lap  of 
about  4  ins.  and  the  spiral  rod  and  expanded  metal  wired  together 
where  necessary.  The  metal  was  then  removed  from  the  reel  and 
placed  within  a  mould  about  4  ins.  greater  in  diameter  than  that 
of  the  hooping.  The  annular  space  between  the  expanded  metal 
and  the  mould  was  then  filled  with  cinder  concrete.  When  the 
concrete  had  hardened  the  shell  was  removed  from  the  form. 
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In  the  construction  of  the  column  uprights  formed  of  4  x  4-in, 
timbers  (Fig.  289)  were  set  up  at  the  four  sides  of  the  column  to 
support  the  girder  and  beam  forms  framing  into  it  and  to  keep 
the  rings  in  place.  The  shells  were  put  in  one  after  another  and 
the  core  concrete  put  in  place  as  one  shell  was  placed  upon 
another.  Each  shell  acted  as  a  unit  and  no  splicing  was  found 
necessary  between  adjacent  shells.  The  core  concrete  bears 
directly  against  the  hooping,  which  supports  it  against  any  ten- 
dency to  spread  laterally  when  subjected  to  stress.  A  working 
stress  of  1,000  lbs.  per  sq.  in.  was  allowed  upon  these  hooped 
columns.  A  test  load  of  double  this  amount  was  brought  upon  a 
number  of  columns  with  no  signs  of  failure.  The  main  interior 
columns  for  this  building  have  a  diameter  of  33  ins.  in  the  base- 
ment, which  decreases  in  successive  upper  stories  to  30^^,  29, 
z6y2,  233/$,  19  and  12  ins.  over  all. 

.  Fig.  290  shows  detail  of  hooped  colunm  recommended  by  the 
Monolith  Steel  Co.,  of  Washington,  D.  C.  As  will  be  seen,  the 
monolith  bar  is  used  for  vertical  reinforcement.  The  method  of 
attaching  the  hooping  to  the  vertical  rods  should  be  noted. 

The  Use  of  Metal  Columns  in  Beinforced  Concrete  Structures. — 
The  comparatively  low  stresses  which  are  used  for  reinforced 
concrete  cokinins  necessitate  a  column  section  of  considerable  size 
when  used  for  heavy  loads  in  buildings  several  stories  in  height. 
Economy  of  space  dictates  the  use  of  columns  of  small  section. 
This  necessitates  the  use  of  metal  columns  for  interior  columns. 
The  slow  deliveries  of  structural  steel  make  the  use  of  built-up 
steel  columns  in  many  cases  impracticable.  This  has  led  to  the 
use  of  cast-iron  columns.  It  is  unfortunate  that  steel  cannot 
be  obtained  for  several  months  after  being  ordered,  as  built-up 
steel  columns  can  be  used  in  many  situations  with  economy,  and 
if  proper  care  be  used  in  working,  up  details  very  satisfactory 
connections  with  reinforced  concrete  girders  may  be  secured. 

Considerable  difficulty  has  been  experienced  in  securing  proper 
connections  of  girders  and  beams  to  cast-iron  columns.  It  is 
necessary  in  almost  all  cases  to  secure  a  rigid  connection  of 
girders  and  beams  to  columns.  The  author  has  seen  concrete 
girders  restincj"  on  seats  cast  on  the  side  of  the  cast-iron  columns 
with  no  other  connection  than  one  or  two  plain  rods  hooked 
through  holes  in  lugs  also  cast  on  the  side  of  the  column.  These 
connections  were  used  in  a  building  eight  stories  in  height  subject 
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to  more  or  less  vibration  from  machinery  on  the  floors.  Such 
comiections  cannot  be  too  severely  criticised.  It  is  possible  to 
secure  satisfactory  connections  if  sufllicient  care  is  taken  in  work- 
ing up  details.  A  detail  which  has  been  used  in  several  loft 
buildings  consists  of  cutting  away  the  metal  at  the  middle  of  the 
sides  of  the  column  and  increasing  it  at  the  comers,  leaving  open- 


Fig.  290— Hooped  Column,  MonoHth  Steel  Co. 

ings  through  which  the  girders  are  run.  Suitable  seats  must  be 
provided  and  the  section  increased  considerably  at  the  corners 
to  secure  sufficient  area  of  metal  to  transmit  the  stresses  to  the 
main  body  of  the  column  below.  This  necessitates  a  considerable 
increase  in  the  thickness  of  metal  at  these  points,  causing  dan- 
gerous shrinkage  strains.    This  and  the  unsatisfactory  workman- 
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ship  usually  obtained  when  any  unusual  features  are  introduced  on 
cats-iron  work  makes  this  detail  more  or  less  undesirable. 

Another  detail  consists  of  providing  suitable  seats  for  carrying 
the  girders  and  beams  and  anchoring  them  to  the  column  and 
joining  them  together  by  running  continuity  bars  through  holes 
cored  or  drilled  in  the  columns.  The  comparatively  small  holes 
necessary  for  the  rods  do  not  weaken  the  column  section,  and  as 
stiff  a  connection  is  obtained  as  if  the  girders  were  run  through 
the  columns.  Fig.  291  shows  details  of  the  connections  of  girders 
to  column  being  used  in  the  construction  of  a  twelve-story  loft 
building  in  New  York  City.  This  structure  was  designed  by  the 
Trussed  Concrete  Steel  Co.,  No.  i  Madison  Avenue,  New  York 
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Fig.  291. — Column  and  Girder  Construction,  Twelve-Story  Loft  Building. 

City.  The  Kahn  bar  was  used  for  reinforcement  in  this  building. 
A  very  rigid  connection  is  secured  by  running  continuity  bars 
around  the  columns  and  extending  them  several  feet  into  the 
girders  on  cither  side.  V\^,  2^2  shows  a  detail  used  when  it  is 
necessary  to  support  a  reinforced  column  in  the  upi)er  stories 
upon  cast-iron  columns  below.  In  many  cases  such  construction 
1?  desirable,  as  only  comparatively  small  concrete  columns  are 
necessary  in  the  upper  stories. 

Beam,  Girder  and  Slab  Construction. — When  used  in  floors,  rein- 
forced concrete  constructions  may  be  divided  into  two  general 
classes,  viz. :  when  used  as  a  filling  between  the  beams  and  girders 
of  a  framed  steel  floor  system,  and  when  the  construction  is 
entirely  of  reinforced  concrete  in  the  form  of  a  slab  with  or  with- 
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out  reinforced  concrete  girders  or  arches,  the  whole,  in  either 
event,  being  built  as  a  monolith.  A  modification  of  the  second 
class  consists  of  a  monolithic  construction  placed  between  the 
main  steel  girders  or  beams,  the  slab,  strengthened  where  neces- 
sary by  reinforced  concrete  ribs,  replacing  the  small  beams  and 
concrete  filling  slab  of  the  first  class. 

Filling  slabs  may  have  either  a  flat  or  arched  form.  The  flat 
slab,  forming  the  floor  plate,  may  have  any  of  the  following 
forms :  ( i )  It  may  rest  direct- 
ly upon  the  top  flange  of  the 
supporting  beam;  (2)  it  may 
be  supported  by  the  bottom 
flange  of  the  floor  beams;  (3) 
it  may  be  flush  with  or  embed 
the  top  flange.  The  slab  in 
the  latter  form  is  sometimes 
supported  by  a  corbel  filling 
of  concrete  resting  on  the 
bottom  flange. 

Arched  construction  may 
consist  ( I )  of  an  arch  ring 
sprung  from  the  bottom  flange 
of  the  beams  with  some  form 
of  filling  between  the  extrados 
and  the  level  of  the  floor  sur- 
face ;  (2)  of  a  flat -topped  arch 
sprung  from  the  bottom  flange 
of  the  beams,  having  its  flat 
extrados  flush  with  or  above 
the  top  of  the  beams. 
Monolithic  floors  may  consist  of  (i)  flat  floor  slabs  of  uniform 
thickness;  (i)  flat  floor  slabs,  strengthened  by  reinforced  con- 
crete beams,  sometimes  called  ribbed  slabs;  (,■5)  arches  without 
ribs,  and  (4)  arches  with  ribs.  The  usual  type  of  monolithic 
ribbed  floor  consists  of  heavy  reinforced  concrete  ribs  or  girders 
supported  by  walls  and  columns  and  arranged  in  parallel  rows, 
smaller  ribs  in  parallel  rows  at  right  angles  to  and  spanning  be- 
tween the  girders,  and  a  slab  of  uniform  thickness  supported  by 
the  two  systems  of  ribs  and  girders,  the  who'e  being  a  monolithic 
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construction.  For  long  spans  the  floor  slab  is  sometimes  a  flai- 
topped  arch.  For  heavy  loads  and  long  spans  the  girders  are 
also  sometimes  arched. 

There  are  a  large  number  of  systems  of  reinforcement,  some  of 
which  have  already  been  described,  and  many  of  these  may  be 
applied  to  floor  construction  in  one  form  or  another.  The  multi- 
plicity of  systems  make  a  description  of  them  all  not  only  impos- 
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Pig.  293. — Monier  Floor  Slab  Carried  on  Top  Flange  of  Beam. 

sible,  but  undesirable.  A  few  of  the  principal  systems  will  be 
used  to  illustrate  their  application  to  various  kinds  of  building 
construction,  and  the  reader  should  be  able  to  apply  the  general 
principles  here  set  forth  to  any  of  the  systems  not  illustrated. 

Filling  Slabs  Between  Steel  Beams. — The  simplest  form  of  rein- 
forced concrete  floor  consists  of  a  Monier  slab  resting  upon  the 
top  flanges  of  the  supporting  beams,  as  shown  in  Fig.  293.  Any 
one  of  the  various  types  of  reinforcement  used  for  slabs  and 
described  in  Chapter  XIV.  may  be  substituted  for  the  Monier 


c: 


Fig.  2D4.— Floor  Slab  with  Curved 
Expanded  Metal  Reinforcement. 


Fig.  295.— Monier  Slab  Carried  on 
Bottom  Flanges  of  Beams. 


netting.  When  it  is  desired  to  protect  the  beam  against  fire,  it 
is  embedded  in  a  mass  of  concrete,  or  three  reinforced  slabs  may 
be  used  to  box  in  the  exposed  faces  of  the  beam,  as  shown  in  the 
right-hand  portion  of  Fig.  294.  The  slab  may  rest  upon  the  bot- 
tom flange,  as  in  Fig.  295,  and  the  space  to  the  floor  level  filled 
with  a  weak  cinder  or  coke  concrete.  The  bottom  flange  of  the 
beam  is  protected  from  fire  by  a  layer  of  concrete.  Sometimes 
Doth  top  and  bottom  slabs  are  used,  with  or  without  a  meager  con- 
crete filling  between  them. 

Expanded  metal,  the  Clinton  wire  cloth  and  other  slab  rein— 


GENERAL    BUILDING    CONSTRUCTION. 


483 


forcements  are  Used  in  the  same  manner  as  the  Monier  mesh,  and 
may  rest  either  upon  the  top  or  bottom  flange  of  the  beams.  Fig. 
295  is  an  example  of  expanded  metal  construction  of  this  kind. 
The  other  systems  are  similar  in  all  particulars.  When  a  top 
slab  is  used  an  air  space  below  the  floor  and  protection  for  the 
bottom  flange  against  fire  is  sometimes  obtained  by  hanging  a 
thin  slab  of  concrete  or  plaster  reinforced  by  expanded  metal  lath 
or  some  form  of  wire  fabric  from  the  bottom  flanges  of  the 
beams.  Both  the  Donath  and  Miiller  systems  are  used  in  the 
same  manner.  Figs,  105  and  106  show  these  systems  resting  upon 
the  bottom  flanges  of  the  beams.  Fig,  296  is  a  good  example  of 
an  expanded  metal  slab  with  the  reinforcement  below  the  level  of 


Fig.  296,— Floor  Stab  or  Expanded  Uetal  Carried  on  Lover  Beam  Flansea. 
the  top  flange  and  supported  by  haunching  resting  upon  the  bot- 
tom flange  of  the  beam.  Expanded  metal  lath  for  a  protecting 
ceiling  is  shown  below  the  beams. 

Monier  slabs  between  beams  are  generally  used  in  spans  vary- 
ing from  6  to  8  ft.,  and  sometimes  as  great  as  10  ft.  The  slabs 
vary  in  thickness,  according  to  the  loading,  from  i^  to  4  ins.- 
The  carrying  bars  used  vary  in  diameter  from  3-16  in.  to  ^  in., 
and  are  spaced  from  2  to  4  ins.  centers ;  sometimes  bars  of  larger 
diameter  are  placed  at  greater  intervals.  The  spacing  bars  are 
usually  from  '/g  to  '/i  in.  in  diameter,  and  are  spaced  from  i  to  3 
ins.  apart.  Care  is  taken  when  placing  the  carrying  bars  to  have 
about  J^  in.  of  mortar  below  them.  1 

Expanded  metal  in  tliis  form  of  slab  is  used  for  spans  up  to  8 
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ft.,  this  being  the  maximum  length  in  which  the  sheet  can  be 
obtained.  The  tliickncss  of  the  slab  varies  from  2  to  6  ins.,  and 
the  meshing  varies  from  i  to  3  ins.,  the  most  common  mesh  used 
being  3  ins.,  made  of  No,  10  gauge  metal. 

The  Miiller  system  (Fig.  106)  uses  slabs  up  to  10  ft.,  with  a 
thickness  of  from  3  to  6  ins.  The  carrying  bars  are  flats,  placed 
on  edge,  from  i  in.  x  ^  in.  to  i  3-16  ins.  x  3-16  in.  in  size,  and 
the  connecting  bars  are  of  sheet  iron,  the  same  width  as  the  main 
bars  and  about  Xo,  22  gauge,  or  1-32  in.  thick. 

Fig.  297  shows  one  type  of  Roebling  floor,  which  is  similar  to 
the-Muller  system.  The  reinforcement  consists  of  2  x  3-16-in. 
flat  bars,  usually  spaced  16  ins.  centers,  embedded  in  cinder  con- 
crete.    Several  modifications  of  this  general  type  are  used  for 


Fig.  297.— Roebling  Flat  Slab  Floor. 
spans  up  to  16  ft.  and  various  loadings.     The  general  style  of 
construction  will  be  understood  from  the  figure. 

The  Donath  slab  ( Fig.  105 )  is  formed  of  small  Tee  or  I-beams, 
varying  from  ^  lo  i  3-16  ins.  in  depth  and  spaced  up  to  8  ills. 
apart.  The  transverse  tics  are  of  hoop  iron.  In  this  system  a 
wire  meshing  is  attached  to  the  bottom  of  this  framework  and 
holds  the  concrete  in  place  without  any  further  centering.  This 
slab  is  usually  employed  iu  spans  of  from  C  to  10  ft.,  and  when 
the  I-section  is  used  up  to  13  ft.  The  thickness  varies  from 
3  to  6  ins. 

The  Columbia  floor  slab,  described  on  page  237,  consists  of 
double-cross  shapc{l  bars  suspended  from  the  top  flange  of  the 
beam  by  a  stirrup,  or,  in  case  of  the  larger  bars,  connected  to  the 
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web  of  the  beam  by  riveted  connection  ang'les.  The  bars  are 
spaced  usually  24  ins.  apart,  but  the  spacing  may  change  under 
varying  conditions.  The  larger  bars  are  used  in  spans  up  to  24  ft. 
This,  however,  is  not  an  economic  form  of  construction  above 
about  16  ft.    The  thickness  of  the  concrete  slab  varies  with  the 


Fig.  jns  — rolumblan  Slab  Floor 
span  load  and  spacing  1  ig  298  show;,  details  ot  this  floor 
btone  or  slag  concrete  is  emplo>ed  for  the  supporting  slab  A 
top  dressing  of  cinder  concrete  2  ins  m  thickness  is  sometimes 
used  but  no  cmders  are  used  in  the  main  slab  The  proportions 
of  the  mixture  employed  for  stone  concrete  is  usually  125, 


nerlcan  Concrete  Sleet  C 
and  for  slag  the  proportions  are  usually  i   :  2^  :  3.    A  very  wet 
mixture  is  used. 

Fig.  299  shows  the  floor  system  used  by  the  American  Concrete 
Steel  Co.,  Newark,  K.  J.  This  system  is  used  in  spans  up  to  16 
ft  The  reinforcement  consists  of  }^-m.  diameter  round  bars, 
threaded  at  the  end  and  strung  between  the  webs  of  steel  beams. 
They  are  held  in  place  by  nuts,  and  serve  as  tie  rods  as  well  as 
reinforcing  rods.    A  secondary  reinforcement  of  %-'m.  diameter 
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rods  is  laced  diagonally  between  the  main  rods  and  is  wired  to 
the  latter  at  intersection  points.  The  main  rods  are  usually  spaced 
12  ins.  centers.  A  cheaper  form  consists  of  using  tee  bars  for 
the  round  rods,  passing  them  over  the  top  flange  6i  the  steel 
beams  or  resting  them  upon  the  bottom  flange.  The  steel  tecs 
are  sometimes  hung  from  the  top  flange  of  the  beam  by  means  of 
stirrups  similar  to  those  used  for  the  Columbian  system.  The 
j4-in.  secondary  diagonal  reinforcement  is  retained  in  all  cases. 

A  modification  of  the  floor  construction  described  in  the  pre- 
ceding pages  consists  in  the  use  of  a  form  of  reinforcement  simi- 
lar to  that  explained  in  connection  with  Fig.  114.  The  reinforce- 
ment is  located  at  the  end  of  the  slab,  near  the  upper  surface,  and 
firmly  anchored  to  the  wall ;  it  then  passes  to  the  lower  part  of 
the  slab  throughout  its  central  portion ;  then  again  rises  at  the 
beam  to  the  top  of  the  slab,  and  so  on  throughout  its  length.  Thus 
when  the  floor  is  continuous  over  several  beams  the  condition 
practically  amounts  to  fixing  the  slab  at  its  points  of  support. 
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Fig.  300.— International  Fence  &  Fireprooflng  Co.'s  Floor. 

Fig.  300  shows  the  floor  section  employed  by  the  International 
r^ence  &  Fireprooflng  Co.,  using  tie-lock  fabric,  supported  by 
wire  cables'for  the  reinforcement.  The  wire  netting  has  a  6  x  6- 
in.  mesh,  and  is  supported  by  wire  cables  spaced  from  12  to  18 
ins.  apart.  This  form  of  slab  is  used  for  spans  of  from  10  to  20 
ft.,  and  having  thicknesses  up  to  6  ins.  Care  must  be  taken  to 
firmly  anchor  the  ends  of  the  cables  at  the  wall  and  girders. 

The  electric  welded  wire  reinforcement  is  used  in  a  similar 
manner,  the  carrying  wires  being  large  enough  to  take  care  of  all 
tensile  strain.  This  fabric  has  been  used  in  spans  up  to  15  ft., 
with  a  thickness  of  slab  of  6  ins. 

Expanded  metal  may  also  be  used  in  this  curved  form.  When 
so  used  it  is  customary  to  lap  the  sheets  at  the  middle  of  the  slab. 
In  this  manner  slabs  of  more  tlian  8-ft.  span  may  be  obtained. 
Load  tests  on  this  type  of  expanded  metal  slab  reinforcement 
have,  however,  not  proved  very  satisfactory. 

When  adapted  to  the  Monier  netting  the  curved  slab  reinforce- 
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ment  is  called  the  Koenen  Boor.  This  slab  has  hem  extensively 
applied  by  Mr,  Koenen  in  Germany  to  the  construction  of  floors 
for  warehouses,  factories,  etc.,  in  spans  from  6.5  to  21.5  ft,  with 
fi  slab  thickness  up  to  8  ins.  In  the  Koenen  floor  slab  the  rods 
?re  anchored  by  being  bent  up  or  fastened  to  transverse  wall 
anchors  at  the  ends.  A  mortar  composed  of  i  part  cement  to  4 
parts  sand  is  used  by  Mr.  Koenen. 

Fig.  301  shows  another  example  of  floor  construction  rein- 
forced with  H-in.  corrugated  bars,  and  is  adapted  to  spans  up  to- 
16  ft.,  with  a  thickness  of  from  y/i  to  yyi  ins. 

Arcbed  Floor  Slabs. — Arched  filling  between  beams  has  been 
extensively  used  in  floor  construction,  especially  when  heavy  loads 
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Fig.  301.— Slab  Floor  Relnrorced  with  Corrugated  Bara. 
are  to  be  carried.    Fig.  302  shows  a  flat  arch  of  expanded  metal 
construction.    These  arches  are  used  in  spans  up  to  10  ft. 

The  Golding  system  is  more  frequently  used  than  the  form  of 
reinforcement  just  described,  and  is  well  adapted  to  long  spans. 
This  system  consists  of  a  floor  plate  reinforced  with  expanded 
metal.  The  slab  is  strengthened  with  concrete  arch  ribs,  spaced 
from  4  to  6  ft.  apart,  the  rib  resting  npon  and  being  reinforced 
by  soffit  channels  laid  flat,  with  their  backs  down;  6-in.  channels, 
weighing  12'4  lbs.  per  ft.,  are  generally  used.  The  channels  are 
sometimes  exposed,  but  are  usually  surrounded  with  metal  lath 
and  plastered  to  protect  them  from  fire.  The  Golding  paneled 
floor  is  used  in  spans  up  to  20  ft.  Fig  157  shows  this  form  of 
arch  flooring. 

The  Roebling  system  of  floor  arching  consists  of  a  wire  cloth 
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centering,  stitlcned  by  steel  rods  woven  into  the  mesh;  7-16-m. 
diameter  rcxls  arc  nsed  for  5  ft.  and  y-16  in.  for  j-XX.  spans.  This 
centeriiif;  i.-;  sprung  betwet-n  and  rests  upon  the  bottom  flanges 
of  the  flo'>r  beams.  The  concrete  is  deposited  upon  this  wire 
centering  with  its  top  surface  Hush  with  the  top  flanges  of  the 


Fig.,  ."'.ffi— Flat  Arci..  Expanded  Mptal  CoDStructloo. 
beams.  W'licti  a  Hat  ceiHng  is  not  desired,  the  bottom  flanges  of 
the  bca:iis  are  envcloiK'd  with  wire  cloth  and  ihe  whole  embedded 
in  concrete.  When  a  flat  ceiling  is  rei|iiircd,  a  clip  of  special 
form  is  attached  t<>  the  lnwer  flange  of  the  Iteams  and  supiwrts 
flat  iron  bars  ;.et  nn  i'dt,'e  and  spaced  about  ifi  ins.  centers.  Roeb- 
ling  .<tandanl  wire  lath,  with  '  j-in.  steel  stiffening  ribs  woven  in. 
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The  T-irons  are  usually  spaced  2  ft.  centers,  and  the  wire  cloth 
centering  laid  between  the  T-iron  ribs.  Fig.  303  shows  the 
usual  type  of  Roebling  floor  arch.  The  thickness  of  the  arch 
at  the  crown  varies  from  2  to  4  ins.  The  concrete  mixture  used 
for  Roebling  floors  is  i  cement,  2  sand  a!nd  5  cinders.  A  i  :  2^  : 
6  mixture  is  also  sometimes  used. 

Fig.  304  shows  the  arched  type  of  floor  slab  used  in  the  con- 
struction of  the  first  floor  and  sidewalk  of  the  Metropolitan 
Building,  New  York  City,  while  Fig.  305  shows  the  flat  floor 
slab  used  for  the  upper  stories.    De  Man  bars,  described  on  page 

k ■■ 6»^ H 
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Fig.  304.— De  Man  Arch  Floor. 

227  form  the  reinforcement,  and  were  made  of  i  x  J^-in.  steel 
strap,  crimped  at  regular  intervals.  The  •  location  of  the  rein- 
forcement will  be  understood  from  the  drawing.  The  bars  are 
spaced  from  6  to  12  ins.  apart,  according  to  the  floor  loading. 
The  American  Fireproofing  Cement  Construction  Co.,  of  New 
York  City,  build  this  type  of  floor. 

When  considerable  strength  is  needed  Monier  arches  are  used 
in  place  of  Monier  slabs.    They  usually  consist  of  an  arch  having 

a  rise  of     —    the  span,  springing  from  the  lower  flanges  of  the 


Fig.  305.— Do  Man  Flat  Floor, 
supporting  beams.  A  single  Monier  netting,  placed  near  the 
introdosal  face,  constitutes  the  reinforcement.  A  filling  of  meager 
concrete  fills  the  intervening  space  up  to  the  floor  surface.  The 
bottom  flange  of  the  beam  is  protected  by  a  layer  of  concrete 
about  ij/^  in.  thick.  Mr.  Way^s,  an  Austrian  engineer,  states 
that  it  is  customary  to  use  Monier  arches  up  to  5  m.  (16.4  ft.) 
span,  with  a  single  netting  and  a  thickness  of  arch  ring  of  5  cm. 
(2  ins.)  to  carry  loads  up  to  1,200  kg.  per  sq.  m.  (230  lbs.  per  sq. 
ft.).  Fig.  306  shows  examples  of  single  and  double  Monier  floor 
slabs.    Sometimes  a  second  reinforcing  mesh  is  used.    It  may  be 
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employed  in  a  second  arch  ring  some  distance  above  the  first,  with 
a  filling  of  meager  concrete  between,  but  the  most  common  form 
is  to  place  it  near  the  surface  bf  a  flat  extrados.  Arched  floors, 
with  a  flat  extrados  up  to  6  m.  (20  ft.)  span,  were  used  in  the 
construction  of  Public  Buildings  at  Kameroun.  Fig.  307  shows 
an  example  of  an  arch  with  a  reinforced  flat  extrados  which  was 
used  in  the  construction  of  a  warehouse  at  Trieste. 
The  Melan  system  (Fig.  308)   employs  rolled  beams  for  the 


Fig.  ;50(I.— Single  and  Double  Airch  Monier  Floor. 


Fig.   .•^)7.— Flat  Top  Arch  Monier  Floor. 
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Fip.   :Ji»S--Mclan   Arch   Floor. 


Fig.  300— Wunch  Arch  Floor. 

reinforcement,  and  is  most  frequently  used  in  spans  of  from  8  to 
14  ft.,  with  a  thickness  of  arch  ring  of  3  ins.    The  rise  is  usually 

from     —     to    —    of  the  span.     The  ends  of  the  beams  are 
14  10 

mitered  to  bear  against  the  wcl)  of  the  supporting  beams,  and 
rest  directly  upon  the  bottom  flanges.  This  is  not  an  economic 
form  of  construction  unless  unusually  heavv  loads  are  to  be 
carried. 

The  Wiinch  system  CFig.  309)  uses  angles  or  T*s  for  rein- 
forcement. A  double  reinforcement  is  used  with  the  ends  of  the 
angles  or  tee  irons  riveted  to  the  flanges  of  the  beams.  This  gives 
a  rigid  skeleton  work,  but  is  expensive. 
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Monolitliic  Floor*. — The  various  systems  of  floor  slabs  just 
described,  with  tew  exceptions,  may  be  increased  in  size  to  form 
monolithic  floors  of  considerable  span.  While  these  various  con- 
structions may  be  increased  to  quite  long  spans,  when  so  used 
they  are  not  economical,  and  hence  are  not  used  except  in  cases 
where  expense  is  of  secondary  importance,  as  when  the  demand 
for  clear  floor  space  prevents  the  use  of  columns,  or  when  limited 
head-room  makes  the  extra  depth  necessary  for  ribs  undesirable. 
When  the  floor  panels  can  be  built  in  the  form  of  squares  or  rec- 
tangles, with  their  sides  of  nearly  equal  length,  and  are  supported 
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Fig.  310.~HeDneb[que  Floor  Slab  with  single  R«lDlorcement. 
im  all  four  sides,  the  economic  spans  will  be  considerably  greater 
than  that  of  slabs  supported  only  on  two  sides. 

In  addition  to  the  systems  already  described,  the  Hcnnebique 
and  Matrai  systems,  as  applied  to  long  spans,  deserve  mention  in 
this  place.  The  Hcnnebique  monolithic  slabs  are  constructed  with 
three  forms  of  reinforcement;  first  with  single  independent  bar 
reinforcements,  consisting  of  alternate  straight  and  bent  round 
rods  spaced  at  equal  intervals.  Fig.  310  shows  the  principal  char- 
acteristics of  this  form.  The  rods  have  their  enils  split  to  anchor 
them  in  the  concrete.  The  size  and  spacing  of  the  rods  depends 
upon  the  span  and  load.  They  usuallj'  liave  a  diameter  of  from 
—  to  J-J  in.  and  are  spaced  from  4  to  12  ins.  centers.  When 
the  thickness  of  the  slab  is  greater  than  3  ins.  stirrups  are  em- 
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ployed.  The  stirrups  are  of  hoop  iron,  about  J^  x  —  in.,  and 
extend  up  into  the  slab  to  within  about  ^  in.  of  its  top  face.  The 
example  shown  In  Fig.  310  was  used  in  the  construction  of  a 
banquet  hall  at  Basel,  Switzerland. 

The  second  form  of  Henncbiquc  slab  has  a  series  of  strai^t 
rods  at  right  angles  to  the  first  series,  with  ahemate  rods  placed 
rear  the  top  and  bottom  of  the  slab.  This  form  and  the  one  yel 
.  to  be  described  are  more  suitable  for  reinforcing  square  floor  slabs 
and  rectangular  slabs  having  their  dimensions  practically  equal. 
Stirrups  are  only  placed  alxiut  the  lower  bars.  In  proportioning 
these  slabs  they  are  considered  as  resting  upon  four  supports. 

Fig.  311  shows  this  type  of  slab.  The  third  form  of  Hennc- 
hique  floor  slab  has  a  lattice  reinforcement  made  up  entirely  of 


Pjg.   :!ll.— Hfniichique   Floor   Slab   with   Double   RclatorcemeDt. 
.straight  rods,  willt  allcrnatc  rods  placed  near  the  top  and  bottom 
of   the    liuor    plate.      The   bottom    bars   only   are   provided    with 
stirrups. 

In  the  cunslruction  of  the  Matrai  system  of  floors  the  principle 
explained  in  regard  to  slab  reinforcement  on  page  244  and  illus-   — 
trated  in  Figs.  115  and  15S,  is  extended,  and  develops  very  com-  — 
plicated  systems  of  wire'  netting.     When  used  in  connection  witli^* 
beams  and  girders  the  wire.s  are  attached  as  near  as  possible  to^» 
the  ends  of  the  beams  and  girders,  in  order  that  their  bendin^^ 
moments  may  be  reduced  as  much  as  possible  and  their  sections* 
correspondingly  reduced.     The  space  to  1m;  spanned  is  divided 
into  rectangular  panels  by  reinforced  concrete  girders,  whose  re- 
inforcement consists  of  stiffening  skeleton  work,  such  as  is  shown 
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in  Figs.  91  and  92.  These  are  strengthened  by  wire  cables  hung 
in  the  form  of  a  catenary.  Sometimes  cables  are  strung  diag- 
onally through  the  panels,  as  shown  in  Fig.  312.     This  figure 


FI5.   312.— Matrai   Floor. 

shows  the  section  of  a  floor  used  in  the  construction  of  the  Maison 
d'Education  de  la  Legion  d'l-Ionneur.  The  concrete  used  in  this 
floor  was  i  part  cement,  2  parts  sand  and  4  parts  slag.  The  con- 
crete acts  simply  as  a  filling  anil  protecting  material  in  the  Matrai 
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floor  system,  reliance  being  placed   alone  upon  the  wires  and 
cables  to  carry  the  loads. 

The  Mushroom  System  of  Construction. — This  system  is  the  in- 
vention of  Mr.  C.  A.  l\  Turner,  M.  Am.  Soc.  C.  E.  By  referring 
to  Figs.  313  and  314,  it  will  be  seen  that  the  construction  consists 
of  columns,  and  a  floor  slab  without  beams  or  girders.  The 
mushroom  action,  so  called,  is  obtained  by  arranging  the  reinforc- 
ing metal  as  shown  in  Fig.  314,  the  top  of  the  columo-  being 
enlarged  to  form  a  capital,  as- shown  in  elevation,  Fig.  313.  The 
reinforcing  rods  for  the  slabs  are  then  strung,  as  shown  in 
Fig.  314,  in  a  manner  similar  to  that  used  in  the  Matrai  system, 
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Fig.   313. — Column  in  Mushroom  System  of  Construction, 
as  shown  in  Tigs.  115  and  312,  which  this  system  in  many  ways 

resembles.     The  arrangement  of  the  reinforcement,  as  used  in 

I 

the  construction  (^f  the  C.  A.  Bovey  Building,  Minneapolis, 
Minn.,  is  shown  in  Fig.  315. 

The  advantages  claimed  for  this  method  of  construction  are  a 
reduction  in  the  cost  of  fc^rms,  owing  to  the  flat  ceiling  used,  and 
an  increased  strength  (hie  to  mushroom  shape  at  top  of  columns. 
Tt  would  appear  that  an  analysis  of  the  stresses  in  the  floor  slab 
would  he  a  rather  uncertain  and  pnzzlincf  operation.  Mr.  Turner 
states  that  this  system  has  been  successful  in  competition  with 
wood  mill  building  construction. 

Bibbed  Slabs. — The  most  common  form  of  floor  construction 
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Fig.  314, — Floor  Slab  Reinforcement  In  Mushroom  System  of  Constructloc 


315.— View  of  Floor,  Mushroom  Systom  of  Construction. 
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when  the  spans  are  greater  than  6  or  8  ft.  is  that  of  a  concrete  slab 
strengthened  at  intervals  of  4  ft.  and  upwards  bv  reinforced  ctm- 
crete  beams,  the  whole  being  a  monolithic  construction  and  com- 
monly called  ribbed  slab  floors. 

In  ribbed  slab  construction  the  various  systems  are  employed 
in  a  similar  and  often  identical  manner,  usually  the  only  differ- 
ence being  in  tlie  manner  of  reinforcing  the  slab  or  beam,  or 
both.  These  have  been  full>'  explained  in  connection  with  de- 
scriptions of  reinforcements  for  slabs  and  beams.  For  short 
spans  and  light  loads  the  plain  floor  slab  will  prove  the  most 


Fig.  3ll!.— Typical  Column  ao'l  Floor  Conatruetion  by  Hcooeblque  Syaiem. 
economic,  especially  as  the  necessary  forms- are  more  simple  dian 
those  used  in  tlic  construction  of  ribbed  beams.  When  the  spans 
hccome  somewliat  greater,  however,  the  ribbed  slab  will  prove 
the  more  economic.  The  sjiacing  of  tlie  ribs  may  be  varied  in 
order  to  secure  a  panelfd  effect  for  the  ceiling.  In  fact,  in  this 
respect  reinforced  concrete  construction  admits  of  great  flexibilitj' 
ir  this  regard,  and  often  enables  the  architect  to  greatly  improve 
the  beauty  of  the  structure. 

When  a  flat  ceiling  is  desired,  a  suspended  ceiling  may  be  used 
similar  to  that  described  on  jMge  4S3.     The  Hennebique  system 
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has  been  extensively  applied  to  the  construction  of  floors.  The 
floor  slabs  used  are  from  2'/^  to  6  ins.  thick,  and  are,  when  possi- 
ble, made  continuous  over  the  ribs  or  reinforced  concrete  girders. 
^'S-  "33  shows  a  typical  form  of  Hennebique  floor  construction. 
Two  systems  of  ribs  are  employed.     The  main  ribs  are  usually 


Fig.  317.— Floqr  for  Palala  de  Justice,  Vlvlers,  Fraoce. 
limited  to  spans  of  from  i6  to  24  ft.,  although  beams  with  a  span 
of  60  ft.  have  been  built.  The  secondary  ribs  are  generally  not 
greater  than  from  10  to  12-ft.  span,  and  are  usually  reinforced 
with  a  single  rod  or  pair  of  rods  and  with  stirrups,  which  are 
placed  about  the  bottom  rods  only      The  floor  space  Is  divided 


Fig.  318.— Floor  Petit  Pftlals  flea  Beaux  Arts  Paris  France, 
into  square  or  rectangular  panels  by  these  two  systems  of  beams. 
The  reinforcing  rods  used  vary  from  J4  '"■  to  2  ins,  in  diameter, 
and  are  spaced  so  that  there  will  be  at  least  from  i>4  to  2>4  ins. 
of  concrete  between  them,  and  the  rods  should  not  be  nearer  than 
within  1  in.  of  the  lower  face  of  the  beam.  Fig.  316  shows  the 
general  features  of  a  Hennebique  floor  and  column  construction. 
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M.  Christophe  gives  excellent  examples  of  this  form  of  coiutruc- 
tion  in  his  book,  "Beton  Arme"  (see  pages  log-lil),  from  which 
the  following  figures  are  taken.  The  first  of  these  (Fig.  317)  i* 
3  section  of  floors  used  in  the  construction  of  the  Palais  de 
Justice  de  Viviers,  France.  A  main  rib,  heavily  reinforced, 
secondary  ribs  and  floor  slab  are  all  used  together  in  this  building. 
Sometimes  the  secondary  ribs  are  omitted,  and  we  have  a  con- 


Fig.   310.— Floor  [or  Cblcaso   Store  Bulldlns. 

stniction  like  ihat  shown  in  Fig.  318,  which  is  a  section  of  the 
floor  used  in  the  f'etit  Palais  des  Ueaii.x  Arts  at  the  Paris  Expo- 
sition of  1900.  The  floor  has  a  span  of  7.35  in.  (24.11  ft)  for  the 
ribs,  which  are  spaced  about  7.5  ft.  cfuters. 

A  modification  of  the  llennebique  construction  is  shown  in 
Fig.  319,  which  shows  the  details  of  a  reinforced  concrete  store 
building  in  Chicago.  The  reinforcing  rods  used  in  the  floor 
girders  were  ^  and  i  in.  in  diameter,  both  tension  and  compres- 
sion rods  being  employed. 
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Fig.  320  shows  the  rods  used  to  form  the  truss  of  each  girder. 
These  rods  are  connected  by  an  electrically  welded  fabric  netting, 
which  envelops  each  girder.  The  ends  of  the  rods  are  bent  up  at 
right  angles  to  firmly  anchor  them  in  the  concrete.     The  main 

floor  rods  are    —    in.  in  diameter  and  spaced  4  ins.  centers  in 

16 

both  directions  and  are  carried  through  the  girders.    A  i   :  2  :  2 
concrete  of  Vulcanite  Portland  cement,  sharp  torpedo  sand  and 
gravel  screened  to  pass  a  >^-in.  mesh  was  used. 
Mr.  E.  T.  Ransome  has  erected  a  large  number  of  buildings  in 
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R€\nforc\nq  Rods  in  6irder. 

Fig.  320.— Girder  Reinforcement,  Chicago  Store  BuUding. 

this  country.  .Twisted  rods  are  exclusively  used  by  this  engineer 
for  reinforcing  beams,  columns,  slabs,  etc.  In  the  construction 
of  ribbed  floors  the  ribs  are  usually  reinforced  with  one  or  more 
straight  rods  in  the  tension  flange.  Stirrups  of  square-twisted 
rods  tie  the  reinforcement  to  the  concrete  and  are  spaced  close 
together  at  the  ends  and  further  apart  toward  the  center  as  the 
shear  decreases. 

Fig.  321  shows  a  section  of  a  floor  in  an  addition  recently  made 
to  the  reinforced  concrete   building  erected  in   1897-8  for  the 


..       4/'£Rocl5,5'6'/ong    .     c    4^' 
1. 4t!!hoor         ^\    11 


Main 
7mit6inler 


6,4V8rikalRodi 


Roets,4i'Centers 


^Rbeb,4^Cenfet3 
%'M.     ^Inttrmedktts&raer         /^ 


Girder      ^^ 
RoorBeams 


Typical  Transverse 

>«•    Floor  Section . 
fU-Bar 


Sidemills, 
EndWglli 


Section  C-C.   ^?,/^" 
Pig.  321.— Floor  for  Pacific  Borax  Co.'s  Factory. 

Pacific  Coast  Borax  Factory,  Bayonne,  N.  J.  The  floors  in  this 
addition,  of  which  the  above  figure  is  a  representative  example, 
are  designed  for  a  dead  load  of  lOO  lbs.  and  a  uniformly  distrib- 
uted live  load  of  400  lbs.  per  sq.  ft.  The  transverse  beams  are 
4  ft.  i>^  ins.  on  centers  and  span  between  columns  spaced  24  ft. 
8%  ins.  on  centers.  Twin  girders  are  used  at  the  columns,  and 
are  separated  by  a  cleavage  plane  to  allow  for  expansion.    The 
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floor  slab  is  3^/^  ins.  thick  and  reinforced  by  j4-iii-  twisted  steel 
longitudinal  bars  spaced  4j4  ins.  centers. 

Another  notable  example  of  Ransome  construction  is  that  of 
the  Kelley  &  Jones  Co.'s  concrete-steel  factory  building.  Greens- 
burg,  Pa.  This  building  is  60  x  300  ft.  in  plan  and  four  stories 
high.  Fig.  322  shows  traverse  and  longitudinal  sections  of  the 
floors,  walls  and  roof  of  this  building.  The  first  floor  is  of  con- 
crete and  rests  directly  upon  rammed  earth.     The  upper  floors 
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Longitudinal  Sections 
Fig,  322.— Floor  and  WaU  Details,  Kelly  &  Jones  Factory. 

are  designed  to  carry  250  lbs.  per  sq.  ft.,  and  are  divided  into 
panels  about  3  ft.  8  ins.  wide  and  8  ft.  4  ins.  long  by  transverse 
and  longitudinal  girders.  The  3-in.  unreinforced  floor  slab  is 
supported  by  12-in.  longitudinal  and  transverse  girders.  The 
main  transverse  girders  are  in  pairs,  supported  on  each  row  of 
columns,  and  carry  13  lines  of  longitudinal  beams  connected  by 
transverse  girders  at  the  center  of  each  panel.  The  longitudinal 
beams  are  spaced  about  3  ft.  10  ins.  centers,  are  3  ins.  wide,  and 
reinforced  with  one  i^-in.  bar  in  the  lower  side  and  by  one  M-in» 
bar  in  the  upper  part  of  the  floor  slab.    Vertical  stirrups  of  y^An. 
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steel  bars  are  used,  and  are  spaced  close  together  at  the  ends  of 
the  beams  and  further  apart  near  the  middle,  being  spaced  to 
conform  with  the  strain  sheet  of  maximum  shears  and  relieve  the 
concrete  of  all  the  computed  shearing  stress.  The  main  trans- 
verse girders  are  9  ins.  wide  and  reinforced  with  three  ij/^-in. 
rods,  and  are  arranged  in  pairs  9  ins.  in  the  clear  from  the  center 
line  of  the  columns.  A  feature  of  this  building  is  the  absence  of 
reinforcement  in  the  floor  slab. 

T*he  above  two  examples  serve  to  illustrate  the  earlier  t>'pes  of 
reinforced  concrete  factory  building  constructed  in  this  country. 

The  shops  of  the  United  Shoe  Machinery  Co.,  Beverly,  Mass.. 
consisting  of  ten  buildings,  covering  about  four  acres,  are  prob- 
ably the  largest  single  reinforced  concrete  building  construction 
ever  undertaken  in  this  country.  The  floor  space  in  these  build- 
ings is  about  18  acres.  The  total  estimated  cost  of  these  buildings 
exclusive  of  land,  which,  with  the  exception  of  the  roofs  of  the 
foundry  and  forge  shops,  are  entirely  of  reinforced  concrete,  is 
about  $1,000,000. 

The  Ransome  system  of  twisted  steel  bars  is  used  for  reinforce- 
ment.     The  structural  concrete  was  all  mixed   1:2:4,  with 
screened  gravel  from  ^  to  i  in.  in  diameter;  Lehigh  and  Atlas 
brands  of  cement  were  used  and  the  concrete  was  mixed  wet. 
The  buildings  were  divided  into  sections  60  ft.  in  length,  and  all 
concrete  in  each  section  was  built  as  a  monolith.    The  two  largest 
buildings  are  62  ft.  wide,  522  ft.  long  and  four  stories  in  height. 
Fig.  323  is  a  partial  cross-section  of  one  of  the  main  buildings, 
and   shows   the    type   of    construction   used   throughout   all   the 
buildings.     Fig.  324  shows  partial  plan  of  first  floor  at  one  end. 
The  arrangement  of  girders  and  beams  will  be  understood  from 
the  plan.     It  should  be  noted  that  the  corner  panels  are  mono- 
lithic slabs  without  floor  stringers,  and  have  the  reinforcing  bars 
crossing  the  panel  in  a  diagonal  direction.     This  construction 
stiffens  the  building  throughout  the  planes  of  the  floors  against 
distortion  due  to  wind  pressure,  and  is  used  for  all  floors  and  the 
roof  at  the  ends  of  the  buildings.     The  size  and  spacing  of  rods 
in  slabs,  beams  and  girders,  as  well  as  general  details  of  con- 
struction, are  shown  in  the  figures.    The  roof  was  designed  for  a 
live  load  of  75  lbs.  per  sq.  ft.,  the  third  and  fourth  floors  for  200 
lbs.,  and  the  second  floor  for  250  lbs.  per  sq.  ft. 

Fig.  325  is  an  excellent  example  of  ribbed  floor  construction 
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as  used  in  factory  building.  The  live  load  it  was  designed  to 
carry  is  200  lbs.  per  sq,  ft.  The  longitudinal  beams  are  spaced 
3  ft.  9  ins.  centers,  and  are  carried  by  transverse  girders  12  to  15 
ft,  apart  on  centers  and  from  15  to  16  ft.  in  length.  The  con- 
crete used  in  tlie  construction  of  this  floor  was  a  1  :  2  :  4  Edison 
Portland  cement,  sand  and  trap-rock  crushed  to  pass  a  j4-in- 
screen.  This  floor  was  used  in  the  construction  of  the  Thompson 
&  Norris  eight-story  factory  building,  in  Brooklyn,  N.  Y.  Messrs. 
H.  C.  Miller  and  H,  I.  Moyer  were  the  engineers  in  charge  of  the 
design  and  construction  of  this  building. 

r— -"^— 'T'""™""'1 


Fig.   324.— Part   Floor  Pli 


Machinery   Co.'h   Factory. 


A  form  of  ribbed  floor  construction  used  by  the  Reinforced 
Cement  Construction  Co.,  New  York,  is  a  modiflcation  of  the 
de  Vailliere  system,  and  consists  of  straight  and  round  rods 
similar  to  those  used  in  tlie  Hennebique  system  for  the  beam 
reinforcements  and  straight  rods  at  right  angles  to  these  for  the 
slab  reinforcement.  The  lower  straight  rods  are  rigidly  con- 
nected to  the  slab  reinforcement  witli  twisted  rod  stirrups,  causing 
the  two  to  act  together  as  a  tee-beam.  Fig  326  shows  the  ar- 
rangement of  rods  and  stirrups.  The  stirrups  are  sometimes 
inclined,  upon  the  supposition  that  they  will  thus  better  care  for 
the  shearing  stresses.  Fig,  327  shows  the  method  in  which  this 
system  is  applied  to  column,  girder,  beam  and  slab  construction. 
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This  system  was  used  in  the  construction  of  the  Hugh  Bilgrim 
Machine  Shop.  Philadelphia,  Pa.  This  building  is  120  x  100  fL 
in  plan,  and  consists  of  a  main  building,  120  x  53  fL,  five  stories 
high,  and  a  one-story  extension  occupying  the  remaining  space. 


FlB.   325.— Floor   ConalructloQ   tor  ThompeoQ   &   Norrla   Factory, 
,  The  columns  were  .spaced  18  ft,  6  ins.  centers  transversely  and 
14  ft.  4  ins.  longitudinally.    The  transverse  beams  supporting  ihe 
floor  are  6x12  ins.  in  section  and  spaced  3  ft.  7  ins.  centers.    The 
floor  slab  is  4  ins.  thick  on  the  first  floor  and  3  ins.  on  all  other 
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floors.  Girders  10  x  14  ins.  in  section  are  supported  by  the 
columns  and  carry  the  transverse  floor  stringers.  Fig.  328  shows 
the  arrangement  of  the  reinforcement  for  the  floor  slab,  girders 
and  columns.  The  column  sections  are  21,  ly,  17,  13  and  8  ins. 
on  the  first,  second,  third,  fourth  and  fifth  floors,  respectively. 
The  first  floor  was  designed  for  a  uniform  live  load  of  300  lbs. 
per  sq.  ft.,  the  second  floor  for  200  lbs.  and  the  other  floors  for 


rig.  32fi.- 

150  lbs.  per  sq.  ft.  Round  rods  with  twisted  rod  stirrups,  as 
shown  in  Fig.  326,  were  used  for  reinforcements.  The  concrete 
mixture  was  i  part  Alpha  Portland  cement,  3  parts  clean  sand 
and  gravel  and  5  parts  trap-rock,  broken  to  pass  a  ^-in.  ring. 
Mixing  was  done  by  hand.  The  saw  tootJi  roof  used  on  tlie  rear 
part  of  this  building  is  described  on  page  548. 

A  good  example  of  the  adaptability  of  reinforced  concrete  to 
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the  construction  of  a  building  where  wide  floor  space  is  desired 
is  that  of  the  Robbins  automobile  garage,  in  New  York  City. 
This  is  a  three-story  and  basement  structure,  with  reinforced 
concrete  floors  and  columns  and  brick  enclosure  walls.  The  build- 
ing is  50  X  100  ft.  in  plan,  with  an  ell  32.5  x  36  ft.  in  plan  on  one 
side  at  the  rear.  The  floor  space  on  all  three  stories  is  entirely 
unobstructed.    The  concrete  floor  stab  of  the  first  story  rests  on 
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beams  and  girders  carried  by  reinforced  concrete  columns  boih 
up  from  the  basement  floor,  while  the  slabs  of  the  second  and 
third  floors  and  the  roof  rests  on  heavy  transverse  girders  whicd 
are  carried  at  each  end  by  the  reinforced  concrete  columns  built 
in  the  outside  brick  walls.  This  arrangement  is  shown  by  Fig. 
329,  which  is  an  interior  view  of  one  floor.  Fig.  330  is  a  section 
of  one  of  the  main  girders,  showing  details  of  the  reinforcement 
In  the  main  part  of  the  building  the  basement  is  divided  into  three 
bays  by  the  outer  walls  and  two  rows  of  12  x  12  columns.    The 


Pig.  328.— Part  Section  of  Hugh  Bilgram  Machine  Shop,  Reinforced  Cement 

Construction  Co.'s  System. 

columns  are  spaced  13  ft.  5  ins.  centers  longitudinally  and  17  ft. 
3  ins.  centers  transversely.  They  carry  6  x  14-in.  transverse 
beams  and  8  x  i8-in.  longitudinal  girders,  which  are  built  mono- 
lithic with  the  floor  slab.  The  second  and  third  floors  are  carried 
by  20  X  36-in.  transverse  girders,  spaced  13  ft.  5  ins.  centers. 
These  girders  are  50  ft.  long,  with  a  clear  span  of  45  ft,  and  are 
built  monolithic  at  the  ends,  with  24  x  26-in.  columns  carried  up 
from  the  basement  floor.  The  floor  slab  between  the  girders  is 
carried  by  6  x  14-in.  cross  beams  6  ft.  3  ins.  centers.    The  roof 
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girders  and  beams  are  lighter  than  the  floor  slabs,  as  they  are 
designed  for  lighter  loads.  The  slabs  of  the  floor  and  roof  are 
5  ins.  thick.  Round  rods  were  used  for  the  reinforcement 
throughout  and  arranged  according  to  the  de  Vailliere  system. 


Fig.  330— Section  ot  Main  Girder  In  Robbins  Garage.  New  York  Cily- 


A  wet  concrete  was  used  in  proportions  of  i  part  Vulcanite 
cement,  2  parts  sand  and  3  parts  of  j4-in.  broken  stone  with  the 
dust  screened  out. 

The  forms  were  made  of  2-in.  plank,  dressed  on  one  side. 
Those  for  the  floor  and  roof  slabs  were  made  of  tongue  and 
grooved  flooring.    « 

Another  reinforced  concrete  building  in  which  the  de  Valliere 
system  of  reinforcement  is  used  by  the  Reinforced  Cement  Con- 
struction Co.  is  that  of  the  paint  and  overhauling  shop  of  the 
Philadelphia  Rapid  Transit  Co.  This  building  is  two  stories  in 
height  and  90  x  389  ft.  in  size,  the  first  floor  having  a  clear  height 
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under  beams  of  i8  ft.,.and  the  second  floor  a  clear  height  at  eaves 
of  15  ft.  2  ins.  Five  lines  of  tracks  are  provided  for  on  the  first 
floor  and  six  on  the  second  floor.  To  facilitate  handling  of  cars 
fi  transfer  table  was  placed  near  the  rear  of  the  building  on  both 
'  floors  in  place  of  the  ladder  tracks  usually  employed  for  entering 
the  various  floor  tracks  from  the  street.  This  necessitated  girder 
spans  of  48  ft.  for  supporting  the  floors.  The  transfer  table  is 
carried  on  four  lines  of  rails,  supported  on  18  x  i8-in.  cross  beams 
carried  by  longitudinal  girders  18  x  39J/2  ins.  in  section,  having  a 
clear  span  of  46  ft.  between  columns.  These  girders  are  joined  to 
the  columns  by  special  brackets.  The  columns  and  girders  are 
built  together  and  form  a  monolithic  structure.     The  general 


features  of  the  construction  and  the  arrangement,  size  and  num- 
ber of  roof  rods  are  shown  in  Fig,  331,  which  is  a  longitudinal 
section  of  the  building.  .\  cross-section  of  the  building,  showing 
details  of  reinforced  concrete  construction,  plan  of  roof  bars, 
etc.,  is  shown  in  Fig.  332.  The  method  of  reinforcing  brackets 
on  columns  in  the  first  story  to  support  the  crane  girder  is  also 
shown  in  Fig.  332. 

Another  form  of  ribbed  slab  construction,  used  for  both  roof 
and  floor  slabs,  was  employed  in  the  const  rit'ct ion  of  the  Central 
Felt  &  Paper  Factory,  at  Long  Island  City,  and  of  the  Parkvillc 
sub-station  of  the  Brooklyn  Rapid  Transit  Co.  The  reinforce- 
ment consists  of  a  straight  rod  and  one  or  more  bent  rods  in  the 
same  vertical  plane,  there  being  two  or  more  series  of  rods  parallel 
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:o  each  other,  and  all  wired  together  to  make  up  the  skeleton  work 
•>i  one.  girder. 

This  makes  quite  a  stiff  framework,  which  is  hung  in  the 


Pig.  333 —Roof  Girder,  Central  Pflt  and  Paper  Co.'b  Ttetorj. 
orms,  and  the  concrete  is  tamped  firmly  about  the  metal.     It  is 
laimed  that  the  metal  when  thus  used  will  not  be  displaced  when 
le  concrete  is  put  in.    Compression  rods  are  also  sometimes  used. 
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The  floor  slab  is  reinforced  in  the  usual  manner  with  a  series  oE 
parallel  rods.  The  connecting  rods  or  stirrups  are  spaced  to 
correspond  to  the  diagram  of  shears.  Fig.  333  shows  the  details 
of  a  52- ft,  roof  girder  used  in  the  construction  of  the  Central  Pulp 
&  Paper  Co.'s  building.     Wire  fabric  was  used  for  reinforcii^ 


rig.  .Wri.— Transverse  Section  of 
Sub-st.iilcin  BulldinE,  Brooklyn 
Rapid  Transit  Co, 


Fig.  :i31,— Column  Bracket  tor 
'■ran''  Run  Olrdpra,  Central 
Kelt  aoil  Paper  Co. 'a  Faciorj. 


the  roof  slabs,  l-'ig.  334  shows  details  of  wall  bracket  used  for 
carrying  crane-run  girticrs  in  this  building.  Fig.  335  shows  a 
transverse  section  of  wall  and  nrnf  construction,  and  Fig.  336 
longitudinal  sectional  elevation  of  Parkvillc  sub-station,  together 
with  framing  of  roof  and  crane-run  girders. 


GENERAL  BUILDING  CONSTRUCTION. 


A  long  span  girder  used  to  support  the  gallery  of  the  Lyric 
Theater,  Cleveland,  Ohio,  is  shown  in  Fig,  337.    This  girder  is 
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Longihidina!  SecKonol  Elevation  of  ftirt  of  Building. 
—Longitudinal   Section,   flub-BtatloD   Bullillng,   Brookirn   Rapid 
Transit  Co. 
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Section  on  i:«n«f  line. 

Fit  337.— Long  Span  Girder  Carrying  Gallery  of  Lyric  Theatre,  Cleveland.  O. 
55  ft.  in  clear  span,  60  ins.  deep  and  12  ins,  wide  at  the  bottom 
snd  20  ins.  at  the  top.  The  reinforcement  consists  of  round  rods 
and  stirrups,  as  shown.    This  girder  was  tested  lyith  a  maximum 
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load  of  44  tons,  giving  a  total  deflection  of  ^J  in.    No  evidences 
of  cracks  or  other  injuries  were  visible. 

The  general  features  of  Unit  system  of  construction  are  shown 
in  Fig.  338.  The  details  of  the  Unit  girder  frame  were  shown  in 
Figs.  95  and  g6.  This  system  is  being  used  in  the  construction 
of  an  eight-story  manufacturing  building  in  New  York  City.  The 
building  is  approximately  125  x  137.5  ft.  in  plan.  The  wall 
columns  are  rectangular  in  section  and  reinforced  with  4,  6  and  8 
round  ro<Is.  The  interior  columns  for  the  four  upper  stories  arc 
of  reinforced  concrete  of  square  sectinn  reinforced  with  4  and  6 
round  rods.  The  lower  interior  colmnns  are  of  cast  iron  and 
have  the  open  section  at  the  beam  and  column  levels  described  on 
page  479.  permitting  the  latter  to  run  continuously  through  them. 
The  first  floor  is  designed  for  a  live  load  of  200  lbs.  per  sq.  ft 


Fig.   33H,— Typical   Coaai 


Concrete   Steel   Cq.'e   Srstem. 


and  the  upper  floors  for  1 50  lbs,  per  sq,  ft.  The  slab  reinforce- 
ment consists  of  j\  in.  round  rods,  spaced  6  ins.  centers,  the 
slabs  being  5>-j  and  4!^  ins,  thick.  The  columns  are  spaced  !2  ft 
centers  kmgitudinally  and   17  ft.  4  in.s.  transversely. 

The  building  recently  constructed  for  the  Bush  Terminal  Com- 
pany, located  in  Soutli  IJrooklyu,  X.  V.,  is  an  example  of  a  rein- 
forced concrete  building  of  unusually  iieavy  construction  for 
warehouse  and  factory  [iiirposc;.  The  reinforced  concrete  details 
were  worked  out  and  tlie  construction  supervised  by  Bertine  & 
Son,  under  the  direction  of  the  then  chief  engineer  of  the  Bush 
Terminal  Company,  :^tr.  E.  P.  Cnclrich.  This  building  is  600  ft, 
long.  75  ft-  wide  and  has  six  stories  and  a  basement.  A  pile  foun- 
dation was  necessary,  as  the  soil  in  tiiis  locality  is  all  made  ground. 
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Three  rows  of  interior  columns 
and  two  rows  of  wall  columns 
extend  the  full  length  of  the 
building.  Longitudinal  wall  and 
Hoor  girders  span  between  the 
columns,  which  are  spaced  16.5 
ft.  apart  on  centers.  In  a  trans- 
verse direction  one  line  of  col- 
umns is  placed  on  the  center  line 
of  the  building  and  ope  row 
17  ft.  8  ins.  on  each  side  of  it, 
leaving  an  outside  space  of  20  ft. 
between  the  last  row  of  columns 
and  the  exterior  of  the  wall  col-, 
umns  or  piers.  The  columns  are 
connected  longitudinally  by  mas- 
sive reinforced  concrete  girders, 
which  divide  the  floor  space  into 
two  center  longitudinal  panels, 
17  ft.  8  ins.  wide  on  centers,  and 
two  outside  panels  18  ft.  wide  in 
the  clear.  The  panels  extend 
from  end  to  end  of  the  building, 
a  distance  of  500  ft.,  exclusive  of 
the  somewhat  narrower  extension 
it  has  at  the  ends  of  the  building, 
where  there  is  a  different  ar- 
rangement of  the  columns  and 
girders. 

In  the  main  portion  of  the 
building  the  floors  in  these  longi- 
tudinal panels  are  carried  en- 
tirely by  the  longitudinal  girders, 
without  any  transverse  beams  or 
Pig.  339.-Coiumn  and  Floor  Con-   girders.     The  regular  floor  slabs 

struction.     Bush    Terminal    Co.'s  r  •   1  .  , 

are  01  special  construction,  de- 
signed to  economically  span  the 
panel  width.  They  have,  as  shown  in  the  details,  a  continuous 
smooth  horizontal  upper  surface  4^  ins.  thick,  strengthened  by 
transverse  ribs,  6  ins.  deep  and  22  ins.  apart  on  centers,  which  give 


5tonm 


Factory. 


5H 


CONCRETE   AND   REINFORCED    CONCRETE. 


the  ceilings  a  corrugate.!  or  trcugh-like  appearance.  These  corru- 
gations are  staggered  in  adjacent  panels,  so  that  a  cross-section 
througli  the  center  of  a  corrugation  in  one  panel  cuts  through 
the  center  of 'a  rib  in  the  adjacent  panels,  and  vice  versa.  The 
floors  weigh  about  lOO  lbs.  per  sq.  ft.  and  are  proportioned  for  a 
live  load  of  450  lbs.  per  sq.  ft.  (See  Fig.  339  for  sketch  of  floor.) 
The  wall  and  center  girders  have  rectangular  cross-sections,  and 
are  reinforced  with  round  bars  wired  together  to  form  a  rigid 


•  Fig.   840.— Intermediate   Girders,   Bush   Terminal   Co.*8  Factory. 

skeleton  work  of  the  Bertine  system  (see  Figs.  340,  341).  They 
have  a  width  of  10  ins.  and  a  depth  to  the  floor  slab  of  30J/2  ins. 
Reinforcement  consists  of  two  i-in.  and  two  1-^  in.  round  rods 
horizontal  in  the  lower  edge  of  the  beam  at  the  middle  part,  bent 
up  at  an  angle  to  the  top  of  the  girder  at  both  ends.  In  addition 
to  this,  there  are  two  H-'m.  straight  rods  extending  through 
the  lower  part  of  the  girder  from  end  to  end.  The  rods  are 
grouped  in  two  sets  of  three  each,  vertically  on  each  side  of  the 


Fig.  341.— Wall  Girder,   Bush  Terminal  Co.'s  Factory. 

beam,  and  are  connected  by  ^^j  vertical  stirrups  made  of  -^-in. 
rods  wired  to  them  and  spaced  at  variable  distances,  as  deter- 
mined by  the  diagram  of  shearing  stresses  in  the  beam. 

The  flat  roof  is  proportioned  for  a  uniform  live  load  of  50  lbs. 
per  sq.  ft.  and  consists  of  a  flat  slab  of  reinforced  concrete  3}/2 
ins.  thick,  supported  on  the  reinforced  concrete  longitudinal  gir- 
ders and  on  similar  transverse  girders  at  the  columns  and  at  in- 
termediate points.    The  interior  columns  are  of  hooped  construe- 
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tioa  and  are  fully  described  on  page  477.  The  exterior  columns 
are  of  rectangular  section.  The  exterior  walls  are  of  brick  work 
supported  at  each  story  by  reinforced  concrete  girders,  which, 
with  the  interior  girders,  are  made  integral  with  the  floor  slabs 


Pig.    342.— Cross-Section   of    Bush   Terminal    Co.'s   Factory. 

?nd  are  banded  to  them  with  reinforcing  bars.  A  large  portion 
of  the  walls  is  glazed,  so  that  the  brick  work  is  not  a  large  item 
in  the  construction.  Figure  342  shows  a  general  cross-section  of 
the  building. 
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Figures  343  to  345  show  plans  of  a  one-story  power  house  for 
the  Ridgefield  Electric  Co.,  Ridgefield,  Conn.,  designed  by  Mr. 
E.  S.  Ball.  Assoc.  -M.  Am.  Soc.  C.  E.,  of  New  York.  The  building 
is  70  X  25  ft.  in  plan,  and  20  ft.  high.  The  construction  consists 
of  12  X  i2-in.  wall  columns,  spaced  7  ft.  10  in.  centers,  carrying  8- 
in.  cross  girders  22  ins.  deep  at  the  center  and  16  ins.  at  the  ends, 
reinforced  by  three  I'/l-m.  bars.  The  cross  girders  carry  the  4-in. 
roof  slab,  reinforced  by  J^-in.  rods,  spaced  8-in.  centers,  and  run- 
ning from  girder  to  girder,  forming  a  continuous  roof  slab.  The 
wall  coUinms  are  reinforced  with  four  ^-in.  vertical  rods.  The 
wall  slabs  were  built  in  place  after  the  construction  of  the  wall 
cokinins  and  roof  girders,  and  are  reinforced  with  rods,  as  shown. 
In  the  end  of  the  building,  where  the  boiler  is  located,  the  side 
wall  is  6  ins.  thick  and  reinforced  as  shown,  to  act  as  a  storage 
bin  for  coal.    The  general  features  of  the  building  will  be  under- 


Flg.  34c. — Crane  Ruti  Girder,  Taylor- WilBon  Mfg.   Co.'s  ShopB. 

Stood  from  the  drawings.  This  building  is  a  good  illustration  of 
a  type  of  building  of  moderate  size  to  which  reinforced  concrete 
may  with  economy  be  applied.  It  gives  a  fireproof  structure  at  a 
moderate  cost. 

A  good  example  of  a  reinforced  concrete  building  used  to  re- 
place the  type  of  building  so  commonly  used  for  what  is  gener- 
ally called  "mill  building  construction."  is  that  used  for  the  shop 
at  McKees  Rocks.  Pa.,  for  the  Taylor-Wilson  Manufacturing 
Co.  This  structure  was  designed, and  built  by  Mr.  Robert  A. 
Cummings.  M.  Am.  Soc.  C.  E.,  of  Pittsburg,  Pa.  The  column 
and  girder  construction  is  of  the  Cummings  system,  described  on 
pages  247  and  474.  F"igure  346  shows  the  general  system  of 
reinforcement  for  the  crane-run  girders.  A  cross-section  of  the 
main  girder  is  shown  in  Section  A-A.  A  cross-section  of  the  shop 
is  shown  in  Fig.  347.    As  will  be  seen,  the  main  features  of  the 
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building  consist  of  Cummings  columns,  the  outside  column  being 
12  ins.  square  and  about  i6  ft.  high.  These  support  the  walls  of 
the  lean-to.  Two  rows  of  interior  columns  20  ins.-  in  diameter 
and  the  side  columns  carrying  the  crane-run  girders  support  the 
roof.  These  columns  arc  reinforced  with  four  vertical  rods  to 
which  arc  attached  a  series  of  hoops  13^  ins.  wide  and  %  in. 
thick,  spaced  4  ins.  apart.  The  main  girders  of  the  building  were 
designed  for  a  30-ton  crane,  and  span  20  ft.  between  columns. 
A  section  of  this  beam  is  18  x  36  ins.  and  has  an  upper  flange,  re- 
inforced as  shown  in  the  figure,  to  take  care  of  the  transverse  . 
'thrust  of  the  crane.  The  roof  construction  is  a  good  example  of 
the  application  of  reinforced  concrete  arch  slab.     This  concrete 


Fig.   347.— Cross-Section   of   Taylor- Wilson    Mfg.    Co.'s   Shops. 

arch  spans  54  ft.  between  supports  .and  was  made  4  ins.  thick  at 
the  crown  and  10  ins.  at  the  haunches.  The  arch  reinforcement 
consists  of  ;8-in-  bars  9  ins.  on  centers,  running  across  the  arch 
ring.  These  rods  are  laced  together  by  i  x  Y^  in.  band  iron,  ar- 
ranged so  that  in  case  the  rods  at  the  intrados  and  extrados  act 
in  compression,  there  will  be  no  danger  of  buckling. 

The  thrust  of  the  arch  is  taken  up  by  tie  rods  made  up  of  two 
3  X  21/2  X  iV-i"-  angle  irons,  spaced  10  ft.  apart.  These  tie  rods 
are  bolted  to  two  lo-in.,  15-lb.  channels,  placed  back  to  back,  as  • 
shown  in  l''ig.  348.  The  channels  distribute  the  load  due  to  the 
thrust  between  the  rods.  A  light  skewback  casting  was  placed  in 
the  upper  channel  to  act  as  a  spacing  bar  for  the  roof  rods  and 
to  transfer  the  thrust  of  the  arch  through  the  medium  of  the 
channels  to  the  tie  rods.     Expansion  joints  were  made  every  lO 
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Fig.   34a— Plan  of  Tenth  Floor  of  Ingalle   Building. 


PH.  350— Sections  of  Tenth  Floor  of  Ingalls  BuildiDg. 
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ft.  in  the  arch  to  care  for  the  large  temperature  stress  that  would 
naturally  be  developed  in  such  a  large  thin  area. 
Probably  the  most  pretentious  reinforced  concrete  building  in 


Section  r  Section 
SecHon    A-B.      S«c+ion  C-D.  t-F  6-H. 

Fig.  351.— Typical  Oirfler  CoaBtmctlon.  IdskIIh  Building. 
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P!g.   3.'>2.— Girder  and  Colu         <  uu       Hon    IngsUs  Balldlnr 
this  country  is  the  i()-stor>  InRilis  office  !)uilding  at  Cincinnati, 
Ohio.    This  buiicitnp  is  (if  Ransonie  construction.    This  structure 
is  213  ft.  high  from  the  sidewalk  to  the  cornice,  and  is  100  x  50j4 
ft  in  plan.    A  row  of  interior  columns  running  lengthwise  of  the 
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building  divide  it  transversely  into  two  floor  bays,  one  17.5  ft.  and 
the  other  33  ft.  wide.  Figure  349  is  a  plan  of  the  tenth  floor,  and 
shows  the  location  of  columns  and  main  girders,  while  Fig.  350 
shows  both  longitudinal  and  transverse  sections  of  the  floor.  The 
main  girders  are  36  ins.  deep  on  the  first  floor,  34  ins.  on  the 
second,  and  27  ins.  on  the  floors  above,  and  vary  in  width  from 
16  to  20  ins*  The  depth  of  the  girders  includes  the  thickness  of 
the  floor  slab,  which  is  7  ins.  on  the  first  floor  and  5  ins.  on  the 
floors  above. 

The  girders  are  so  designed  that  they  are  fixed  at  the  walls  and 
columns.  The  typical  girder  construction  is  shown  in  Fig.  351 ; 
they  have  reinforcing  rods  and  stirrups  at  both  top  and  bottom. 
Inclined  bars  are  used  to  stiffen  the  column  and  girder  connec- 
tions to  care  for  bending  at  the  columns  due  to  wind  pressure. 
The  connections  at  the  columns  are  clearly  shown  in  Fig.  352. 
The  following  list  gives  the  number  and  size  of  reinforcmg  rods 
used  in  the  various  types  of  girders : 

Bars,       Size,    Length,  Bars,        Size,     Length, 

Mark.      No.         ins.  ft.  Mark.      No.  ins.  ft. 

I  4  iJ4  10  II  2  >^  6 

221  13  12  2  114  34 

321  9^  13  2  1 54  14 

421  34  14  2  iJ4  "X 

5  2  1  34  15  2  ^  5 

62%  7  16  2^8 

721  8M  17  2  ^  7 

82  i]4  10  18  21  13 

9  2.1^  11%  19  2  I  16        ' 

10  ?^  >4  5% 


•  •  •  •  •  •  • 


U   BARS   IN  LEFT-HAND   SPAN. 

4  Type  X,  J4-in-.  10  Type  X,  %-in ..5  ft.  4  ins.  long. 

14  Tyoe  Y,   54-in 7  ft.  8  ins.  long. 

U  BARS  IN  RIGHT-HAND  SPAN. 
10  bars,  J4-in 4  ft.  4%  ins.  long. 

The  floors  are  7  ins.  thick  on  the  first  floor  and  5  ins.  on  all 
Others,  and  are  reinforced  with  a  network  of  two  layers  of  ^-in. 
twisted  rods  laid  at  right  angles  and  spaced  from  12  to  16  ins. 
center.  The  floors  are  divided  by  the  longitudinal  and  transverse 
girders  into  panels  16  ft.  square,  and  are  figured  as  a  flat  floor 
slab  supported  on  four  edges.  The  floors  are  calculated  for  a 
live  load  of  200  lbs.  on  the  first  floor  and  80  lbs.  on  the  second 
floor  and  60  lbs.  per  sq.  ft.  on  all  others.    The  concrete  used  was 
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made  of  i  part  Lehigh  Portland  cement,  2  parts  sliarp  sand  and 
4  parts  I -in.  crushed  limestone  or  gravrel.  Both  the  stone  and 
gravel  were  crushed  and  used  without  screening. 

Plain  Arch  Floors. — Reinforced  concrete  arches  may  be  used  in 
the  construction  of  monolithic  floors  of  wide  spans.  The  thrust 
of  the  arch  on  the  walls  and  the  weight  of  the  spandrel  filling 
largely  modify  the  form  and  rise  of  arches  ill  buildings.    The 


Fig.  353.— Arch  Slab  Floor  Carried  by  Arch  Ribs. 

great  weight  of  the  spandrel  filling  for  arches  of  even  moderate 
rise  make  the  use  of  a  flat  arch  imperative.  A  flat  extrados  with 
a  horizontal  reinforcement  near  its  upper  surface  in  addition  to 
the  usual  intradosal  reinforcement  is  the  most  common  form.  The 
upper  reinforcement  is  supposed  to  modify  the  thrust,  acting 
along  the  theoretical  axis  of  the  arch.    This  type  of  arch  is  an 
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Fig.  354.— Plain  Arch  Floor,  Petit  Palais  des  Beaux  Arts,  Parts  Exposition 

of  1900. 

economical  form  of  construction  for  heavily  loaded  or  wide  span 
floors. 

I^i&'  353  shows  an  arch  floor  of  Ilennebique  construction 
with  a  span  of  13  ft.,  supported  by  50-ft.  arch  rib  girders.  The 
thickness  of  the  arch  is  xVi  ins.  at  the  crown  and  8  ins.  at  the 
haunches.  The  dotted  lines  show  the  location  of  the  reinforce- 
ment in  the  slab. 
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The  Wiinch  arch,  as  applied  to  monolithic  floor  construction,  is 
entirely  analogous  to  that  shown  in  Fig.  490,  the  only  difference 
being  in  the  end  attachment.  The  rise  of  the  arch  is  usually  ^ 
of  the  span.  The  two  reinforcements  are  rigidly  attached  at  the 
ends  to  an  anchoring  rod  placed  vertically  in  the  side  wall 
masonry.  The  Wiinch  arch  has  been  more  extensively  employed 
in  bridge  construction  than  in  buildings. 

Figure  354  shows  the  section  of  an  arch  floor  constructed  in  the 
Petit  Palais  des  Beaux  Arts  at  the  Paris  Exposition  of  1900.  A 
gallery  of  6.10  meters  (20  ft.)  was  spanned  by  this  arch.  The 
thickness  at  the  crown  was  3J^  ins,  and  8^  ins.  at  the  springing 
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Fig.  35o.— Ribbed  Arch  Floor  tor  Machine  Sbops  at  Nantes,  Prance, 
pcints.     These  arches  were  designed  to  carry  a  combined  dead 
and  live  load  of  220  lbs.  per  sq.  ft. 

Bibbed  Arch  Floon. — Ribbed  arches  supporting  a  flat  floor  plate 
are  more  common  than  plain  arch  fioors.  Sometimes  plain  arches 
are  used  to  span  between  arch  ribs.  Figure  355  shows  a  good 
example  of  a  flat  floor  supported  by  arch  ribs  used  by  Ilenne- 
bique  in  the  construction  of  a  machine  shop  at  Xantes,  France. 
The  clear  arch  span  is  26  ft.,  with  a  rise  of  6.5  ft. 

Figure  356  shows  a  longitudinal  and  transverse  section  of  an 
arch  floor,  supported  by  arch  ribs,  used  over  a  gallery  in  the 
Petite  Palais  des  Beaux  .^rts  at  Paris.    The  ribs  had  a  span  of 
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7.2  meters  {27,6  ft.)  and  are  spaced  348  meters  (11.4  ft.)  cen- 
ters, the  latter  distance  being  the  span  of  the  plain  arches  form- 
ing the  floor. 

The  ribs  were  10  ins.  thick  at  the  crown  and  24  ins.  at  the 
spring.    The  arch  floor  slabs  were  2^^    ins.  thick  at  the  crown 


^  s'-'Is'Trussed  Bars 


Mefa/  Lcrth.' 


Longitudinal  Sei^ioi 
through  Rcxrf. 


Croas -Section 
thtTxigh   Roof 


tra.gP  Tiers 


l«ngih>dlnal  Section   through  Floor       Cross-Section  through  Floor 


FIk.  3r>8.— Floor  ConHtruction  of  Tile  and  Concrete. 


end  8  ins.  at  the  spring.    This  floor  system  was  designed  to  carry 
a  floor  load  of  220  lbs.  per  sq.  ft. 

Tile-Concrete  ConatructiOE. — A  type  of  roof  and  Hoor  construc- 
tion which  has  been  extensively  employed  for  building  by  one 
well-known  company  is  shown  in  Figs.  357  and  358,  It  consists  of 
a  ribbed  slab  having  the  space  between  the  ribs  filled  with  hollow 
tile,  the  lower  part  of  the  tile  being  flush  with  the  bottom  of  the 
beain.    The  object  of  the  use  of  the  tile  is  to  simplify  the  con- 
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struction  of  the  forms  and  to  secure  a  flat  ceiling.  The  rite  are 
reinforced  with  Kahn  bars  in  the  usual  manner. 

In  this  construction  the  hollow  tile  are  laid  end  to  end,  on  wood 
lagging,  in  straight  rows,  the  rows  of  tile  being  about  4  ins.  apart 
In  these  spaces  are  dropped  first  i  in.  of  concrete,  then  a  Kahn 
trussed  bar  with  the  diagonals  pointing  upward,  and  the  spaces 
are  filled  with  a  wet  mixture  of  cement  concrete,  thus  forming  a 
series  of  reinforced  concrete  beams  approximately  16  ins.  on  cen- 
ters. The  depth  of  the  tile  and  depth  of  the  tile-concrete  floor 
slab  varies  with  the  span,  load  to  be  carried,  etc.  The  construc- 
tion shown  in  Figs.  357  and  358  was  used  for  the  roof  and  floor 
of  a  factory  for  the  American  Arithmometer  Co.,  Detroit.  Mich. 
Figure  357  shows  the  manner  of  using  concrete-tile  roof  slab 
carried  by  steel  trusses  for  a  saw-toothed  roof,  while  Fig.  358 
shows  details  of  both  roof  and  floor  construction. 

In  the  construction  of  slabs  of  this  type  some  positive  means 
should  be  employed  to  hold  the  tile  rigidly  in  position  until  the 
concrete  has  been  put  in  and  set*  The  author  has  seen  tile  dis- 
placed as  much  as  2  or  3  ins.  during  progress  of  construction. 
The  strength  of  a  lloor  rib  would  appear  to  be  an  uncertain  quan- 
tity if  even  a  single  tile  is  displaced  to  any  extent. 

The  concrete  slab  covering  used  over  the  tile  is  at  times  as  thin 
as  2  ins.  This  would  appear  to  be  bad  practice  for  the  lean  mix- 
tures and  large  size  stone  commonly  used  in  this  country.  An- 
other structural  weakness  is  the  lack  of  anv  transverse  rods  such 
as  are  usually  considered  necessary  to  prevent  shrinkage  cracks 
and  strengthen  the  floor  transversely.  An  advantage  of  this  type 
of  floor  is  the  air  space  in  the  tile,  which  serves  to  break  up  sound 
passing  through  the  floor.  It  is  claimed  that  the  concrete  dries 
out  much  more  c|uickly  when  tile  is  used  than  in  a  solid  concrete 
floor.  This  should  ])crmit  the  construction  to  progress  much  more 
rapidly,  and  if  the  work  is  properly  done  should  give  satisfaction. 

Continuous  Beams  and  Slabs. — Considerable  economv  of  ma- 
terial  results  when  beams  and  girders  are  considered  as  fixed  at 
two  or  more  supports.  It  is  not  considered  good  practice  to 
apply  the  principles  of  continuity  to  the  design  of  beams  and 
girders,  but  in  certain  cases  they  may  be  applied  to  the  design 
of  floor  slabs.  When  slabs  and  bciams  arc  treated  as  continuous 
in  design,  much  better  workmanship  must  be  obtained  than  is 
customary,  or  local  failures  may  occur  and  the  whole  structure 
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fail.  When  moving  loads  or  vibrations  of  machinery  will  come 
upon  a  structure,  it  is  better  practice  to  consider  the  floor  slabs, 
beams  and  girders  as  freely  supported,  thereby  securing  a  higher 
factor  of  safety.  The  possibility  of  future  changes  in  the  floor 
openings,  on  account  of  the  exigencies  of  business,  also  make  con- 
tinuous floor  slabs  undesirable. 

Let  w  represent  the  load  per  lineal  foot  and  1  the  span  in  feet. 
Then  the  bending  moment  at  the  center  of  a  beam  uniformly 
loaded  and  freely  supported  on  two  edges  is  ^  w  1-,  and  when  it 
is  fixed  at  the  supports  the  bending  moment  is  M=  gV  w  1*. 
On  account  of  the  deflection  the  beam  will  not  be  absolutely  fixed 
at  the  supports,  and  many  designers  use  the  formula  M  =  1*^ 
w  r-.  For  square  slabs  freely  supported  on  all  four  edges 
"M  =  j^f  w  1-,  and  for  square  slabs  fixed  at  all  four  edges  the 
bending  moment  M  =  ^  w  1-.  On  account  of  the  slab  not  being 
truly  fixed,  it  is  usual  to  take  M  =  ^  w  1-.  When  rectangular 
slabs  are  used,  the  bending  moment  varies  with  the  ratio  be- 
tween the  transverse  and  longitudinal  span.  If  L  represents  the 
longer  span,  and  1  the  shorter,  the  bending  moments,  as  given 
by  the  above  formulas,  may  be  obtained  by  multiplying  by  the 

1* 
coefficient  when  the  shorter  span  1  is  being  considered, 

1*  +  L* 

L* 
and  by  when  the  longer  span  L  is  being  considered.    The 

L*  +  1* 
greatest  bending  moment  will  be  for  the  shorter  span. 

Thus,  for  the  shorter  span,  the  coefficient  becomes,  when  L  is 

L* 
nfinite,    =  i, 

L*  +  r 

L* 

Alien  L  =  1  =  %. 

L*  +  l* 

L* 

vVTicn  L  =  2  It  ~  0.94. 

L*  +  l* 

For  the  longer  span  the  coefficient  becomes  when  L  is  infinite^ 

1* 

=  o. 

:  +L* 

1* 
V  hen  L  =  It  =  %. 

r+L* 
r 

\  hen  L  =^  2 1  =  .06. 

r+L* 
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The  above  coefficients  should  be  used  for  computing  the  bend- 
ing moment  when  the  slabs  are  to  be  reinforced  in  both  directions, 
it  being  remembered  that  the  proper  formula  for  the  bending 
moment  under  the  given  condition  is  to  be  multiplied  by  the  co- 
efficient for  long  or  short  span,  as  the  case  may  be.  It  should 
also  be  remembered  that  slabs  considered  as  fixed  should  have 
reinforcement  near  its  top  face,  over  the  supporting  beam  or 
girder. 

New  York  Building  Eeg^lations. — The  rules  under  which  re- 
inforced concrete  structures  are  erected  in  New  York  City  are 
given  in  the  following  regulations: 

1.  The  term  "concrete-steel"  in  these  Regulations  shall  be 
understood  to  mean  an  approved  concrete  mixture  reinforced 
by  steel  of  any  shape,  so  combined  that  the  steel  will  take  up 
the  tensional  stresses  and  assist  in  the  resistance  to  shear. 

2.  Concrete-steel  construction  will  be  approved  only  for  build- 
ings which  are  not  required  to  be  fireproof  by  the  Building  Code, 
unless  satisfactory  fire  and  water  tests  shall  have  been  made  under 
the  supervision  of  this  Bureau.  Such  tests  shall  be  made  in 
accordance  with  the  Regulations  fixed  by  this  Bureau  and  con- 
ducted as  nearly  as  practicable  in  the  same  manner  as  prescribed 
for  fireproof  floor  fillings  in  Section  io6  of  the  Building  Code. 
Each  company  offering  a  system  of  concrete-steel  construction 
for  fireproof  buildings  must  submit  such  construction  to  a  fire 
and  water  test. 

3.  Before  permission  to  erect  any  concrete-steel  structure  is 
issued,  complete  drawings  and  specifications  must  be  filed  with 
the  Superintendent  of  Buildings,  showing  all  details  of  the  con- 
struction, the  size  and  position  of  all  reinforcing  rods,  stirrups, 
etc.,  and  giving  the  composition  of  the  concrete. 

4.  The  execution  of  work  shall  be  confided  to  workmen  who 
shall  be  under  the  control  of  a  competent  foreman  or  super- 
intendent. 

5.  The  concrete  must  be  mixed  in  the  proportions  of  one  of 
cement,  two  of  sand  and  four  of  stone  or  gravel;  or  the  propor- 
tions may  be  such  that  the  resistance  of  the  concrete  to  crushing 
shall  not  be  less  than  2.000  lbs.  per  square  inch  after  hardening 
for  twenty-eight  days.  The  tests  to  determine  this  value  must 
be  made  under  the  direction  of  the  Superintendent  of  Buildings. 
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The  concrete  used  in  concrete-steel  construction  must  be  what 
is  usually  known  as  a  **wet"  mixture. 

6.  Only  high-grade  Portland  cements  shall  be  permitted  in 
concrete-steel  construction.  Such  cements,  when  tested  neat, 
shall,  after  one  day  in  air,  develop  a  tensile  strength  of  at  least 
300  lbs.  per  square  inch;  and  after  one  day  in  air  and  six  days 
in  water  shall  develop  a  tensile  strength  of  at  least  500  lbs.  per 
square  inch;  and  after  one  day  in  air  and  twenty-seven  days  in 
water  shall  develop  a  tensile  strength  of  at  least  600  lbs.  per 
square  inch.  Other  tests,  as  to  fineness,  constancy  of  volume,  etc., 
made  in  accordance  with  the  standard  method  prescribed  by  the 
American  Society  of  Civil  Engineers'  Committee  may,  from  time 
to  time,  be  prescribed  by  the  Superintendent  of  Buildings. 

7.  The  sand  to  be  used  must  be  clean,  sharp  grit  sand,  free 
from  loam  or  dirt,  and  shall  not  be  finer  than  the  standard  sample 
of  the  Bureau  of  Buildings. 

8.  The  stone  used  in  the  concrete  shall  be  a  clean,  broken  trap 
rock,  or  gravel,  of  a  size  that  will  pass  through  a  three-quarter 
inch  ring.  In  case  it  is  desired  to  use  any  other  material  or  other 
kind  of  stone  than  that  specified,  samples  of  same  must  first  be 
submitted  to  and  approved  by  the  Superintendent  of  Buildings. 

9.  The  steel  shall  meet  the  requirements  of  Section  21  of  the 
Building  Code. 

10.  Concrete  steel  shall  be  so  designed  that  the  stresses  in 
the  concrete  and  the  steel  shall  not  exceed  the  following  limits: 

Extreme  fibre  stress  on  concrete  in  compression. . . .      500  lbs.  per  sq.  in. 

Shearing  stress  in  concrete 50 

Concrete  in  direct  compression 350 

Tensile  stress  in  steel 16,000 

Shearing  stress  in  steel 10,000 

11.  The  adhesion  of  concrete  to  steel  shall  be  assumed  to  be 
not  greater  than  the  shearing  strength  of  the  concrete. 

12.  The  ratio  of  the  moduli  of  elasticity  of  concrete  and  steel 
shall  be  taken  as  i  to  12. 

13.  The  following  assumption  shall  guide  in  the  determination 
of  the  bending  moments  due  to  the  external  forces.  Beams  and 
girders  shall  be  considered  as  simply  supported  at  the  ends,  no 
allowance  being  made  for  continuous  construction  over  supports. 
Floor  plates,  when  constructed  continuous  and  when  provided 
with  reinforcement  at  top  of  plate  over  the  supports,  may  be 
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treated  as  continuous  beams,  the  bending  nunnent  for  uniformly 

WL 

distributed  loads  being  taken  at  not  less  than    ;  the  bend- 

10 

WL 
ing  moment  may  be  taken  at  in  the  case  of  square  floor 

20 

plates  which  are  reinforced  in  both  directions  and  supported  on 
all  sides.  The  floor  plate,  to  the  extent  of  not  more  than  ten  times 
the  width  of  any  beam  or  girder,  may  be  taken  as  part  of  that 
beam  or  girder  in  computing  its  moment  of  resistance. 

14.  The  moment  of  resistance  of  any  concrete-steel  construc- 
tion under  transverse  loads  shall  be  determined  by  formulae  based 
on  the  following  assumptions: 

(a.)  The  bond  between  the  concrete  and  steel  is  sufficient  to 
make  the  two  materials  act  together  as  a  homogeneous  solid. 

(6.)  The  strain  in  any  fibre  is  directly  proportionate  to  the 
distance  of  that  fibre  from  the  neutral  axis. 

(f.)  The  modulus  of  elasticity  of  the  concrete  remains  con- 
stant within  the  limits  of  the  working  stresses  fixed  in  these 
Regulations. 

From  these  assumptions  it  follows  that  the  stress  in  any  fibre 
is  directly  proportionate  to  the  distance  of  that  fibre  from  the 
neutral  axis. 

The  tensile  strength  of  the  concrete  shall  not  be  considered. 

15.  When  the  shearing  stresses  developed  in  any  part  of  a 
concrete-steel  construction  exceed  the  safe  working  strength  of 
concrete,  as  fixed  in  these  Regulations,  a  sufficient  amount  of  steel 
shall  be  introduced  in  such  a  position  that  the  deficiency  in  the 
resistance  to  shear  is  overcome. 

16.  When  the  safe  limit  of  adhesion  between  the  concrete  and 
steel  is  exceeded,  some  provision  must  be  made  for  transmitting 
the  strength  of  the  steel  to  the  concrete. 

17.  Concrete-steel  may  be  used  for  columns  in  which  the 
ratio  of  length  to  least  side  or  diameter  does  not  exceed  twelve. 
The  reinforcing  rods  must  be  tied  together  at  intervals  of  not 
more  than  the  least  side  or  diameter  of  the  coltmin. 

18.  The  contractor  must  be  prepared  to  make  load  tests  on  any 
portion  of  a  concrete-steel  construction,  within  a  reasonable  time 
after  erection,  as  often  as  may  be  required  by  the  Superintendent 
of  Buildings.     The  tests  must  show  that  the  construction  will 
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sustain  a  load  of  three  times  that  for  which  it  is  designed  without 

any  sign  of  failure. 

Approved  September  9th,  1903. 

Walls  and  Partitions. — Reinforced  concrete  walls  and  partitions 
are  used  both  in  steel  frame  and  reinforced  concrete  buildings. 
They  may  be  self-sustaining,  be  supported  by  a  steel  framework 
or  by  reinforced  concrete  column  and  beam.  Usually,  however, 
these  walls  have  only  to  sustain  their  own  weight  throughout  the 
height  of  one  story  and  for  a  single  panel  width  between  columns. 
Ordinarily  for  outside  walls  the  only  pressure  brought  upon  them 
i«  that  due  to  wind,  which  seldom  exceeds  30  lbs.  per  sq.  ft.  Walls 
can  therefore  be  made  very  light. 

It  is,  however,  advisable,  when  side  walls  are  used,  to  make 
them  3J^  or  4  ins.  in  thickness  and  reinforce  them  with  rods 
running  in  both  directions.  If  this  is  not  done  there  is  danger  of 
the  walls  cracking,  due  to  changes  in  temperature,  and  also  it  is 
difficult  to  construct  a  satisfactory  wall  less  than  3J^  to  4  ins.  in 
thickness. 

The  reinforcement  generally  consists  of  J4  to  J^  in.  vertical 
rods,  spaced  from  i  ft.  6  ins.  to  3  ft.  apart,  and  horizontal  rods 
of  the  same  size,  spaced  from  i  to  2  ft.  apart. 

In  warehouses,  factories,  etc.,  considerable  lateral  pressure  is 
at  times  brought  upon  both  partitions  and  outside  walls.  Under 
these  circumstances  the  wall  slab  must  be  figured  as  a  floor  slab 
for  a  safe  unit  pressurfe  and  properly  proportioned  for  the  span. 

In  buildings  where  a  large  percentage  of  the  wall  is  used  for 
windows,  the  wall  proper  consists  of  little  more  than  reinforced 
columns  with  deep  wall  beams  forming  belt  courses  betwefen  them 
and  acting  as  lintels  and  window  bases.  These  wall  girders  sup- 
port the  floor  between  columns  and  have  reinforcing  rods  near  the 
top  and  bottom. 

When  any  additional  filling  is  needed  between  columns  it  may 
.consists  of  a  reinforced  concrete  s\ab,  cement  blocks,  brick  or 
terra  cotta. 

Walls  and  partitions  may  be  either  solid  or  hollow.  Solid  walls, 
when  used  for  exterior  walls,  are  not  very  satisfactory,  as,  owing 
to  the  higher  temperature  indoors,  moisture  condenses  on  their 
inside  face,  making  the  rooms  damn  and  unhealthy. 

Little  trouble  of  this  kind  is  experienced  when  double  walls  are 
used.    These  consist  of  two  thin  slabs  reinforced  with  vertical  and 
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horizontal  rods,  or  some  form  of  Monier  netting,  and  connected 
at  intervals  by  cross  ribs  of  concrete.  While  double  walls  are,  on 
the  whole,  very  satisfactory,  they  have  not  been  extensively  used 
owing  to  their  high  cost.  In  places  where  solid  walls  are  not  ob- 
jectionable their  small  thickness  makes  a  great  saving  in  floor 
space. 

In  cities  where  land  values  are  very  high  this  fact  deserves 


Fig.  358.— Wall  CoDstTuctloD  tor  Bank  BulldlnB  %t  Basel,  SwlUerland. 
careful  consideration.    Considerable  saving  can  also  be  obtained 
by  their  use  as  partitions  in  place  of  brick  or  other  materials. 

The  requirements  of  the  building  laws  of  various  cities,  and 
the  requirements  of  the  Board  of  Fire  Underwriters,  requiring 
biick  walls,  or  concrete  walls  of  the  same  thickness  as  brick  walls. 
prevent  the  extensive  use  of  reinforced  concrete  for  exterior  walls 
in  cities. 
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Concrete  walls,  either  double  or  solid,  when  used  for  exterior 
walls,  are  often  veneered  with  terra  cotta,  brick,  stone  or  marble. 

In  the  Hennebique  system  of  wall  construction,  vertical  rods 
are  placed  near  each  face,  and  horizontal  rods  along  the  middle  of 
the  slab.  Figure  i6o  shows  the  character  of  this  form  of  rein- 
forcement. Christophe,  in  "Le  Beton  Arme,"  gives  an  example  of 
a  monolithic  wall  of  Hennebique  construction  used  in  a  bank 
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building  in  Basel,  Switzerland.  Fig.  359  shows  a  section  of  this 
wall,  including  a  doorway. 

Stirrups  were  used  on  the  vertical  rods  only.  The  wall  was 
designed  to  resist  a  lateral  thrust  of  50  lbs.  persq.  ft. 

The  standard  partitions  used  in  the  United  Shoe  Machinery 
Co.'s  building  are  4  ins.  in  thickness,  reinforced  with  %-\a.  ver^ 
tical  rods,  spaced  3  ft.  centers,  and  placed  Yz  in.  from  alternate 
faces  of  the  wall ;  and  J4  '".  horizontal  rods,  spaced  12  in.  centers. 
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The  horizontal  rods  are  wired  to  the  inner  faces  of  the  vertical 
rods  and  are  also  located  near  alternate  faces  of  the  partition. 
Two  5^-in.  vertical  bars  are  placed  on  each  side  of  all  openii^ 
and  one  ^-in.  bar  at  each  corner,  and  one  3^-in.  bar  over  each 
doorway.    The  vertical  bars  project  into  the  6oor  and  ceiling  and 


Fig.  JMil.— Wall  CoDBlruclion,  Central  Felt  and  Paper 


anchor  the  partitions  securely  to  them.  Figure  360  shows  window 
and  wall  framing  for  main  shop. 

The  outer  walls  of  these  buildings  are  70  per  cent,  window 
Fpace,  and  consist  almost  entirely  of  wall  columns,  girders  or  belt 
courses  and  cornice,  so  that  above  the  sills  of  the  first-floor  win- 
dows there  is  practically  no  wall  surface  proper.  The  character 
of  the  wail  surfaces,  belt  courses  and  cornice  is  shown  in  Fig.  36a 
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Figure  361  shows  wall  con- 
struction used  for  the  Central 
Felt  and  Paper  Co.s  building, 
Long  Island  City. 

The  above  details  show  the 
usual  type  of  wall  construction 
used  in  this  class  of  buildings. 
When  broader  belt  courses  and 
vertical  wall  slabs  are  employed 
with  a  smaller  percentage  of 
window  area,  it  is  customary  to 
use  both  horizontal  and  vertical 
rod  reinforcement,  and  place 
one  or  more  rods  near  the  edge 
of  the  slab  about  all  openings. 
Sometimes  electrically  welded 
wire  or  lock  woven  fabric  is 
used  for  wall  reinforcement. 
This  material  is  especially 
adapted  to  the  construction  of 
thin  curtain  walls.  At  the  edge 
of  all  openings  it  is  customary 
to  bend  the  fabric  back  into  a  U 
shape  to  strengthen  the  con- 
crete about  the  opening. 

Hollow   concrete    walls    were 
used  in  the  construction  of  the 
Pacific   Coast   Borax  Co.   build- 
ing, Bayonne,  N.  J.     The  thick- 
ness of  the  two  faces  was  3^  , 
.  ins,,  with  an  air  space  of  g  ins, 
in  the  first  story.     Both  the  air  * 
space  and  the  walls  decrease  in 
thickness  in  the  top  stories.  The 
reinforcement  used  is  similar  to 
that  employed  in  the  United  States  Shoe  Machinery  Co.'s  build- 
ing. 

In  the  Ingalls  building  the  walls  are  of  concrete,  8  ins.  tliicfc, 
faced  with  marble  in  the  lower  stories  and  terra  cotta  in  the  upper 
stories.    The  concrete  at  the  floor  lines  and  between  the  top  of  the 
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windpws  in  ihe  story  below  and  the  bottom  of  the  one  above  con- 
sists of  deep  reinforced  concrete  girders.  The  reinforcement 
consists  of  two  '/i-'m.  rods  placed  2  ins.  above  the  top  of  the  win- 
dows in  the  story  below,  and  similar  rods  below  the  window  sill  of 
the  story  above.  The  remainder  of  the  wall  was  reinforced  witli 
yi-in.  horizontal  rods  spaced  2  ft.  apart.  Vertical  reinforcii^ 
rods  are  also  placed  2  ins.  from  each  window  opening. 

The  rharble  and  terra  cotta  facing  is  supported  by  projections 
ip  the  concrete  fitting  into  openings  in  the  facing,  forming  a  sort 
of  dovetailing.    Iron  anchors  tie  the  two  together. 

Figures  362  and  363  show  the  details  of  construction. 
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Fig.  3IJ3.— Elevailon  of  Wail  tor  IngallB  Building. 

Concrete  Wall  Constmction  Without  Wooden  Fomu. — Tlie 
Weiderholt  system  of  construction  is  one  in  which  no  wooden  or 
temporary  forms  are  required.  By  the  use  of  hollow  tile  blocks 
of  special  shape,  a  thin  shell  of  fire  clay  or  cement  is  used  as  the 
mould  and  forms  the  finished  exterior  surface.  The  tile  blocks 
are  H-shaped  in  plan,  the  two  long  sides  forming  the  inner  and 
cuter  faces  of  the  wall,  while  the  web  is  reduced  as  much  as  pos- 
sible and  only  enougli  material  retained  to  hold  the  sides  together 
while  the  concrete  is  being  placed  and  tamped.  By  cutting  away 
a  portion  of  the  web,  space  is  secured  for  the  horizontal  reinforc- 
ing bars.  By  reducing  the  web  as  much  as  possible,  practically  a 
monolithic  wall  is  secured.  The  vertical  reinforcing  bars  are  em- 
bedded in  the  foundation  in  the  usual  way  and  the  tiles  are  laid 
between  them,  with  horizontal  bars  at  suitable  intervals,  after 
which  the  concrete  is  placed,  the  tiling  and  concreting  being  car- 
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ried  up  as  the  wall  progresses.  This  system  is  adapted  to  the 
construction  of  walls  of  buildings,  grain  and  storage  bins,  chim- 
neys, etc.  When  used  for  chimneys  a  hard  tile  may  be  Ased, 
which  will  protect  the  concrete  from  the  action  of  flame  from  tfie 
furnace. 

This  type  of  construction  is  to  be  used  for  the  smokestack  of 
the  Martin-Shaughnessy  Warehouse  Building,  St.  Louis,  Mo. 
The  smokestack  will  be  91  ft.  high;  for  50  ft.  it  will  be  3  ft.  in 
diameter  inside,  with  walls  8  ins.  thick ;  in  the  upper  part  the 
thickness  of  the  walls  will  be  reduced  to  6  ins.,  giving  an  inside 
diameter  of  3  ft;  4  ins.  The  reinforcement  consists  of  ^-in. 
square  vertical  bars,  spaced  12  ins.  centers,  and  J^-in.  square 
horizontal  bars,  12  ins.  centers  in  the  lower  section  and  24  ins. 
apart  in  the  upper  section.  A  r  Portland  cement  to  3  parts  clean 
river  sand  will  be  used  for  the  concrete.   Fig.  364  shows  the  form 


pp 

-J- 

31 

tz 

it^ 

is 

Fig.  364.— Will  CoDBtructlsQ  by  tbe  Welderbolt  Sjatem. 

of  the  tile  used  for  walls,  and  chimneys.     This  system  is  being 
introduced  by  the  Atlas  Construction  Co,,  St,  Louis,  Mo. 

Plaster  Partitions. — A  form  of  partition  extensively  used  in 
fireproof  hotel  and  office  building  construction  consists  of  a 
single  or  double  mesh  of  wire  netting  or  expanded  metal  lath, 
supported  by  posts  of  wood  or  metal  fastened  to  the  framing  of 
the  floor  or  ceiling  of  a  steel  building  or  bedded  in  the  concrete 
of  a  reinforced  concrete  building  and  plastered  over  on  both 
sides  with  an  inch  or  more  of  mortar.  White  timber  studding  has 
been  used  in  this  type  of  wall,  metal  is  most  frequently  employed. 
Small  channels  or  round  rods,  spaced  from  12  to  16  ins.  centers, 
depending  upon  the  height  of  the  wall,  are  used  for  studding. 
The  wire  mesh  or  expanded  metal  is  placed  on  both  sides  of  the 
uprights  and  wired  to  them,  leaving  an  air  space  between  when 
a  double  wall  is  desired,  or  expanded  metal  lath  is  woven  between 
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the  uiH-ight  rods  of  a  wall  of  single  thickness.  Both  sides  of  the 
partition  are  then  covered  with  plaster.  The  Roebling  partition, 
shown  in  Figs.  365  and  366,  are  good  examples  of  this  type  of 
partition.  As  will  be  seen,  one  of  these  is  a  solid  partition,  while 
the  other  is  double,  with  an  air  space. 


Pig.  3C  —Solid  Wall  CoQBtructlon,   Roebllsg  Trpe. 

At  all  openings  timber  or  channel  iron  casmgs  aie  provided,  to 
which  the  mesli  is  firmly  fastened.  In  Europe  a  slight  modifica- 
tion of  this  wall  is  used,  a  single  Monicr  netting,  with  the  carry- 
ing rods  horizontal  and  the  distribution  rods  vertical,  being  em- 
ployed. When  a  thick  wall  is  desired  two  slabs  are  built,  with  an 
air  space  between  them. 
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Walls  constructed  of  cast  slabs,  strengthened  with  some  form 

'  of  Monier  netting,  have  been  used  in  a  few  buildings  in  Europe, 

but,  as  far  as  the  writer  knows,  have  never  been  employed  in  this 

country.    Hollow  blocks,  strung  on  vertical  rods,  is  another  form 

of  wall  construction  sometimes  employed  in  Europe.    In  America 


Fig  "or. 


Enia  ged     Section     A  B 
-Hollow  Wall  Co  est  met  Ion,  RoebllnK  Type 


hollow  concrete  blocks,  laid  up  in  cement,  have  become  quite 
popular  in  certain  localities  for  wall  construction.  Their  manu- 
facture is  being  developed  as  a  new  industry,  and  undoubtedly 
this  form  of  building  construction  will  be  extensively  used,  aa 
it  is  low  in  first  cost  and  easily  and  cheaply  put  in  place. 
Boofs. — Reinforced   concrete   roof  construction   is   similar    in 


540  CONCRETE  AND  REINFORCED  CONCRETE. 

many  respects  to  reinforced  floor  construction.  It  may  consist 
of  either  reinforced  roof  slabs  supported  by  steel  framework  or 
may  be  of  monolithic  construction. 

Beinforced  Concrete  Boofs  Supported  by  Steel  Framework.— 
These  may  be  of  two  kinds — roof  slabs  moulded  in  advance  and 
placed  upon  and  attached  to  the  steel  framework  and  carefully 
jointed  together  with  mortar  joints,  and  roof  slabs  built  in  place. 
Any  one  of  the  numerous  slab  reinforcements  already  described 
may  be  used  in  the  construction  of  roof  slabs.  Fig.  367  gives 
details  of  a  reinforced  roof  slab  of  this  type  used  for  a  warehouse 
of  the  Chittenden  Power  Co.,  West  Rutland,  Vt.  This  construc- 
tion consisted  of  slabs  9^^  x  4  ft.  and  y/2  ins.  thick,  fastened 


Section       A-B, 
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Pig.  367.— Slab  and  Steel  Frame  Roof,  Chittenden  Power  Co.'s  Warehouse. 

directly  to  steel  roof  trusses  spaced  9  ft.  8  ins.  centers.  The  slabs 
were  laid  with  their  long  sides  parallel  to  the  ridge  and  their  ends 
resting  on  the  double  angle  top  chord  of  the  roof  trusses,  so  that 
a  2-in.  space  intervenes  between  the  ends  of  adjacent  slabs,  as 
shown  by  the  section  AB  mi  Fig.  367. 

In  constructing  the  slabs  the  reinforcement  is  allowed  to  project 
7.  ins.  beyond  the  concrete,  and  when  it  is  put  in  place  the  project- 
ing edges  of  the  reinforcement  lap  across  the  open  space.  Before 
filling  in  this  open  space  short  >^-in.  rods  were  driven  through 
the  mesh  of  the  expanded  metal,  which  was  used  for  reinforce- 
ment, and  between  the  back  of  the  angles  forming  the  top  chords 
of  the  roof  trusses.  The  ends  of  the  rods  were  then  bent  over,  so 
a?  to  clamp  the  reinforcement  to  the  chord.    After  the  clamps  are 
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placed  the  space  between  the  ends  of  the  slabs  is  filled  with  con- 
crete, thereby  securing  a  practically  continuous  slab. 

The  slabs  were  cast  in  special  wooden  forms,  having  their 
end  pieces  in  two  parts,  to  allow  the  reinforcement  to  project  out 
of  the  forms.  A  j4-in.  layer  of  rich  cement  mortar  is  spread  in 
the  bottom  of  the  moulds  and  the  reinforcing  mesh  is  laid  on  this 
mortar  bed.  The  concrete  is  then  dumped  into  the  forms,  thor- 
oughly tamped  and  trowelled  smooth  on  its  top  surface.  A  stone 
concrete  composed  of  a  1:2:33/2  mixture  was  used. 

The  second  form  of  roof  construction  of  this  type  consists  of 
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Section  4-B. 

Fig.    368. — Roof    Construction    for   Locomotive   Roundhouse,    Canadian 

Pacific    Railway. 

building  the  roof  slab  in  place  and  surrounding  the  supporting 
metal  framework  with  a  projecting  coat  of  mortar.  This  con- 
struction presents  no  unusual  features,  and  is  essentially  the  same 
in  all  particulars  as  floor  construction  supported  by  steel  beams. 
A  good  example  of  type  of  construction  is  shown  in  Fig.  368. 
This  shows  details  of  a  ribbed  slab  roof  construction  used  for  a 
round-house  roof  for  the  Canadian  Pacific  Ry.,  located  at  Moose 
Jaw,  Assiniboia,  Canada.  The  slab  was  of  cinder  concrete  3  ins. 
thick,  reinforced  with  3-in.  mesh  expanded  metal,  and  the  cross 
ribs  were  of  i  :3  :s  Portland  cement  gravel  concrete  reinforced 
with  1/2  and  ^-in.  bars. 
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Monolitliio  Roof  Conitmotioii. — In  this  style  of  constructtcn 
both  the  roof  slab  and  the  roof  framing  are  of  reinforced  con- 
crete. This  foim  of  construction  has  been  applied  to  all  kinds  of 
roofs,  flat  roofs,  pitched  roofs,  arched  roofs,  domes,  etc,  some 
being  of  very  elaborate  construction. 

The  flat  and  pitched  roofs  closely  resemble  ribbed  floor  slab 
construction.  Examples  of  flat  roof  construction  are  shown  in 
Figs.  322,  333  and  323,  which  show  respectively  reinforced 
roofs  used  in  the  Kelly  &  Jones  factory  building,  the  Central 
Felt  &  Paper  Co,  building,  and  the  United  Shoe  Machinery  Co. 
building.     The   hip   roof   of   the    Medical   Laboratory   for   the 


Brooklyn  Xavy  Yard  is  a  good  example  of  pitched  roof  construc- 
tion. The  slope  of  the  roof  makes  an  angle  of  30°  with  the 
horizontal.     I'ig.  369  shows  details  of  this  roof. 

A  skylight  opening  16  ft.  4  in.  x  79  ft.  long,  was  provided  in 
the  peak.  This  required  two  girder  rafters  "S"  to  extend  con- 
tinuously over  the  jrcak  between  the  wall  plates.  The  inter- 
mediate rafter  girders  were  cantilevcred  out  4  ft.  6  in.  from  the 
posts  to  support  the  sk_\light  curb.  A  1:3:5  cinder  concrete  w« 
used  throughout  this  roof,  making  a  very  light  construction.  In 
laying  the  cinder  concrete  a  rather  dry  mixture  was  used,  and 
it  was  found  that  no  other  precaution  was  needed  to  keep  it  m 
place  until  hardened.     A   slate   roof  covering  was  placed  over 
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tht  cinder  concrete  slab.  The  roof  used  for  a  fireproof  warehouse 
at  Los  Angeles,  CaL,  is  a  good  example  of  a  reinforced  concrete 
roof  of  small  pitch  and  wide  span.  This  roof  has  a  center  to 
centet"  span  of  102  ft.,  and  is  150  ft.  long.  The  roof  slab  is 
4  ins.  thick  and  is  supported  by  reinforced  concrete  girders 
spaced  16  ft.  6  in.  centers.  These  girders  are  6  ft.  6  ins.  deep 
at  the  center  and  have  a  slope  of  3  ft.  each  way  from  the  center. 

The  girders  are  connected  by  heavy  curved  brackets  to  the 
concrete  wall  piers,  which  are  2  x  2  ft  in  sections,  and  reinforced 
by  five  i^  in.  outside  and  two  ^  in.  inside  rods.  The  girders 
are  14  in.  in  thickness  and  reinforced  at  the  bottom  with  ten 
lyi  in.  rods  of  medium  steel,  two  of  the  rods  being  straight  and 
the  others  bent  into  a  hog  chain  form. 

Stirrups  of  i  in.  by  No.  14  metal  anchor  the  rods  securely  in 


Fig.  370.— Roof  for  Fireproof  Warehouse  at  Los  Angeles.  Cal. 

the  concrete.  Three  13/2  in,  reinforcing  rods  66  ft.  long  are  used 
to  reinforce  the  top  of  the  girder. 

In  addition  to  the  roof  load  the  girders  have  to  carry  a  16  ft. 
gallery  on  each  side  of  the  building.  In  designing  these  girders 
provision  was  also  made  for  suspended  tracks  for  a  light  travel- 
ing crane.  Cross  beams  are  provided  between  the  girders 
dividing  the  roof  into  square  panels.  These  beams  are  6x11  ins. 
in  sections  and  are  reinforced  with  four  %-in.  rods.  The  rein- 
forcement of  the  roof  slab  consists  of  ^-in.  rods,  S-in.  centers 
running  in  both  directions.  This  roof  is  probably  the  widest  span 
ever  constructed  in  reinforced  concrete.  Fig.  370  shows  a  cross 
section  of  this  building  with  a  side  elevation  of  the  girder. 

The  wide  span  roof  construction  used  for  the  furnace  house  of 
the  Northwestern  Ohio  bottle  factory  at  Toledo,  Ohio,  is  an 
unusual  type  of  reinforced  concrete  roof.  This  building  has  a 
total  height  of  52  ft.  above  the  lowest  footing.    The  roof  girders 
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have  an  out  to  out  span  of  65  ft»  and  are  made  integral  with 
the  wall  columns  so  as  to  form  complete  transverse  bents  16  ft 
apart  on  centers. 

The  columns  on  one  side  of  the  building  are  37 J4  ft.  high  from 
the  footing  to  the  eaves,  and  on  the  other  side  are  8  ft.  shorter. 
Their  upper  ends  are  connected  with  the  lower  end  of  the  rafters 


N-Bartl^A^ 


Pig.  371.— Cross- Section  of  Bottle  Factory  at  Toledo*  O. 

by  tangent  curves,  which,  with  a  curve  at  the  peak,  give  the 
straight  rafters  somewhat  the  effect  of  an  arch.  Fig.  371  shows 
a  cross  section  of  the  building,  while  Fig.  372  shows  the  size  and 
arrangement  of  the  reinforcing  bars  of  the  rafter  girders  and 
columns.  The  rafter  girders  are  18  x  40-in.  cross  section,  and 
are  reinforced  by  ten  i  in.  bars  near  the  top  and  ten  i  in.  bars 
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near  the  bottom  surface.  The  top  chord  bars  are  spliced  and 
are  made  continuous  to  the  foot  of  each  side  column.  Five  i-in. 
J)ars  making  an  angle  of  about  45°  with  the  vertical  extend  across 
the  foot  of  the  rafter  and  top  of  each  column,  and  together  with 
transverse  shear  bars  thoroughly  reinforce  the  curved  knee  brace. 
The  lower  chord  bars  extend  in  a  single  length  through  both 
rafters  from  one  knee  brace  to  the  other,  being  curved  at  the 
apex  of  the  roof.     They  are  stopped  off  5  ft.  from  the  lower 


Fig.  372.— Reinforcemeni  In  Ratters  anil  Columns,  Bottle  Factory,  Toledo,  O. 
end  of  the  rafters,  where  a  set  of  five  i-in.  bars  in  the  same 
plane  are  lapped  over  them  about  5  ft.  and  continue  to  the  end 
of  the  rafters.  The  bars  in  the  top  chord  and  in  the  outer  face 
of  the  column  are  made  in  three  lengths,  lapping  33  ins.  and 
breaking  joints  at  splices  where  they  are  inclosed  by  Ransome 
coil  couplings  of  ^-in.  steel.  Five  vertical  ij/j-in.  bars  run 
in  a  single  length  from  the  footing  to  the  top  of  the  rafters  to 
form  the  reinforcement  of  the  inner  face  of  the  wall  columns. 
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The  column  reinforcing  rods  are  held  together  by  a  coil  of  %'\xl 
bar  with  a  pitch  of  i8  ins.  The  coil  is  made  continuous  by 
lapping  the  rods  12  ins.  and  wiring  the  joints. 

Coils  of  ^-in.  rods  in  five  sets  connect  the  top  and  bottom 
rods  of  the  rafters,  as  shown  in  the  cross  section  and  diagram. 
The  pitch  of  the  coils  varies  from  9  ins.  at  the  crown  to  18  ins. 
at  the  haunches.  The  coils  are  made  continuous  by  lapping  their 
ends  18  ins.  and  wiring  them  together.  Each  coil  is  given  a  full 
turn  around  the  top  or  bottom  pair  of  bars  at  every  intersection, 
and  the  latter  are  fixed  in  position  by  spreaders  between  them 
at  these  points. 

The  rafters  are  connected  by  horizontal  longitudinal  purlins 
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Fig.  373.— Section  of  Bilgram  Machine  Shop.  PhiladelphiEp   Pa. 

'4  ft.  apart  on  center.  These  purlins  are  2^  ins.  wide  and  18J/2 
ins.  deep,  including  the  thickness  of  the  roof  slab.  They  are 
reinforced  with  a  single  f^-in.  bar  13^  in.  from  the  lower  edge, 
and  have  Y^-'m.  sheer  bars  to  reinforce  the  webs.  Transverse 
struts  connect  the  purlin  at  the  center  of  the  panels.  These  are 
4  ins.  wide  and  183/2  ins.  deep,  and  are  reinforced  with  two 
^-in.  bottom  bars.  These  struts  are  made  in  two  equal  parts 
with  a  joint  at  the  center  line.  The  roof  slab  is  imreinforced. 
The  rafters,  purlins,  struts  and  roof  slabs  were  constructed  as 
a  monolith. 

A  monitor  four  panels  long  and  20  ft.  wide  made  entirely  of 
reinforced  concrete,  with  large  windows  in  the  walls,  is  located 
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in  the  center  of  the  roof. 
Other  features  of  this 
building  arc  shown  in  tlie 
drawing  and  need  no 
special  description.  A 
concrete  made  of  i :  i  '4  : 3 
mixture  of  Portland  ce- 
ment, sand  and  ^-in. 
broken  stone  was  used 
for  this  building.  This 
building  affords  an  ex- 
ample of  a  recent  type  of  | 
Kan  some   construction.  | 

A  type  of  roof 
especially  adapt- 
ed   for    machine 
shops    and    fac- 
tories is  the  saw 
tooth  roof    used 
in  the  construction  of  the 
Uilgram     Building,    i'hila- 
delphia.  Pa.    This  is  shown 
in   Fig.  373.  ^ 

The  roof  slab  is  3  ins. 
in  thickness  and  supported 
on  inclined  8  x  10  in.  rein- 
forced concrete  beams. 
Galvanized  ventilators  are 
placed  at  the  peak  of  eacli 
tooth  and  the  skylights 
have  galvanized 
frames  embedded  in  the 
concrete.  Details  of  con- 
struction, with  the  number 
and  size  of  rods,  are  slunvn 
in  Fig.  374.  This  building 
was  constructed  by  the  Reinforced  Cement  Construction  Co.,  of 
New  York. 

The  Stamford,  Conn.,  factory  building,  designed  by  the  Rein- 
forcement Supply  Co..  and  erected  by  Tucker  &  Vinton,  of  New 
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York,  embodies  some  unusual  features  and  is  of  unusually  bold 
design.  This  building  is  approximately  500  x  100  ft.  in  plan, 
and  is  divided  into  25  x  50-ft.  panels.  The  saw-tooth  roof  shown 
in  section  in  Fig.  375  is  supported  by  50-ft.  longitudinal  girders 
carried  by  15  x  15-in.  colums.  Transverse  struts  25-ft.  long 
span  between  the  columns.  The  columns  have'  an  unsupported 
length  of  24  ft.  8  ins. 

Details  of  the  roof  framing,  size,  number  and  location  of 
reinforcement  are  shown  in  Fig,  375 ;  while  details  of  main  roof 
girder  and  columns  are  shown  in  Figs.  376  and  377.  Figure  378 
shows  a  view  of  the  building  in  the  process  of  construction,  part 
of  the  forms  being  still  in  place.    The  walls  are  constructed  of 


Pig.  375,- 


n  ot  9aw  Tootb  Roof  tor  Factory  at  Stamford.  Conn. 


cement  blocks.  The  Bertine  system  of  reinforcement  is  used 
throughout. 

Reinforced  concrete  may  be  used  in  place  of  timber  or  metal 
for  the  construction  of  all  kinds  of  elaborate  roofs. 

In  arched  roofs,  arch  ribs  or  girders  similar  to  those  described 
under  arch  floors  are  usually  employed  for  wide  spans.  For 
domes,  either  a  spherical  shell  reinforced  with  rods,  or  some  form 
of  Monier  netting,  or  a  shell  with  ribs  meeting  at  the  center  ol 
the  top  of  the  dome  and  reinforced  in  the  usual  manner  may 
be  used.  It  is  customary  in  dome  construction  to  support  the 
dome  with  a  circular  concrete  girder  reinforced  circumferentially- 

In  Europe,  Hennebique,  Cottancin.  Bonna,  and    others  have 
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Fig.   376.— Details  of  Main   Roof  Girder^   Stamford,   Conn.,   Factory. 
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Fig.  377.— Details  of  Columns.  Stamford,  Conn.,  Factory. 
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executed  many  bold  and  elaborate  designs  for  arched,  domed 
and  fancy  roofs.  One  of  the  largest  arch  roofs  ever  built  was 
constructed  at  Basel,  Switzerland,  for  a  railway  train  shed,  l^iis 
building  is  upward  of  650  ft.  in  length  w'nh  a  width  and  arch 
span  of  65^2  ft.  Hennebique  constructed  an  arched  roof  with 
a  span  of  83  ft.  on  a  factory  at  Rheinis,  France,  in  which  rein- 
forced concrete  and  girders  replace  the  usual  steel  ones.  .A,bom 
half  of  the  width  of  this  roof  is  taken  up  by  skyhghts  between 
the  arched  roof  girders.  In  America  among  the  notable  rein- 
forced concrete  roofs  are  the  dome  of  the  University  of  Ottawa, 


178.— View  of  Factory  at  Slai 


Canada:  ihe  dome  for  the  Court  House  at  Mineola.  N,  Y.,  and 
the  dome  of  the  chapel  of  the  U.  S.  Naval  Academy  at  An- 
napolis. Md. 

Tile  dome  for  the  U.  S.  Naval  Academy  chapel  is  about  70  ft. 
in  diameter,  and  consists  of  a  shell  of  reinforced  concrete  covered 
with  terra  cotta. 

Figure  379  shows  a  plan  and  section  of  this  building  with 
linear  dimensions.  The  dome  springs  from  a  reinforced  concrete 
ring  which  transfers  its  weight  to  24  supporting  columns  resting 
upon  another  reinforced  ring,  which  in  turn  is  supported  hy 
lateral  arches  carried  by  8  main  piers  in  the  main  wall.     The 
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Fig.  37fl.— Plan  and  Sections  of  Naval  Academr  Chapel,  Annapolla,  Md. 


532 


CONCRETE  AND  REINFORCED  CONCRETE. 


corfieled  top  of  the  main  piers 
with  sections  of  circular  girder 
are  shown  in  Figs.  380  and  381, 
while  half  plan  and  half  eleva- 
tion with  sections  of  same  are 
shown  in  Fig.  382. 

The  dome  is  surmounted  by  a 
terra  cotta  lantern  weighing  lao 
tons.  This  is  supported  inde- 
pendently by  the  pyramidal 
framing  of  reinforced  concrete, 
shown  in  the  cross  sections, 
which  transfers  its  weight  di- 
rectly to  the  walls.  \o  perma- 
nent falsework  was  used  except  a 
light  tower  outside  the  building, 
which  was  used  for  hoisting  the 
material.  Details  of  framing  of 
inner  and  outer  shells  are  shown 
in  I~igs,  383  and  384.  The  de- 
tails of  falsework  and  moulds  for 
outer  dome  shell  are  shown  in 
Fig-  385- 

The  forms  were  kept  on  the 
concrete  onl\'  long  enough  for  the 

1  I      ||>       H«~LM,     ibL-f.   I'^ft'^''  'o   harden,   and    were  then 

~'l    ■   T"   w~°      ""'"9""         raised  about  two  feet 'and  clamped 

't|+  +  +  HSi  in  position   for    a  new  batch   of 

material.  The  moulds  for  the 
outside  face  were  first  put  in 
place  and  then  those  for  the  inner 

Pig    380— PiMB   and   Circular  Girder    faCC   hung    from    them.      The  reio- 

NavRl  Academy  Chapel  fiircenien'      an<l      concrete      were 

placed  between  the  mould  sides  and  allowed  to  harden  for  a 
few  days.  The  moulds  were  then  pushed  forward  and  upward 
to  conform  with  the  desired  curvature  of  the  dome  until,  when 
the  work  had  reached  the  crown,  the  men  were  working  on  a 
practically  ur.supported  floor  of  reinforced  concrete. 

Beinforced  Concrete  Roof  Ttubms. — If  there  is  any  one  place  in 
which  reinforced  concrete  should  not  be  used,  it  is  in  the  con- 
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Fig.  381— Details  o!  Circular  OlMer,  Naval  Academy  CIiap«t 


Fig.  382.— Eleratlon   end  Plan  of  Circular  Qirdor,  Naval  Academy  Obapel 
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struction  of  roof  trusses.  It  will  be  found  in  almost  all  cases 
that  a  more  economical  cpnstruction  will  be  that  of  the  usual 
type  of  skeleton  steel  truss.    Where  it  is  not  easy  to  secure  the 
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Fig.  383. — Plan  and  Section  of  Inner  Dome,  Naval  Academy  Chapel. 

Steel,  a  wooden  truss  may  be  used  and  will  prove  more  eco- 
nomical and  certainly  more  satisfactory  when  it  comes  to  a  ques- 
tion of  analysis  of  the  strains  in  the  trusses  and  the  arrangement 
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Fie-  384.— netails  ot  Ouipr  nomo,  Naval  Aeaaemy  Chapel. 
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of  the  details  for  the  joints.     Reinforced  concrete  enthusiasts 
have  applied  this  form  of  construction  in  many  cases  to  roof 


p'lK.  38S. — Falaework  far  CoDstnictlng  Outer  Dome,  Naval  Academy  Cbapcl 


trusses.     In  almost  all  cases,  however,  another  type  of  construc- 
tion could  witli  advantage  have  been  used. 

For  purlins  and  rafters  where  the  usual  reinforced  beam  may 


be  used,  and  for  the  roof  slab  itself,  reinforced  concrete  may 
prove  both  satisfactory  and  economical :  but  when  it  comes  to 
complicated  truss  work,  it  is  the  author's  belief  that  this  t)"!)* 
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of  construction  should  be  avoided,  as  there  is  little  assurance  that 
satisfactory  connections  will  be  made  to  care  for  the  stresses  at 
the  joints.  However,  this  treatise  will  not  be  complete  unless 
a  few  examples  of  this  type  of  construction  be  shown. 

In  the  construction  of  the  Atlanta  Terminal  Station,  reinforced 
concrete  was  used  tliroughout  for  roof  trusses,  walls,  floor  beams, 
girders,  columns',  retaining  walls,  etc.  Fig.  386  shows  the  roof 
construction  of  one  of  the  buildings.  The  span  between  walls 
is  29  ft.  4  ins.  The  trusses  were  spaced  about  13  ft.  10  ins. 
centers.  Fig.  387  shows  the  general  details,  together  with  the 
reinforcing  rods  used  for  the  main  truss. 

For  the  main  waiting  room  of  this  building  trusses  of  56  ft. 
4  in.  span  were  used.  The  details  of  construction,  sizes  of 
members,  reinforcement,  etc.,  are  'shown  in  Fig.  388. 


Pig.  .180. 


StairwajTS. — The  strength,  fireproofing  qualities  and  ease  with 
which  it  may  be  moulded  into  any  desired  form,  makes  reinforced 
concrete  an  excellent  material  for  the  construction  of  stairways. 
While  reinforced  concrete  slabs  moulded  in  advance  and  sup- 
ported by  a  wooden  or  metal  framework,  are  sometimes  used 
in  place  of  metal  or  stone  for  treads  and  risers  in  stairways,  the 
more  usual  method  is  to  mould  the  steps  in  the  top  surface  of 
an  inclined  slab  which  may  or  may  not  have  ribs  of  reinforced 
concrete  for  string  pieces. 

In  the  New  York  Rapid  Transit  subway  stations  two  types 
of  stairways  are  used.  The  first,  details  of  which  arc  shown  in 
Fig.  389,  is  used  for  narrow  stairways. 

This  stairway  is  supported  independently  of  the  walls  of  the 
station.     Two  flights,  with  an  intermediate  landing  supported 
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by  four  posts,  are  used.  The  construction  consists  of  a  plate 
notched  on  the  top  to  form  the  steps,  and  plain  on  the  under 
side,  carried  by  and  built  in  one  piece  with  two  reinforced  con- 
crete string  girders,  one  on  each  edge.  These  are  supported  on 
columns  and  on  top  and  bottom  supports.  The  string  is  rein- 
forced with  one  bar  near  its  lower  edge ;  a  ^-in.  rod  reinforces 
each  tread,  as  shown  in  the  drawing. 

The  second  type,  used  for  wide  stairways,  is  shown  in  Fig.  390. 

This  stairway  also  consists  of  two  flights  and  an  intermediate 
landing,  but  is  without  string  girders.    One  side  of  this  stairway 
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Sec•^\on        A-B. 
Pig.  389.— Narrow  Stairway  Construction,  New  York  Rapid  Transit  R.R. 

i<i  supported  throughout  its  height  by  the  side  walls  and  sup- 
porting columns  are  only  used  on  one  side.  The  stair  plate  is 
reinforced  with  longitudinal  bars  on  the  tension  side,  supple- 
mented with  short  compression  bars  at  points  directly  over  the 
columns. 

Two  heavy  bars  run  transversely  through  the  plate  over  the 
column.  The  reinforcement  consists  of  cold  twisted  square  steel 
rods  with  an  elastic  limit  of  about  60,000  lbs.  A  1 13 :5  Portland 
cement  concrete  of  ^-in.  broken  stone  or  gravel  was  used.  The 
panel  faces  and  tread  surfaces  are  finished  with   i   in.  of  1 : 2 
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cement  and  sand  mortar  laid  with  the  concrete.  Safety  metal 
treads  are  fastened  by  lugs  embedded  in  the  tread  surface. 

The  stairways  used  in  the  Medical  Laboratory  Building  in  the 
Brooklyn  Navy  Yard  consist  of  slabs  having  plain  bottoms 
and  tops  notched  to  form  the  treads  and  risers.  They  are  all 
in  straight  runs  with  landings  intermediate  between  floors.  The 
reinforcement  consisted  of  ^-in.  rods  spaced  6  ins.  apart,  reach- 
ing from  floor  to  landing,  and  j4-in.  transverse  rods  12-in.  cen- 
ters between  partitions. 

The  stairways  used  in  both  the  Pacific  Coast  Borax  Co.  build- 
1*-— job- 
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section      A-B. 


art*- 


Flg.  390.— Wide  Stairway  Construction,    New  York  Rapid  Transit  R.R. 

ing  and  the  Kelly  &  Jones  building,  mentioned  on  pages  499  and 
500,  were  made  with  triangular  horizontal  steps  moulded  in  the 
shops  and  put  in  position  after  sufficiently  hardened.  They  were 
supported  at  each  end  on  inclined  string  pieces  of  reinforced 
concrete.  The  details  of  a  portion  of  one  section  are  shown  in 
F>§r-  391-  In  the  Kelly  &  Jones  building  the  string  pieces  were 
inclined  girders  about  3  ft.  deep  and  five  ft.  apart  over  all,  and 
have  their  lower  flanges  flush  with  the  under  sides  of  the  stairs 
and  their  upper  edges  moulded  to  serve  as  hand  rails.  TBc 
inner  face  of  the  2-in.  solid  web  is  plain  and  the  outer  face  is 
paneled.    They  are  reinforced  by  a  single  i-in.  bar  in  the  lower 
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flai^e  and  a  J^-in.  bar  in  the  upper  flange.    The  lower  flange 
is  also  reinforced  by  a  4  x  s  in.  rectangular  coil  of  yi-in.  twisted 


•  et*ps  inStWTMty. 

Fig.   391.— stairway  wltb   Separately  Molded   Steps,  Paclflc  Borax  Co.'a 


J 


FlB.  302.— Stairway  for  Kelly  ft  Jones  Factory. 

steel  with  a  4-in.  pitch  enclosing  the  tension  rod  from  end  to  end. 
Stirrups  are  provided  about  the  lower    bars  to    take   care  o£ 
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the  shear  in  the  stringer.    The  lower  flange  of  the  stringer  pro- 
jects  inward  to  form  a  seat  for  the  steps  (Fig.  392). 

A  stairway  of  the  Hennebique  construction  is  shown  in 
Fig.  393.  The  reinforcement  consists  of  the  usual  straight  and  bent 
rods  used  in  floor  slabs,  and  stirrups  at  each  step  to  tie  the  rein- 


^«!SS&, 


Pig.  393.— stairway  for  New  York  City  Residence. 

forcement  to  it.  This  particular  form  of  construction  was  used 
in  the  residence  of  Mr.  W.  C.  Sheldon,  New  York.  When 
overhanging  stairs  are  desired  they  are  cantilevered  out  as  shown 
in  section  (Fig.  394).  A  large  reinforcing  rod  is  placed  near  the 
outer  edge  of  the  slab  and  firmly  anchored  at  its  ends.     This 
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Fig.  3D4. — Overhanging  Stairway  Construction. 

rod  is  passed  through  the  loop  at  the  end  of  the  double  canti- 
lever reinforcement.  Small  longitudinal  rods  near  the  bottom  of 
the  slab  rest  upon  the  bottom  j)ortion  of  the  cantilever  reinforce- 
ment. Stirrups  are  placed  at  increasing  intervals  apart  from 
the  support  toward  the  end. 

Shaft   Hangers. — It   is   essential   to   provide   some    means  of 
attaching  machinery  and  sliafting  to  the  ceilings  of  factory  build- 
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ings.  Wood  and  iron  construction  present  no  special  difficulties, 
but  special  arrangements  are  necessai7  when  reinforced  concrete 
is  used      It  15  desirable  that  the  system  adopted  be  as  flexible 


Pig.  395.— view  of  Angle  Slot  Haneer  Conatruotlon  for  Shafting. 
as  possible  in  order  to  secure  great  freedom  in  the  location  of 
individual  machines.  This  is  especialh  desirable  as  methods  of 
manufacture  as  well  as  modern  machinery  are  constantly  being 
improved  and  so  great  are  the 
changes  that  new  machinery  or 


t  Hanger. 

an  entire  change  in  the  arrangement  of  the  old  is  often  neces- 
sary. The  method  of  attachment  used  in  the  United  Shoe  Ma- 
chinery Co.'s  building  described  on  page  502  is  the  most  flexible 
known  to  the  author,  and  is  the  invention  of  Mr.  H.  P.  Jones, 
of  Yonkers,  N.  Y. 
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To  provide  fastenings  for  shafting,  machinery,  etc,  anchor 
bolts  3  ft.  on  center  were  built  into  all  transverse  floor  and 
roof  girders.  A  transverse  line  of  bolts  alternately  spaced  I  ft 
and  6  ft.  centers  was  built  in  the  middle  of  each  floor  and  roof 
panel.  The  bolts  built  into  the  girders  had  their  upper 
ends  bent  at  nght  angles  and  have  nuts  on  their  lower  ends  en- 
gaging cast-iron  saddles  that  clamp  against  pairs  of  zyi  x  2  x 
,*(    in.  angles  with  wood  fillers    I  igs    395  and  396  show  this 


Fig.  308.— Sections  of  Pipe  Slot  Hangers  and  Forms  tor    CoDslructlng. 
method  of  supporting  the  angles     and   attacliment   bolts   whidi 
move  freely  along  the  slot  formc<l  by  the  angles. 

In  the  floor  panels  the  bohs  have  simple  heads  or  nuts  upon 
the  upper  ends,  which  engage  washer  plates  in  the  upper  surface 
of  the  slab.  When  tlie  slab  is  thick  a  flat  washer  is  buried  in 
the  slab,  as  shown  in  the  left  half  of  Fig.  397.  The  "U"  shaped 
washer  shown  in  the  right  half  of  I'ig.  397  is  used  for  thin  slabs. 
Figure  398  shows  details  of  3  kinds  of  pipe  form  slots,  two  of 
which  have  the  pipe  permanently  anchored  to  the  concrete,  and 
the  other  in  which  the  pipe  may  be  detached  by  removing  the  nuts 
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of  the  anchor  holts.  The  method  of  holding  the  pipe  in  place 
during  construction  is  shown  in  Fig.  398.  This  hanger  slot 
is  also  the  invention  of  Mr.  Jones.  The  above  details  will  sug- 
gest other  types,  as  wrought  iron  gas  pipe  anchored  in  con- 
crete, special  sockets,  etc.,  all  of  which  can  be  easily  put  in  place 
and  will  undoubtedly  prove  satisfactory. 

A  light  attachment  for  the  support  of  heating  or  sprinkler 
pipes,  wiring  boards  and  light  machinery  is  shown  in  Fig.  399. 
This  hanger  consists  of  a  malleable  iron  casting  embedded  in  the 
beam  and  having  a  T-slot  in  the  bottom  to  receive  the  head  or 
nut  of  the  bolt  holding  the  attached  hanger.  When  a  rigid  con- 
nection IS  desired  the  nut  is  inserted  in  the  slot.  The  bolt  is 
readily  put  in  or  removed,  and  is  adjustable  for  a  distance  oi  lyi 


Plan. 


Fig.  399.— Hanger  Construction  for  Light  Loads. 

or  2  inches,  according  to  the  size  of  the  casting.  When  placing 
these  castings,  where  possible,  as  in  floor  slabs,  they  are  bolted  to 
the  centering.  When  used  in  beams  a  light  galvanized  strip  of 
metal  is  used  with  holes  in  the  ends  to  take  two  I2d.  nails.  This 
strip  holds  the  insert  casting  firmly  in  place  during  the  placing 
of  the  concrete.  This  insert  hanger  was  designed  and  first  used 
by  the  wholesale  hardware  firm  of  Farwell,  Ozmun,  Kirk  &  Co.* 
St.  Paul,  Minn.,  who  now  manufacture  and  sell  it. 

Expansion  Joints. — In  the  construction  of  large  reinforced 
concrete  buildings  it  is  usually  advisable  to  make  some  provision 
for  expansion,  although  this  is  not  always  done.  In  the  Kelly 
ft  Jones  building,  described  on  page  500,  no  provision  for  expan- 
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sion  was  made,  although  the  building  is  60  x  300  ft.  in  plan  and 
four  stories  in  height.  Expansion  joints  were  provided  in  the 
Pacific  Coast  Borax  Company's  factory  at  Bayonne,  N.  J.  This 
building  was  divided  into  panels  25  ft.  square  by  joints  running 
in  both  transverse  and  longitudinal  directions.  The  joints  in 
the  walls  extend  from  the  foundation  to  the  roof  and  pass  ver- 
tically through  the  girders  and  beams  dividing  them  into  two 
equal  parts.    Fig.  400  shows  a  section  of  one  pair  of  twin  girders. 
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Pig.  400.— Expansion  Joint,  Pacific  Borax  Co.'s  Factory. 

Expansion  joints  were  provided  in  the  larger  of  the  United  Shoe 
Machinery  Company's  buildings  described  on  page  502. 

To  provide  for  expansion  and  contraction  and  for  shrinkage 
in  the  long  side  walls  and  floors,  an  expansion  joint  was  placed 
at  the  middle  and  shrinkage  joints  were  introduced  at  intervals 
between  the  middle  and  the  ends.  These  joints,  with  the  excep- 
tion of  the  expansion  joint  at  the  middle  of  the  building,  were 
simply  planes  of  weakness  extending  transversely  through  the 
building.  A  joint  was  located  50  ft.  from  each  end,  and  a  joint 
every  60  ft.  between  the  end  joints.  The  joints  divide  the 
transverse  girders  into  two  parts,  forming  twin  girders,  and 
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Fig.  401.— Expansion  Joint  in  Walls.  United  Shoe  Machinery  Co.'s  Factory. 

were  formed  by  building  one-half  of  the  beam,  letting  it  set,  and 
then  building  the  other  half  against  the  hardened  face 
of  the  concrete  without  any  effort  to  bind  the  new  work  to 
the  old.  It  was  calculated  that  provision  should  be  made  for  a 
movement  of  2-in.  due  to  expansion  and  contraction  in  the  con- 
crete between  extremes  of  temperature.  An  open  joint  of  2-ins. 
wide  therefore  was  made  in  a  transverse  plane  through  the 
walls,  roof  and  floor  at  the  center  of  each  long  building,  dividing 


GENERAL    BUILDING    CONSTRUCTION.  567 

it  into  two  independent  halves  with  no  connection  between  them 
other  than  that  of  the  sliding  cover  plates  which  cover  the  joint. 
The  opening  was  made  through  tlie  centers  of  the  wall  columns, 
and  at  this  point  the  transverse  girders  were  double  with  a  2-in. 
space  between  them  and  their  ends  narrowed  to  the  width  of 
the  column  face  and  bonded  to  it  by  extending  the  horizontal 
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reinforcement  rods  through  the  whole  width  of  the  column.  TRis 
will  be  understood  by  referring  to  Fig.  401. 

The  inner  and  outer  faces  of  the  columns  were  covered  by 
6-in.  vertical  wooden  strips  seated  in  grooves  8  ins.  wide  and 
held  in  position  by  horizontal  through  bolts.  The  adjacent  upper 
edges  of  the  transverse  girders  were  protected  by  small  angles. 


Fix.   403.— Bxpanslon  Joint  In  Root,  United  Shoe  Machinery  Co. 'a  Factory. 

one  of  which  is  counter-sunk-riveted  to  a  beveled  apron  plate 
which  rests  on  the  other  angle  and  slides  freely  on  its  upper 
surface.    Fig.  402  shows  detail  of  expansion  joint  in  the  floor. 

Figure  403  shows  the  roof  expansion  joint.  Transverse 
ridges  run  across  the  building  on  the  faces  of  each  joint,  which 
rise  a  few  inches  above  the  general  surface  and  have  anchor- 
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bolted  to  them  galvanized  iron  bent  plates  which  form  aprons 
and  traps  to  prevent  a  serious  escape  of  warm  air  through  the 
open  cracks  and  to  exclude  wind  and  rain.  Any  melted  snow 
which  penetrates  this  joint  is  caught  in  the  gutter  formed  by 
one  piece  and  discharged  through  it  to  the  drainage  system. 

Buildings  Constmoted  of  Members  Moulded  in  Advance* — ^While 
buildings  constructed  of  reinforced  concrete  members  moulded 
in  advance  have  been  used  to  a  considerable  extent  in  Conti- 
nental Europe,  thus  far  they  have  not  attained  much  popularity  in 
this  country.  For  certain  classes  of  buildings  this  type  of  struc- 
ture will  be  found  to  cost  little  if  any  more  than  buildings  con- 
structed of  wood,  and  like  other  reinforced  concrete  building^  are 
practically  fireproof.  It  must  be  remembered,  however,  that  this 
type  of  building  does  not  possess  the  rigidity  which  so  strongly 
characterizes  the  usual  reinforced  concrete  building  constructed 
as  a  monolith,  nor  does  it  possess  the  rigidity  of  buildings  con- 
structed of  wood  or  metal.  The  difficulty  of  securing  rigid  con- 
nections between  girders,  beams  and  columns  is  the  most  serious 
defect  of  this  type  of  construction. 

The  greatest  advantage  obtained  from  the  use  of  this  type  of 
building  is  met  with  when  a  large  number  of  the  same  size  of 
beams,  columns  and  girders  are  to  be  used.  These  can  be  mould- 
ed* in  the  same  forms  and  the  work  carried  on  under  cover  in  all 
kinds  of  weather.  When  the  pieces  have  attained  sufficient 
strength  the  erection  can  proceed  with  great  rapidity. 

A  number  of  warehouse  buildings  are  being  put  up  for  the  Bush 
Terminal  Co.,  at  South  Brooklyn,  in  which  the  columns,  girders 
and  roof  slabs  are  moulded  in  advance.  These  buildings  are  one 
story  in  height  and  have  brick  enclosure  walls.  Two  lines  of  in- 
terior columns  support  the  roof  girders  and  cross  beams,  which 
support  reinforced  cinder  concrete  roof  slabs  about  4j^  ins.  in 
thickness,  also  moulded  in  advance. 

The  columns  are  9  ins.  sq.  and  from  16  to  20  ft.  in  height,  and 
are  spaced  about  17  ft.  centers.  The  j^^irders  and  beams  are  6  x 
22 J^  ins.  in  section  and  are  reinforced  with  Bertine  skeleton 
trusses  similar  to  those  described  on  page  514.  In  the  construc- 
tion of  these  buildings  the  brick  enclosure  walls  are  first  built,  the 
columns  then  set  up,  the  main  girders  lifted  in  place  by  means  of 
a  jib  crane,  the  cross-girders  put  in  position  and  Joints  at  column 
beam  and  girder  connections  grouted.    The  roof  slabs  are  then  put 
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in  place  and  covered  with  the  usual  tar  and  gravel  roofing  sur- 
face. 

The  Visintini  system  adapts  reinforced  concrete  trusses  of  the 
Warren  and  Pratt  type  to  the  construction  of  buildings  in  place  of 
the  usual  solid  reinforced  concrete  beams  and  girders.  These 
trusses  are  moulded  in  advance.  Their  lightness,  on  account  of  the 
saving  of  all  unnecessary  materials,  make  these  members  easy  to 
handle.  The  peculiar  arrangement  of  the  members  confine  the 
stresses  to  the  particular  members  in  the  truss  which  are  designed 
to  take  care  of  them.  This  enables  the  engineer  to  design  each 
member  for  the  stress  which  will  come  upon  it.  Reinforcing  metal 
is  used  in  both  top  and  bottom  chords,  but  for  the  web  members 
only  those  which  take  tensile  stresses  are  reinforced.  This  sys- 
cem  is  the  invention  of  Franz  Visintini,  of  Zurich.  The  American 
rights  are  controlled  by  the  Concrete  Steel  Engineering  Co.,  of 
New  York. 

The  first  building  to  which  this  system  has  been  applied  in  the 
United  States  is  a  four-story  building  for  the  Textile  Machine 
Works,  of  Reading,  Pa.  This  building  is  200  x  50  ft.,  in  plan. 
Two  rows  of  side  columns  and  one  row  of  center  columns,  spaced 
about  25-ft.  centers,  support  the  transverse  trusses.  In  a  longi- 
tudinal direction  the  columns  are  spaced  125^  ft.  centers.  The 
wall  spaces  are  filled  with  brick,  and  are  pierced  by  large  double 
windows  in  each  panel. 

The  outer  columns  are  15x15  ins.  for  the  first  story,  and  12  x 
12  ins.  in  the  upper  three  stories.  The  central  row  of  columns 
are  18  x  18  ins.  for  the  first  story  and  15x15  ins.  for  the  remain- 
ing stories.  The  concrete  footings  vary  from  6  x  6  ft.  to  8  x  8  ft. 
in  size*  On  top  of  the  footing  a  steel  plate  13  x  13  ins.  by  ^  in. 
thick  was  laid  with  a  3-in.  hole  in  the  center.  Through  this  hole 
a  ij4-i"-  Thacher  bar  5  ft.  long  passes,  extending  vertically  half 
way  into  the  footing  and  half  way  into  the  column,  thereby 
anchoring  the  two  securely  together.  The  concrete  of  the  foot- 
mg  was  a  1 :  3 :  6  Portland  cement,  sand,  broken  stone  mixture. 

The  inner  columns  are  reinforced  with  four  steel  rods  placed 
symmetrically  to  the  center  in  the  edges  of  a  lo-in.  square  and 
extend  in  vertical  lines  up  to  the  roof.  They  are  i}4-in.  diam- 
eter rods  in  the  two  lower  stories,  and  i  in.  in  the  upper.  The 
outer  columns  are  similarly  reinforced  by  four  rods,  but  these  are 
spaced  9  ins.  centers  in  the  longitudinal  axis  of  the  building  and 
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6j4  ins.  in  the  transverse.  The  sizes  of  the  rods  are  the  same  as 
in  the  inner  columns.  Sleeves  of  i^-in.  pipe  6  ins.  long  arc  pro- 
vided to  connect  the  abutting  ends  of  the  rods.  Wire  lies,  spaced 
I  ft.  apart,  are  used  to  bind  the  rods  together.  Reinforced  con- 
crete struts  tie  the  columns  together  at  each  floor  in  a  longitud- 
inal direction,  and  steel  rods  are  embedded  in  the  floor  to  tie  them 
together  transversely.  Figure  404  shows  details  of  one  of  the 
columns  with  brackets  for  the  support  of  the  trusses,  anchor  rods, 
etc.  The  transverse  trusses  are  of  the  Pratt  type  and  are  24J4 
ins.  deep  and  15  ins.  wide.  {See  Fig.  405.)  The  upper  and  lower 
chords  are  4^  ins.  thick  and  the  diagonals  and  verticals  2^  ins. 


fig.   *>i.— Column 


Support   Separately- Molded   Vlslal 


thick  throughout.  All  diagonals  have  an  inclination  of  45° ;  this, 
with  the  distance  between  chord  centers  of  20  ins.,  determines  the 
panel  lengths.  The  chord  reinforcement  consists  of  three  ij^-in. 
round  rods  in  both  upper  and  lower  chords.  The  diagonal  rein- 
forcement consists  of  three  roimd  rods  varying  from  ^  in.  at  the 
center  to  %  in.  at  ends  of  truss.  The  diagonal  rods  are  bent  at  the 
ends  to  form  eyes  through  which  the  chord  rods  pass.  As  in 
th«  ordinary  Pratt  trusses,  the  verticals  are  in  compression  and 
no  reinforcement  is  necessary. 

At  right  angles  to  the  transverse  trusses  and  longitudinally  with 
the  building  are  placed  trusses  of  the  Warren  type,  which  act  as 
floor  beams  and  floor  slabs  and  span  from  truss  to  truss.    These 
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beams  are  6  ins.  thick  and  12  ft.  i  in.  long,  and  have  a  space  of  5 
ins.  between  the.  ends  over  the  center  of  the  transverse  trusses 
through  which  the  transverse  tie  rods  pass.  This  space  is  filled 
with  concrete.  The  slabs  are  constructed  in  widths  of  from  6^ 
to  12  ins.  and  lie  in  close  contact  laterally  and  form  an  unbroken 
surface  of  shallow  independent  trusses. 

The  web  is  of  the  triangular  or  Warren  type,  having  the  diag- 
onals inclined  at  an  angle  of  45°.  The  thickness  of  the  diagonals 
is  }i  in.,  and  of  the  chords  i  inch.  The  trusses  are  reinforced 
with  three  j4-in.  bars  in  the  upper  chord,  and  three  ^-in.  bars 
in  the  lower  chord,  and  the  web  has  members  i  in.  x  y^  in.  for  the 
tension  diagonals.  The  metal  trusses  are  spaced  4j^-in.  centers. 
The  diagonals  have  holes  punched  near  their  ends  through  which 
the  chord  rods  pass. 


^y^f^-- 


Seet/on  an  AB 
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Tn3r?5yer3€  G/rc/er. 


Fig.  405. — Visintini  Beams  and  Girders.  Textile  Machine  Works  Factory. 

Two  distinct  operations  were  employed  in  the  making  of  the 
trusses.  The  diagonal  bars  were  punched  and  cut  to  the  right 
length  by  a  punching  machine  in  one  operation,  and  another  oper- 
ation bends  the  ends  of  the  bars  45°.  They  are  then  slid  on  the 
chord  rods,  which  have  previously  been  cut  to  the  right  length, 
and  at  their  ends  a  vertical  strap  of  the  same  material  as  the  diag- 
onal was  put  on  and  riveted  by  upsetting  the  end  of  the  chord 
rods  by  a  hammer.  This  completes  a  reinforcing  truss  for  the 
floor  beams.  There  were  so  many  duplicate  pieces  in  this  building 
that  the  moulds  were  used  many  times,  leading  to  great  economy. 
The  metal  trusses,  after  being  combined,  were  placed  in  the  forms, 
which  were  composed  of  a  bottom  plank  with  triangular  bosses 
the  same  shape  as  the  triangular  spaces  in  the  trusses;  these 
serve  as  guides  for  the  cores  around  which  the  concrete  is  placed, 
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and  the  cores  are  withdrawn  after  the  concrete  has  set.  The 
boxes  are  of  2-in.  timber,  held  together  by  removable  bolts  and 
clamps.  The  concrete  was  mixed  wet  and  consisted  of  i  part 
Atlas  Portland  cement,  i>4  parts  sand  and  3>4  parts  of  broken 
trap  rock. 

The  Standard  Concrete  Steel  Co.'s  System  M. — ^This  system 
is  a  distinctive  system  of  building  construction  occupying  an 
intermediate  position  between  steel  frame  and  reinforced 
concrete  construction.  It  consists  essentially  of  a  light  steel 
frame  work  of  columns  and  beams  possessing  sufficient  stiff- 
ness to  carry  the  dead  load  of  the  building.    Light  I-beams  or 
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Fig.  405A--Standard  Concrete  Steel  Co.'s  System  M. 

channels  are  used  in  place  of  the  usual  beams  and  girders  of 
steel  frame  construction,  and  are  so  located  that  they  may 
be  utilized  as  beam  and  girder  reinforcement  for  concrete 
girders  built  about  them.  The  beams  are  anchored  to  the 
reinforced  concrete  floor  slab  forming  the  upper  flange  of  the 
concrete  beams,  by  numerous  stirrups  passing  through,  and 
being  firmly  wedged  to  them  and  extending  upwards  into  the 
slab  concrete.  The  arrangement  of  beams  and  stirrups  shown 
in  Fig.  405A  was  used  in  the  construction  of  the  Martin  abat- 
toir, Philadelphia,  Pa.  The  main  advantage  of  this  system  is 
the  rapidity  with  which  it  can  be  erected.  After  the  skeleton 
work  is  in  place  concreting  may  be  carried  on  simultaneously 
on  every  floor.  A  great  saving  of  time  results,  and  when 
rental  values  are  high,  makes  the  use  of  such  a  system  de- 
sirable. The  patents  for  this  system  are  controlled  by  the 
Standard  Concrete  Steel  Co.,  Xew  York. 


CHAPTER  XXIV. 

PRACTICAL    CONSTRUCTION. 

Good  timbering  is  essential  to  the  success  of  reinforced  con- 
crete work.  The  stabiHty  of  structures  built  as  monoliths,  as 
well  as  the  strength  of  a  single  piece,  depends  upon  the  strength 
and  rigidity  of  the  forms  and  falsework  supporting  them.  The 
falsework  in  many  forms  of  construction  is  very  simple;  it  may 
be  an  integral  part  of  the  forms,  it  may  consist  of  simple  posts 
and  braces  as  in  building  construction,  or  may  involve  elaborate 
trussing  and  scaffolding,  as  in  large  arch  construction.  It  is 
only  possible  in  this  place  to  treat  of  it  in  a  general  way  in  con- 
nection with  forms.  Forms  for  reinforced  concrete  work  must 
be  stiff  and  strong  enough  to  bear  the  weight  of  the  concrete,  the 
pressure  due  to  ramming,  and  when  supported,  the  weight  of  the 
men  and  materials  which  may  come  upon  them,  without  bulging 
or  appreciable  deflection,  otherwise  the  strength  of  the  cement 
may  be  destroyed  during  the  process  of  hardening.  Forms  are 
usually  made  of  timber. 

Timber. — It  is  essential  that  the  timber  selected  be  of  good 
quaHty,  so  that  it  will  not  warp  or  twist  while  in  place.  When  the 
forms  are  so  designed  that  they  can  be  used  several  times,  or  the 
timber  can  be  used  over  again,  perhaps  a  number  of  times,  con- 
siderable outlay  for  a  good  quality  of  lumber  will  be  found  in  the 
end  a  real  saving.  Under  conditions  where  the  timber  can  not  be 
again  used,  economy,  of  necessity,  dictates  the  cheapest  possible 
material  available.  However,  poor  lumber  may,  if  great  care  be 
not  exercised,  often  prove  to  be  poor  economy,  as  its  use  may 
cause  trouble.  Some  enq^ineers  prefer  green  lumber  for  sheath- 
ing, as  it  swells  less  th^xi  dry  lumber,  but  when  it  is  used  care  must 
be  taken  that  it  does  not  dry  out  and  shrink  after  being  put  in 
place  and  before  the  concrete  is  deposited,  thereby  leaving  open 
joints  through  which  the  water  and  thin  mortar  will  drain  off. 
When  dry  lumber  is  used,  the  planks  should  be  laid  up  tight,  but 
to  prevent  damage  from  swelling,  it  is  good  practice  to  splay  the 
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edges,  as  shown  in  Fig.  406.  When  treated  in  this  manner,  if  the 
lumber  swells  much  the  thin  edge  wilfcrush,  without  injuring  the 
surface  of  the  concrete. 

Sheathing  is  sometimes  laid  with  open  joints  and  caulked  with 
oakum  or  some  other  material.  When  thus  treated  the  swelling  of 
the  boards  does  not  cause  trouble.  Hennebique  usually  makes  his 
moulds  with  open  joints  and  covers  them  with  canvas,  which  ab- 
sorbs the  excess  of  water,  and  gives  a  uniform  surface.  Sheath- 
ing should  be  of  uniform  width  to  obtain  uniform  marking  of  the 
surface  when  it  is  not  subjected  to  special  surface  dressing. 

Sizes  of  Sheathing  and  Posts. — In  general,  the  following  sizes 
may  be  taken  as  a  safe  guide  in  selecting  material  to  be  used  in 
the  construction  of  forms :  Sheathing  ]4  in.  thick  should  be  sup- 
ported every  2  ft. ;  2-in.  plank  dressed  to  i^  in.,  every  4  ft. ;  wider 
spans  than  4  or  5  ft.  require  2j4-in.  plank,  and  when  the  posts 
are  spaced  6  or  7  ft.  centers,  4-in.  plank  should  be  used.  Posts 
and  stringers  of  yellow  or  Norway  pine  2x4  ins.  to  2  x  6  ins. 

Concrete  S'e^e 


Fig.  40(J.— Detail  of  Joints  for  Lagging  Boards. 

may  be  used  from  2  to  3  ft.  centers,  3  x  8  in.  may  be  spaced  about 
4  ft.  6  in.  centers ;  4  x  10  in.,  6  to  8  ft.  centers ;  6  x  12  in.,  8  to  10 
ft.  centers,  etc. 

Posts  and  beams  should  be  sized  and  dressed  on  the  side  which 
bears  against  the  sheathing.  The  sheathing  should  all  be  carefully 
sized  to  a  uniform  thickness  and  have  the  side  next  to  the  concrete 
planed.  Tongued  and  grooved  plank  does  not  as  a  rule  prove  sat- 
isfactory for  sheathing,  as  it  is  apt  to  swell  and  force  out  of  line. 
Sheet-iron  is  sometimes  used  for  sheathing.  No.  20  gauge  has 
been  extensively  used  by  some  constructors. 

Falsework. — As  has  been  stated,  the  floor  forms  are  usually 
supported  at  the  ends  by  wall  and  column  moulds  and  at  inter- 
mediate points  by  posts  resting  upon  the  floor  below.  These  posts 
rest  on  double  wedges  on  the  floor  and  bear  with  their  upper  ends 
against  the  bottom  of  the  beam  and  girder  moulds. 

When  it  is  possible  several  i)osts  are  connected-  by  nailing 
diagonal  and  horizontal  boards  to  the  posts,  thereby  lining  and 
bracing  them  with  a  stable  falsework.     In  all  cases  care  should 
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be  taken  to  secure  falsework  of  sufficient  strength  and  have  the 
posts  placed  at  such  frequent  intervals  that  no  material  deflection 
can  exist  between  supports  in  the  girder  and  beam  moulds.  All 
falsework  should  be  so  designed  as  to  be  readily  removed  arid 
without  bringing  any  shock  upon  the  concrete  which  it  supports. 
A  reasonable  amount  of  care  in  arranging  the  falsework  will  be 
well  spent  and  may  result  in  considerable  economy. 

Adhesion  of  Mortar  to  Forms. — Even  smooth  dressed  lumber  will 
show  its  grain  on  the  concrete  so  close  is  the  contact  between  the 
two.  Concrete  will  adhere  so  strongly  to  the  sheathing  if  no 
special  provision  be  taken  to  prevent  it,  that  a  great  deal  of  force 
is  necessary  to  separate  the  forms  from  the  concrete.  Different 
methods  are  used  to  prevent  this  adhesion.  The  forms  are  some- 
times lined  with  canvas,  burlap  or  paper.  When  a  superior  finish 
is  desired  the  moulds  are  at  times  lined  with  sheet-iron,  zinc  or 
plaster  of  Paris,  but  this  latter  method  is  only  used  in  exceptional 
cases  when  the  moulds  will  be  used  many  times.  The  use  of 
paper  is  not  very  satisfactory  as  it  swells  when  damp  and  sticks 
to  the  concrete  surface,  when  the  cement  sets,  so  that  it  is  almost 
impossible  to  remove  it.  The  most  common  method  of  preventing 
the  adhesion  is  to  coat  the  surface  of  the  forms  with  some  kind  of 
heavy  oil,  tallow  or  soap.  Crude  oil,  linseed  oil,  bacon  fat,  etc., 
have  been  successfully  used.  Ordinary  soft  soap  is  probably  as 
good  as  anything,  as  it  does  not  injure  the  surface  or  diminish  the 
strength  of  the  concrete.  Ordinary  oils  will  not  adhere  properly 
to  sheet  iron  lining ;  fat  salt  pork  has  proved  the  most  successful 
in  this  case.  On  the  construction  of  the  Frazier  River  Bridge, 
British  Columbia,  the  lagging  was  laid  up  with  matched  boards 
coated  with  gloss  oil,  and  sand  was  blown  into  the  oil  with  a  hand 
bellows  to  prevent  grain  marks  from  the  wood  sheathing. 

Design  of  Forms. — Good  judgment  and  careful  planning  should 
be  exercised  in  designing  forms.  Upon  this  their  first  cost  and  the 
ease  with  which  they  can  be  erected  and  taken  down  will  largely 
depend.  They  should  be  as  simple  as  possible,  should  be  planned 
to  use  over  again  several  times,  and  when  this  can  not  be  done 
they  should  be  so  constructed  that  the  lumber  may  be  used  again. 
In  building  construction  some  preliminary  study  in  making  the 
layout  of  the  building  will  often  result  in  much  duplication  of 
the  forms,  especially  in  floor  panel  construction,  with  correspond- 
ing economy  in  the  cost  of  construction. 
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While  the  cost  of  the  materials  for  the  concrete,  the  mixing  and 
placing  may  not  vary  greatly,  and  can  be  closely  approximated 
when  the  general  conditions  are  known,  the  actual  cost  of  the 
forms  will  be  found  to  vary  greatly.  Often  from  5  to  30  per 
cent,  of  the  whole  cost  of  the  structure  may  be  chargeable  to  the 
cost  of  the  forms.  In  each  structure  the  design  of  the  forms  be- 
comes a  problem  for  the  drafting  room  and  careful  study  and 
good  judgment,  when  exercised  in  their  design,  will  often  reduce 
materially  the  cost  of  the  whole  structure,  and  may  be  the  ele- 
ments which  determine  the  success  of  the  given  structure  from 
the  contractor's  viewpoint,  in  dollars  saved  and  profits  earned 
for  him. 

Colnmn  Forms. — The  construction  of  columns  is  usually  carried 
on  in  one  of  three  ways : 

First — Vertical  uprights  are  put  in  place  and  the  forms  built  up 
in  short  sections  as  the  concrete  is  put  in.  The  uprights  are  held 
rigidly  in  place  by  frames  located  at  intervals  throughout  their 
height.  The  boxing  usually  consists  of  horizontal  boards  cut  to 
the  proper  length,  forming  the  sides  and  held  in  place  by  the  ver- 
tical timbers.  The  forms  used  for  the  Bour  Building,  Toledo,  O., 
were  of  this  kind  and  consisted  of  horizontal  boards  i-in.  thick 
and  6  ins.  wide,  held  in  place  by  uprights  made  of  carefully  joint- 
.  ed  2-in.  plank.  The  concrete  was  filled  in  as  the  sides  were  set  up 
and  held  them  in  place.  Sometimes  the  side  planks  are  nailed  to 
the  uprights  and  triangular  strips  are  placed  in  the  comers  to 
form  chamfers  on  the  column.  When  this  kind  of  form  is  used, 
a  dry  concrete  can  be  put  in  and  thoroughly  tamped  as  the  work 
progresses. 

Second — In  this  form  of  column  mould  three  sides  of  the  mould 
are  built  up  of  heavy  vertical  plank,  usually  one  story  at  a  time. 
The  fourth  side  is  left  open  and  is  built  up  with  horizontal  boards 
nailed  to  the  edpfes  of  side  planks  as  the  concreting  is  done  and 
rammed  from  the  open  side.  It  is  more  difficult  to  place  and  tamp 
the  concrete  from  one  side,  but  the  work  can  be  brought  up  with 
surprisingly  little  difficulty.  .The  vertical  side  planks  are  usually 
held  in  place  by  cross  strips  nailed  to  the  sides  at  vertical  intervals 
of  about  3  ft.  When  it  is  desired  to  remove  the  forms  the  nails 
holding  the  strips  and  horizontal  boards  of  the  fourth  side  are 
drawn  and  the  sides  removed.  In  the  Hennebique  system  special 
clamps  are  used  to  hold  the  sides  togrether.    This  clamp,  with  a 
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section  of  the  form,  is  shown  in 
Fig.  407.  It  consists  of  two  parts 
or  jaws ;  the  shorter  one  has  a  hole 
in  its  lower  end  slightly  larger  than 
the  shank  of  the  arin  of  the  other 
jaw.  The  short  piece  is  slipped* 
upon  the  long  arm  of  the  other  jaw 
and  driven  up  snug    until  it  jams 

... D   jjgjjj  ^^^  holds    the  sides  of    the 

form  in  place.  When  it  is  desired 
to  remove  the  forms  the  nails  hold- 
ing the  horizontal  boards  are  draws 
and  the  clamps  knocked  loose. 
Figure  408  shows  a  column  form 
of  this  type,  but  differing  slightly 
in  construction,  which  was  used  in 
the  building  of  the  factory  for  the 
Central  Felt  and  Paper  Co.,  Long 
Island  City,  N,  Y.  It  will  be  seen 
that  this  form,  like  the  first  type 
described  above,  is  composed  of 
uprights  and  horizontal  side  boards. 
-_— -  By  nailing  the  outer  boards  to  the 

^,— 14.  .  "k,   . _j  uprights,     horizontal     frames      to 

hold  the  uprights  in  place  are  dis- 
pensed with. 

Third — Dottomless  boxes  a  full 
story  in  height  built  in  place  are 
much  used  for  column  forms. 
These  may  be  constructed  of  ver- 
tical boards  held  in  place  by  cross 
frames  at  about  3-ft.  vertical  inter- 
vals. Again  they  may  be  con- 
structed of  horizontal  side  pieces. 
held  in  place  by  uprights,  which  are 
held  in  place  by  cross  frames  at  convenient  vertical  intervals. 

Figure  409  shows  a  form  used  for  the  reinforced  concrete  col- 
umns used  in  the  buildings  for  the  United  Shoe  Machinery  Co., 
Beverly,  Mass.  These  columns  were  octagonal  in  section.  The 
forms  were  made  of  vertical  4x11^  in,  sheathing  boards  in  sin- 
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gle  story  lengths.  The  boards  were  mitered  together  with  close 
joints  at  the  angles  of  the  columns.  Each  face  of  the  mould  was 
made  of  two  boards  jointed  at  the  center  line.  At  this  joint  the 
edge  of  one  board  was  planed  square  and  the  other  slightly  beveled 
to  make  a  tight  joint  at  the  inner  face  and  an  open  one  at  the 
'outer  face  of  the  form.  This  V-shape  joint  allows  the  swelling  of 
the  wood,  due  to  the  moisture  of  the  concrete,  to  take  place  with- 
out injury  to  the  face  of  the  concrete.  The  vertical  boards  were 
nailed  to  the  horizontal  rectangular  cross  frames  about  3K>  ft. 
verticall)'.  Each  frame  was  made  with  a  pair  of  transverse  and 
a  pair  of  longitudmal  yokes  and  tie  bolls.  The  3x6  in.  >oke 
pieces  had  triangular  blocks  nailed  to  their  inner  edges  to  re- 
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ceive  the  corner  pieces  of  the  moulds.  Tie  rods,  fitted  with  bear- 
ing washers  and  nuts  at  both  ends,  passed  through  slots  in  tlie 
yokes  and  held  them  together  and  were  so  arranged  that  as  soon 
as  the  nuts  were  slackened  the  rods  could  be  easily  and  quickly  re- 
moved. The  reinforcing  rods  were  carefully  secured  in  the 
moulds  and  the  latter  were  filled  with  concrete ;  the  lower  portion 
of  which  was  compacted  b>'  falling  several  feet  from  the  top  of 
the  mould  and  the  upper  portion  was  thoroughly  rammed  and 
spaded. 

This  type  of  mould  may  be  slightly  modified  so  that  it  can  be 
used  for  square  columns  by  omitting  the  corner  blocks  and  run- 
ning the  sheathing  out  to  the  corners.    For  columns  of  square  or 
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rectangular  section  one  set  of  yokes  may  often  be  omitted,  cross 
struts  being  substituted  to  hold  the  sheathing  in  place.  The 
splayed  joints  should  always  be  retained  to  prevent  injury  from 
swelling  of  the  sheathing.  Figure  410  shows  a  mould  of  this 
character  used  in  the  construction  of  the  Ingalls  Building,  Cin- 
cinnati, O. 
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When  horizontal  sheathing  with  uprights  is  used,  a  form  similar 
to  that  shown  above,  in  Fig,  408,  should  be  employed. 

When  this  third  kind  of  mould  is  used,  the  concrete  must  he 
very  wet  to  insure  filling  the  moulds  and  al!  interstices  about  the 
reinforcement.  It  is  held  by  some  engineers  that  there  is  more 
or  less  uncertainty  of  securing  a  homogeneous  concrete  when  this 
third  type  of  column  mould  is  used.  However,  very  satisfactory 
•^sults  have  been  secured  by  others.    With  a  reasonable  amount 
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of  care  it  seems  probable  that  fairly  uniform  results  will  be  ob- 
tained and  in  any  event  it  will  be  largely  used,  as  it  is  about  the 
only  feasible  method  of  moulding  hooped  columns. 

In  all  three  kinds  of  column  moulds  it  is  customary  to  attach 
heavy  cross  frames  at  the  elevation  of  the  cross  girders  and  beams 
to  support  the  ends  of  the  moulds  for  the  latter.  The  column 
mould  in  this  event  acts  as  a  part  of  the  falsework. 

Collapsible  moulds  for  the  interior  of  hollow  columns  of  more 
or  less  intricate  design  are  sometimes  used. 

Figure  411  shows  the  core  used  in  the  construction  of  the 
Kelly  &  Jones  factory,  Greensburg,  Pa.  The  core  was  collapsed 
by  revolving  the  cross  pieces  resting  in  the  slots  about  the  bolts 
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Pig.  410.— Column  Form  for  Ingalls  Building.  Cincinnati,  0 

as  an  axis  until  it  slipped  free  of  the  slots  and  allowed  the  slides  tc 
close  together. 

Sometimes  light  centering  is  used  for  the  core  and  left  in  place 
after  the  column  is  built. 

In  the  first  two  kinds  of  moulds  the  horizontal  ties  may  be  put 
in  place  as  the  work  is  brought  up,  but  in  the  third  style  of  form 
the  skeleton  work  must  be  firmly  wired  in  place  before  concreting 
is  beg^n. 

Fig.  412  shows  T-shaped  form  used  in  the  construction  of  the 
'wall  columns  for  the  Parkville  sub-station  of  the  Brooklyn  Rapid 
Transit  Co. 

Fig.  413  shows  column  mould  used  in  the  construction  of  an 
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Atlantic  City  Hotel  designed  by  the  Trussed  Concrete-Steel  Co., 
of  Detroit,  Mich. 

Another  type  of  column  mould  is  shown  in  Fig.  414.     Thi» 
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mould  was  used  in  the  construction  of  a  water  tower  at  Borden- 
town,  N.  J. 

When  fluted  columns  or  other  special  surfaces  are  desired  the 
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interior  of  the  mould  is  covered  with  strips  of  wood  or  plaster  oi 
Paris  to  secure  the  desired  surface. 

Moulds  are  sometimes  removed  in  from  two  to  six  days  after 
the  concrete  is  put  in.  but  it  is  desirable  to  leave  them  in  place  for 
two  weeks,  and  if  possible  for  a  longer  time.  Hooped  columns 
are  sometimes  constructed  without  special  forms.  The  method  of 
moulding  columns  reinforced  with  expanded  metal,  surrounded 
by  metal  lath,  which  acts  as  a  mould  for  retaining  the  concrete,  is 
fully  explained  on  page  475  in  connection  with  a  description  of  the 
Thompson  &  Norris  Building.  Another  method  used  in  the  con- 
struction of  hooped  columns  for  the  Bush  Terminal  Co/s  building 
is  described  on  page  477.    In  this  column  concrete  shells  are  used 
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Fig.  414. — Column  Form  for  Water  Tower,  Bordcntown.  N.  J. 

to  act  as  a  form  for  the  core  concrete  and  to  hold  the  reinforcing 
metal  in  its  correct  position. 

Centering  for  Floor  Slabs  Between  Beams.— The  construc- 
tion of  centers  for  slabs  and  arches  used  as  a  floor  filling  between 
beams  is  a  comparatively  simple  process.  The  centers  usually 
consist  of  tlat  or  curved  lagging  carried  on  straight  or  archea 
joists  suspended  from  the  steel  beams  or  girders.  When  the  floor 
slab  rests  upon  the  top  flanges  of  the  beams  the  lagging  joist 
may  rest  upon  the  ])ottom  flange  of  the  beams,  as  shown  in  Fig. 
415.  When  the  filling  slab  consists  of  either  a  flat  floor  plate  or 
floor  arch  and  rests  upon  the  bottom  flange  of  the  beams  the 
^3gging  is  sometimes  hung  from  the  bottom  flanges  by  hook  bolts, 
as  shown  in  Fig.  416.      When  hook  bolts  are  used  to  support 
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forms  from  bottom  flange  of  beams  and  the  bottom  flange  of  beam 
is  protected  by  a  layer  of  concrete,  the  hook  bolts  have  to  be 
sawed  off  flush  with  the  face  of  concrete.  This  may  be  avoided  by 
using  the  form  ofhanger  shown  in  Fig.  417.  By  greasing  the  bolt 
before  it  is  put  in  place  it  may  be  unscrewed  and  removed. 

Another  form  used  for  the  floor  filling  between  steel  beams  is 
shown  in  Fig.  418.    This  form  has  the  lagging  supported  by  the 


Fig.  410 — Form  tor  Floor  Slab  on 
Batlom  Flanges  of  Beam- 
main  timber  A,  which  is  2  x  4  ins.  for  spans  not  exceeding  6  ft., 
and  the  whole  is  carried  by  the  2  x  3-in.  timber  B.  resting  upon 
'he  bottom  flange  of  the  beams.  This  latter  piece  is  secured  at 
the  outer  end  by  a  cleat  C  nailed  to  A  and  at  the  inner  end  by  cleat 
D,  also  nailed  to  timber  A.  The  cleat  D  serves  to  support  the 
battered  boards  and  cross  cleat  G,  carrying  lagging  below  bottom 
flange  of  beam.    The  nail  F  is  (Mily  partly  driven,  and  when  it  is 


Fig.  418. — Center   for  Floor  Slab  Between  Stee!  Beams, 
desired  to  remove  the  form  it  is  withdrawn  and  cleat  C  knocked 
off  and  B  withdrawn. 

When  the  lower  flange  is  not  fireproofed  the  battered  lagging- 
rests  against  the  lower  flange  and  part  of  the  timbering  is  dis- 
pensed with.  For  larger  beams  the  spacing  block  K  shown  in  the 
right-hand  part  of  Fig.  418  is  used.  For  small  beams  B  may  be 
omitted  and  A  allowed  to  rest  directly  upon  the  flange  of  the 
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beam.     When  this  is  done  it  is  necessary  to  saw  in  two  the 
timber  A  to  strike  the  forms. 

Wire  ties  are  sometimes  used  to  support  the  lagging,  being 
attached  to  the  beams  through  holes  punched  in  the  top  flanges, 
and  pass  around  and  support  scantling,  which  in  turn  support  the 
lagging. 

When  two  Monier  slabs  are  used  it  is  at  times  customary  to 
fabricate  the  lower  slab  in  advance,  then  block  it  up  to  the  level 
of  the  under  side  of  the  top  flange,  construct  the  top  plate  upon 
it:  as  a  center,  and  when  the  top  slab  has  sufficiently  hardened 
lower  the  bottom  slab  to  its  seat  upon  the  bottom  flange  of  the 
teams  and  plaster  over  the  exposed  bottom  flange  to  protect  it 
against  fire.  This  leaves  an  air  space  between  the  two  slabs. 
Sometimes  this  space  is  filled  with  a  meager  concrete  up  to  the 
level  of  the  second  slab  and  the  latter  constructed  upon  it  as  a 
center. 

In  the  construction  of  the  Donath,  Roebling  and  some  forms  of 
arched  expanded  metal  floors  the  concrete  is  supported  directly 
upon  the  metallic  reinforcing  web,  and  false  centers  are  unneces- 
sary. 

After  putting  the  centering  in  place  the  usual  procedure,  when 
the  expanded  metal  and  various  forms  of  Monier  lattice  systems 
are  used,  is  to  place  the  reinforcement  directly  upon  the  lagging, 
then  deposit  a  single  layer  of  concrete  upon  top  of  it.  Some- 
times an  effort  is  made  to  draw  the  netting  up  into  the  concrete 
by  means  of  hooks  and  work  the  concrete  under  and  around  the 
metal.  These  are  verv  unsatisfactory  methods,  as  in  the  first  case 
it  is  necessary  to  leave  the  meshing  more  or  less  exposed  or  plaster 
it  over  afterwards,  and  in  the  second  case  the  final  location  of  the 
merhin|2r  is  very  uncertain. 

A  better  method  is  to  place  a  thin  layer  of  concrete  upon  the 
centering,  lay  the  netting  upon  this,  and  then  deposit  the  con- 
crete, ramminc^  it  into  place  until  the  level  of  the  second  rein- 
forcement is  reached ;  put  it  in  place  and  cover  it  with  concrete 
until  the  proper  thickness  is  secured,  or  when  a  single  reinforce- 
ment is  used  carry  the  concrete  to  the  top  at  once.  This  method 
\?  always  employed  when  single  bar  reinforcements  are  used,  care 
beinc:  taken  to  nroperly  space  the  rods.  Tn  the  Columbia,  Miillcr, 
Wiinch  and  Melan  systems,  owing  to  the  stiffness  of  the  rein- 
forcement, it  is  not  difficult  to  locate  it  in  the  proper  position. 
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Upon  the  correct  location  of  the  reinforcement  in  the  slab,  and 
the  placing  of  the  concrete  in  such  a  manner  that  it  will  act  as  a 
monolith,  the  strength  of  the  floor  slab  and  the  utility  of  the  con- 
struction depends.  These  requirements  are  essential  to  secure 
the  strength  and  stability  of  the  construction,  and  too  much  care 
cannot  be  taken  to  see  that  they  are  properly  carried  out. 

Care  should  ako  be  taken  when  expanded  metal  or  wire  mesh 
reinforcements  are  used  to  cut  the  sheets  to  the  proper  length. 
If  they  are  too  long,  the  workmen  sometimes,  instead  of  cutting 
them  to  proper  dimensions,  try  to  force  the  sheet  down  into  place, 
and  the  resulting  location  of  the  metal  and  its  utility  as  a  ten- 
sion member  becomes  of  doubtful  value  at  best. 

When  no  ceiling  plate  is  used  the  lagging  must  be  dressed 
smooth,  or  objectionable  marks  will  be  left  upon  the  concrete. 
The  surface  of  the  lagging  should  be  coated  with  soft  soap  or 
grease  to  prevent  the  concrete  from  adhering  to  the  boards ;  some- 
times oiled  paper  is  used.  This  is  very  important,  as  every  pre- 
caution must  be  taken  to  keep  the  centers  from  sticking  to  the 
concrete;  otherwise  difficulty  will  be  experienced  in  striking  the 
centers,  and  if  force  be  used  the  concrete  will  be  permanently 
injured.  Under  no  consideration  should  the  lagging  be  jarred 
loose  by  blows  from  a  crowbar  or  sledge. 

Monolitliic  Floor  Constmction. — The  ordinary  type  of  mono- 
lithic floor  consists  of  main  girders  spanning  between  walls  and 
columns  and  supporting  floor  ribs  at  right  angles  to  them;  these 
latter  in  turn  support  a  flat  floor  slab. 

Two  methods  of  construction  are  employed:  First,  the  forms 
for  the  girders  are  built  up  to  the  level  of  the  bottom  of  the  cross 
beams,  and  the  concreting  brought  up  to  the  same  level;  then 
the  forms  for  the  cross  beams  and  girders  are  carried  up  to  the 
bottom  of  the  floor  slab  and  concreted  to  the  same  level,  after 
which  the  slab  forms  are  constructed  and  the  concreting  finished. 
Second,  the  entire  construction  of  the  given  floor  or  floor  section 
is  built  up  as  one  continuous  operation  and  make  a  perfect  mono- 
lith. The  first  method  is  commonly  used  in  Europe,  but  in  this 
country  the  more  truly  monolithic  construction  of  the  second 
method  is  most  frequently  used,  and  deserves  its  well  merited 
popularity.  While  the  methods  in  both  cases  are  essentially  simi- 
lar, and  the  forms  used  vary  but  little  in  general  detail,  both 
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methods  will  be  described  and  illustrative  examples  given  of 
forms  used  on  important  constructions. 

The  moulds  for  the  girders  are  usually  supported  at  their  ends 
by  the  column  and  wall  moulds.  Either  extensions  of  tfie  frames 
are  run  out  or  cleats  are  nailed  on  the  sides  of  the  forms  to  sup- 
port the  ends  of  the  boxes.  Between  columns  the  mould  boxes 
are  supported  by  posts  resting  upon  double  wedges  for  adjusting 
their  height. 

The  Hennebique  type  of  mould  is  constructed  of  a  bottom 
piece  B  (Fig,  419),  and  supported  at  intermediate  points  by 
vertical  posts  and  at  the  ends  by  the  column  and  wall  moulds. 
Two  side  pieces  B'  reach  up  to  the  level  of  the  under  side  of  the 
secondary  beams.  These  side  pieces  are  held  together  by  clamps, 
as  shown  in  Fig.  420,    The  clamp  shown  is  for  use  in  small  beam 


FlB.  419.— HenneblQue  Form  tor  Slab  and  Girder  Floore. 
and  column  conslruction.  It  consists  of  the  hook  A,  made  from 
a  J4  ^  i>:j-in.  iron  flat  by  bending  one  end  to  a  curve,  as  shown. 
The  dog  B  is  of  square  iron,  with  one  end  slightly  bent  to 
form  the  jaw,  and  has  a  hole  at  the  other  end  somewhat  lai^r 
than  the  shank  of  the  hook  piece  A.  The  dog  is  slipped  upon  the 
shank  and  tightened  by  hammering  on  the  lower  end  until  it 
jams.  The  outward  pressure  of  the  form  boards  upon  the  upper 
end  causes  it  to  bind  and  prevents  it  slipping  back.  If  need  be,  a 
wedge  of  wood  may  be  driven  in  to  assist  in  tightening  the  clamp. 
This  form  of  clamp  is  used  in  both  column  and  beam  construction. 
It  is  usually  desirable  to  construct  the  bottom  of  the  girder  or 
beam  mould  of  one  piece  of  timber,  but  when  the  beams  are  large 
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and  the  span  wide  two  or  more  pieces  may  be  used,  care  being 
taken  to  so  fasten  them  together  that  the  top  surface  of  adjacent 
pieces  will  remain  flush  at  splice  points. 

Care  must  be  taken  that  the  top  edges  of  the  side  pieces  B' 
are  level  with  the  lower  side  of  the  cross  beams,  as  the  sides  of 
the  boxes  for  these  will  rest  upon  the  top  edges. 

Chamfers  for  the  bottom  of  the  beams  or  girders  are  formed  by 
lightly  nailing  triangular  strips  in  the  bottom  comers. 

When  this  portion  of  the  form  has  been  constructed  it  is  cus- 
tomary to  tamp  concrete  in  the  bottom  of  the  form  to  the  thick- 
ness desired  below  the  reinforcement,  place  the  reinforcing  rods 
in   position,  together  with  the  stirrups,  and  hold  the  latter  in 
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End 
Elevation 


Side    Elevation. 
Pig.  420. — Hennebique  Clamp   for  ^loor  Girder  Floors. 

place  with  small  mounds  of  concrete ;  then  bring  the  concrete 
up  to  the  bottom  level  of  the  cross  beams. 

The  bottom  and  sides  of  the  moulds  for  the  cross  beams  are 
now  put  in  place.  The  bottom  C  is  supported  at  the  ends  by 
cleats  nailed  to  the  sides  of  the  main  beams,  and  intermediate 
posts  support  it  at  frequent  intervals. 

The  side  pieces  C  rest  on  the  side  of  the  girder  moulds,  and 
are  held  together  by  clamps  at  the  bottom  and  pieces  of  board 
nailed  to  the  top  edges.  The  level  of  the  top  of  the  sides  C  of 
the  secondary  beams  and  the  additional  side  pieces  B"  of  the 
primary  beams  are  made  so  that  when  the  bottom  boards  of  the 
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floor  lagging  rest  upon  them  their  top  surface  will  be  at  the  cor- 
rect elevations  of  the  under  sides  of  the  floor  slabs.  The  planks 
forming  the  top  side  pieces  of  the  primary  beams  are  held  together 
by  pieces  nailed  to  the  side  and  distance  pieces  nailed  to  their  top 
edges. 

The  main  and  secondary  beams  are  now  moulded  up  to  the 
level  of  the  under  side  of  the  floor  beams. 

The  floor  centering  is  next  put  in  place  and  the  concreting  con- 
tinued as  rapidly  as  possible.  The  floor  lagging  is  supported  on 
the  top  edges  of  the  sides  of  the  principal  beam  boxes  and  runs 
parallel  with  the  secondary  beams.  The  edges  of  the  outside 
plank  in  each  panel  rest  upon  and  are  even  with  the  inside  of  the 
cross  beam  sides.  Cross  timbers,  supported  at  the  ends  by 
cleats  nailed  to  the  sides  of  the  cross  beam  boxes,  or  sometimes 
supported  by  posts,  are  placed  at  proper  intervals  to  keep  tlie  floor 
planks  from  sagging. 


*% 


Pig.  421. — Girder  Form  Used  in  Ingalls  Building,  Cincinnati.  0. 

Care  should  be  taken  to  keep  the  beam  and  girder  boxes  in  line, 
and  in  all  cases  proper  spacing  should  be  rigidly  maintained 

Fig.  421  shows  a  girder  form  used  in  the  construction  of  the 
Ingalls  Building.  These  moulds  were  carried  on  timbers  between 
column  moulds  and  by  posts  at  the  center  span. 

It  is  soi7ietimes  desired  to  remove  the  sides  of  the  beam  and 
girder  moulds  before  the  floor  is  constructed.  In  order  to  do 
this  the  sides  of  the  boxes  are  run  up  to  the  level  of  the  under 
side  of  the  floor.  When  the  concrete  is  sufficientlv  hard  the  sides 
of  the  boxes  are  removed  and  the  floor  lagging  put  in  place 
between  the  beams.  The  lagging  is  held  at  the  proper  eleva^ 
tion  by  cross  pieces  resting  upon  timbers  clamped  at  the  proper 
height  to  the  side  of  the  cross  beams  and  supported  by  props. 

Another  method  is  to  lay  transverse  lagging  upon  longitudinal 
timbers  supported  by  posts.     Fig.  422  shows  a  form  of  indepcn- 
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dent  mould  for  a  floor  panel.    When  in  place  the  concreting  is 
carried  on  as  before. 

Many  modifications  of  the  above  described  type  of  floor  form^ 
are  used.  Fig.  423  shows  a  modification  of  the  Hennebique  forms, 
in  which  the  clips  are  omitted  and  a  slightly  diflFerent  arrange- 
ment of  the  side  plank  and  lagging  used.  The  parts  are  fastened 
together  with  wood  or  lag  screws. 


Fig.  422.— Independent  Mold  for  Floor  Panel. 

The  methods  of  construction  used  in  the  United  Shoe 
Machinery  Co.'s  building  are  a  good  example  of  the  best  practice 
in  reinforced  concrete  building  construction.  The  following 
description  of  the  manner  of  conducting  this  work  is  slightly 
condensed  from  an  article  in  "Engineering  News"  by  George  P. 
Carver,  Resident  Engineer  for  this  work. 

After  the  foundation  walls  and  footings  for  the  columns  had 


Fig.    42S. — Modification    of   the    Hennebique    Forms   with   Clamps   Omitted. 

been  completed  tbe  clay  sub-grade  of  the  floor  was  leveled  and 
well  tamped  and  a  4-in.  layer  of  concrete  laid  and  rolled  for  the 
sub-floor.  When  the  sub-floor  had  set,  spiral  coil  and  rod  rein- 
forcements for  the  lower  intermediate  columns  were  set  up  and 
inclosed  in  a  column  form  set  to  line  and  temporarily  braced.  The 
lower  columns  were  22  ins.  and  octagonal  in  shape.  The  exterior 
columns  on  one  side  of  each  building  were  constructed  to  act  as 
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hot-air  flues.  Before  setting'  the  forms  for  these  columns  a  hollow 
brick  lining  was  built  n\>  to  the  grade  of  the  next  floor  and  the 
brick  lining  was  mopped  with  asphalt  This  lining  was  then 
encased  in  a  rectangular  wooden  form,  allowing  from  8  to  12  ins. 
thickness  of  concrete  around  the  brick.  The  columns  were  rein- 
forced with  vertical  rods  and  hoops  placed  at  intervals  throi^- 
out  the  height.  The  column  forms  used  in  this  building  arc 
described  on  page  577. 

When  all  the  column  forms  had  been  set  and  temporarily  braced 
the  forms  for  the  girders  were  set  up,  resting  upon  tall  horses 
spaced  about  3  ft,  centers,  the  ends  of  the  girder  forms  fitting  with 
the  top'  of  the  column  forms.  Figure  424  shows  details  and 
material  for  the  beam  and  girder  forms. 


Fig.  424— Qlrder  Form.  Uni 


Machinery  Co.'s  Factory,  Beverlr.  **•*■■ 


These  girder  forms  consisted  of  a  bottom  board  set  on  the 
horses  and  sides  made  up  of  short  pieces,  having  U-shaped  open- 
ings for  the  beam  forms,  which  were  set  in  a  manner  similar  to 
the  girder  forms.  The  girder  forms  extended  enti'rely  across  the 
building  on  each  row  of  columns,  which  were  20  ft.  apart.  Mid- 
way between  these  girders  was  placed  a  bridging  beam  form 
entirely  across  the  floor,  and  between  the  girder  and  brid^ng 
beams  running  across  the  building  were  set  the  floor  beam  fomiSi 
aboul  10  ft.  long,  spaced  between  3  and  4  ft.  apart. 

The  forms  for  the  floor  slab  and  beams  consisted  of  bottomless 
boxes  made  with  outer  dimensions  exactly  conforming  to  the  clear 
distance  between  beams  and  girders.  They  were  spaced  to  secure 
the  proper  location  of  girders  and  beams  and  with  their  upper 
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surtace  in  the  plane  of  the  lower  surface  of  the  floor  slab.  Their 
ends  and  sides  thus  formed  the  vertical  sides  of  mould  for  the 
floor  beam  and  girders.  The  bottoms  of  tljese  moulds  were  made 
by  horizontal  strips,  being  fitted  between  the  adjacent  boxes.  The 
boxes  are  supported  on  their  lower  edges  by  the  column  moulds 
and  on  intermediate  supports  under  the  beams,  as  indicated  in  the 
cross  section.  The  upper  sides  of  the  boxes  are  formed  with 
5  X  i^-in.  boards  laid  lengthwise,  battened  together  on  the  under 
side  and  supported  on  cross  strips  3  ft.  apart.  The  upper  edges 
are  rounded  to  a  i^-in.  radius,  and  small  triangular  shaped  wood 
fillets  were  placed  in  the  lower  angles  of  the  beam  and  girder 
moulds  to  prevent  sharp  corners  on  the  concrete. 

Splayed  joints  between  the  sheathing  boards  were  used  to 
prevent  damage  from  swelling.  The  beams  and  girders  were  so 
located  as  to  secure  uniform  distances  between  them,  thereby 
enabling  the  moulds  to  be  used  several  times.  Moulds  were  pro- 
vided to  construct  a  complete  floor.  The  sides  of  the  beam  and 
girder  forms  were  temporarily  held  apart  by  strips  of  the  required 
length.  These  were  taken  out  as  the  concrete  was  poured.  When 
the  column,  girder,  beam  and  floor  forms  were  all  set  and  secured 
to  line  and  grade  the  columns  were  poured  up  to  the  level  of  the 
bottom  of  the  girders  and  allowed  to  set.  The  columns  were 
poured  in  the  following  manner :  A  mixing  board  was  placed  in 
close  proximity  to  the  column  to  be  poured  and  a  bucket  of  con- 
crete from  the  cableway  was  dumped  upon  this  board.  In  this 
connection  it  is  necessary  to  state  that  a  mixing  plant  was  erected 
at  one  side  of  the  work,  a  large  Ransome  mixing  machine  being 
used,  and  the  concrete  conveyed  to  the  particular  portion  of  the 
work  under  construction  by  means  of  a  cableway.  The  concrete 
was  usually  very  wet  and  of  i  :  2  :  4  mixture  of  small  crushed 
stone  or  gravel.  Previous  to  pouring  a  column  the  form  was 
cleaned  of  all  small  blocks  of  wood,  shavings  and  sweepings  which 
bad  gotten  into  it.  A  stream  of  water  from  a  ^-in.  hose  was 
then  turned  into  the  column.  The  first  i  or  2  ins.  of  material  put 
into  the  column  form  consisted  of  a  mixture  of  i  to  ij/^  grout,  to 
make  a  good  bond  between  the  old  and  new  concrete.  The  con- 
crete from  the  mixing  board  was  shoveled  on  top  of  this  grout, 
and  men  with  14-ft.  cutting  tools  made  of  wood  and  pointed  with 
metal  worked  the  concrete  in  between  the  reinforcement  and  the 
form,  while  a  man  with  a  heavy  tamping  tool  rammed  the  con- 
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Crete  inside  the  coil.  Good  results  were  obtained,  and  very  few 
voids  showed  in  the  concrete  when  the  forms  were  removed.  In 
the  bottom  of  the  g^r(^r  forms  and  on  a  beveled  wood  strip  ij/^ 
in.  high,  to  form  a  slot  in  the  bottom  of  the  girder,  holes  were 
bored,  ^-in.  in  diameter,  over  which  were  set  small  castings 
holding  ^-in.  anchor  bolts,  which  projected  down  through  the 
forms  the  required  distance,  for  use  later  as  a  means  of  supporting 
shaft  hangers.  For  a  detailed  description  of  the  shaft  hangers 
used  see  page  563. 

All  surfaces  coming  in  contact  with  the  concrete  were  oiled  to 
enable  the  forms  to  be  readily  removed.  After  the  system  of 
anchor  bolts  for  the  shaft  hangers  had  been  installed  the  forms 
were  treated  with  a  coating  of  crude  oil  and  the  steel  placed  in 
the  bottom  of  the  beam  and  girder  forms.  A  small  supporting 
template  of  concrete  was  made  the  width  and  shape  of  the  beam 
and  lyi  ins.  thick  and  grooved  on  top  in  as  many  places  as  there 
were  rods  for  the  form.  These  blocks  were  used  to  hold  the 
steel  in  position  and  keep  it  the  correct  distance  from  the  sides 
and  bottom  of  the  forms,  and  >yere  left  in  the  forms.  The  rods 
placed  in  the  bottom  of  the  beam  and  girder  forms  vary  in  size 
from  J4  to  I  in.,  according  to  the  depth  and  width  of  the  beam. 
These  bottom  rods  are  of  a  sufficient  length  to  have  a  bearing  on 
the  columns  at  either  end,  where  they  are  lapped  and  fitted  with  a 
coil  coupling,  wliich  consists  of  a  coiled  spring  of  flat  band  steel 
loosely  placed  aroimcr  the  lapped  ends  of  the  rods. 

In  connection  with  these  bottom  rods  are  placed  U-shaped 
bar  stirrups,  the  lowest  part  of  which  are  under  the  tension  rods. 
These  U-bars  for  the  most  part  were  l/^-'m.  twisted  steel  rods,  and 
were  usually  four  in  number  at  each  end  of  a  beam,  to  strengthen 
the  beam  for  vertical  shearing  strains.  They  are  placed  at 
increasing  distances  from  the  column  toward  the  center  of  the 
beam,  as  8,  12,  16  and  20  ins.,  these  distances  depending  upon  the 
depth  of  the  beam.  The  IT-bars  were  secured  to  the  tension  rods 
with  wire,  and  were  held  in  place  by  a  line  of  wire  running 
between  the  tops  of  the  same. 

Great  care  was  taken  in  the  inspection  of  this  work  to  see  that 
the  steel  was  clean  and  free  from  rust  scales.  A  thin  coat  of  rust 
was  thought  to  do  no  harm,  and  probably  90  per  cent,  of  the  steel 
had  a  thin  coat  of  rust ;  hut  if  the  steel  was  coated  with  rust  scales 
before  placing  it  in  the  forms  it  was  treated  in  a  pickling  bath  of 
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sulphuric  acid  and  water,  which  effectively  removed  the  rust.  In 
some  instances  the  rust  was  removed  by  the  use  of  a  wire  blush. 
When  the  tension  members  and  the  U-bars  were  in  place  con- 
creting was  commenced.  Usually  a  gang  of  twenty-five  or  thirty 
men  handled  the  concrete,  which  was  delivered  in  buckets  by  the 
cableway.  Sections  50  and  60  ft.  long  were  poured  at  one  time, 
this  being  the  distance  between  the  expansion  joints,  as  explained 
on  page  566.  When  the  pouring  was  begim  a  i :  i  J^  mixture  of 
grout  was  first  used  to  fill  in  around  the  steel  in  the  bottoms  of  the 
forms.  This  grout  was  well  worked  in  .and  cut  with  tools  so  that 
every  part  of  the  steel  rods  would  be  covered  with  concrete.  The 
1:2:4  fine  gravel  or  crushed  stone  mixture  was  then  shoveled 
from  the  mixing  boards  into  the  beams  and  girders  on  top  of  the 
steel  and  continually  cut  and  tamped  with  a  tool  shaped  like  a  hoe 
with  the  blade  turned  down  in  line  with  the  handle.  In  this 
manner  the  concrete  was  brought  up  to  the  top  of  the  beam,  when 
the  cantilever  rods  were  placed.  These  rods  were  laid  along  the 
beam,  the  centers  of  the  rods  being  on  the  tops  of  the  columns 
and  with  their  ends  abutting.  After  placing  these  cantilever  rods 
and  embedding  them  in  the  concrete,  the  beams  and  girders  being 
brought  to  this  height,  a  layer  of  concrete,  varying  in  thickness 
from  J4  to  ^  in.,  was  spread  over  the  floor  area,  and  on  this  were 
laid  ^-in.  rods,  spaced  i  ft.  centers  and  running  across  the  floor. 
The  ends  of  these  rods  lapped  9  ins.  usually  over  a  beam.  On  top 
of  these  rods  were  placed  a  layer  of  concrete  of  sufficient  depth 
to  bring  the  floor  slab  up  to  within  i  in.  of  the  finished  grade. 
This  layer  was  well  rolled  with  a  metal  sheathed  roller  about  30 
ins.  in  diameter  and  weighing  250  lbs.  The  wearing  surface  was 
laid  on  this  base  within  an  hour  or  two  after  the  floor  was  poured. 
The  wearing  surface  was  screeded  to  a  level  surface  and  then 
troweled  until  a  smooth  surface  was  obtained.  In  hot  or  rainy 
weather  the  floor  surface  was  protected  by  a  canvas  covering 
spread  over  a  temporary  framework  over  the  section  being  fin- 
ished. After  the  wearing  surface  had  set  it  was  spread  over  with 
a  layer  of  wet  sand,  the  sand  being  kept  Wet  continually  for  a 
period  of  about  ten  days.  The  moulds  were  removed  at  the  end  of 
fourteen  days,  cleaned,  repaired  and  set  up  for  the  next  floor. 
Intermediate  posts  were  retained  under  the  middle  of  the  beams 
for  several  days  longer 
A  very  careful  supervision  was  carried  on  by  a  corps  of  able 
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inspectors.    This  resulted  in  securing  a  very  satisfactory  class  of 
work. 
Figure  425  shows  a  girder  and  column  forms  used  in  the  coo- 


Flg.  425. — Girder  and  Columa  Form  tor  MlnaeapollB  Warehouse, 
struction  of  a  warehouse  at  Minneapolis.  Minn,     The  materials 
used  are  fully  shown  in  the  figure.     These  forms  were  light  in 
weight  and  easily  erected  and  taken  down. 


Fig.  420,— Slab  and  Clrder  Floor  Mold,  Central  FeU  and  Paper  Co.'a  Pactorr- 
Figure  426  shows  girder  and  floor  mould  used  in  the  construc- 
tion of  the  Central  Felt  &  Paper  Co.'s  factory.  Long  Island  City. 
N,  Y.  Details  of  the  construction  are  shown  clearly  in  the  sketch. 
By  the  withdrawal  of  the  lag  screws  the  bottom  pieces  were  eaaly 
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detached  from  the  vertical  sides.  Both  the  bottom  and  side  pieces 
were  supported  independently  on  transverse  cap  planks  resting 
upon  6-in.  x  8-in.  posts  spaced  6  to  8  ft.  apart  on  the  center  line 
of  the  girders.  The  bottom  piece  consisted  of  a  single  plank  from 
t  to  3  ins.  thickness ;  the  side  pieces  of  4  x  }i-ia.  boards  nailed  to 
2  X  4-in.  top  and  bottom  hori- 
zontal pieces.  A  third  2  > 
horizontal  piece  was  placed  near  ■  ^ 
the  top  to  support  the  joist 
carrying  the  lagging  of  the  floor 
slab  mould.  Vertical  strips 
under  the  ends  of  these  joists 
transmitted  their  load  to 
lower  horizontal  strips  and  post  , 
caps.  The  lower  edges  of  the 
side  pieces  were  temporarily '" " 
screwed  to  the  bottom  pieces, 
and  the  upper  edges  spaced  by 
cross- ties,  from  which  the  rein- 
forcing rods  were  hung  until  ' 
the  concreting  was  begun.  The  %^ 
first  boards  of  the  floor  slab 
lagging  were  nailed  to  the  edges  ^ 
of  the  side  pieces  and  to  the 
ends  of  the  joist;  the  other 
boards  were  laid  loose. 

After  the  floor  slab  concrete 
had  set  about  seven  days,  the 
ll-.Kir  joists  were  turned  on  their 
side  faces  and  the  lagging 
lowered  a  few  inches  below  the 
ceiling.  A  few  days  later  the 
side  pieces  of  the  girders 
unscrewed  and  removed,  the 
bottom  pieces  being  left  in  place 

some  three  weeks    longer,  until  the    concrete    had  thoroughly 
hardened. 

In  this  construction  the  reinforcing  rods  were  wired  together 
and  fixed  firmly  in  place  in  the  moulds  before  the  concreting  was 
begun  and  so  held  that  they  would  not  be  displaced  by  ramming. 
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Figure  427  shows  beam  moulds  and  centenng  used  for  support- 
ing the  hollow  tile  and  reinforced  concrete  floor  construction  used 


FlK-  428. — Girder  Form*.  Central  Peiuieylvuila  TracUon  Co.'a  Car  Banu 


20.— Slab  ana  Girder  Floor  Forme  of  tJnit  Concrete  Steel  Prune  C» 
in  the  construction  of  an  Atlantic  City  hotel,  designed  by  the 
Trussed  Concrete-Steel  Co.,  Detroit,  Mich. 

Figure  428  shows  the  forms  and  centering  supporting  them  used 
in  the  construction  of  the  shops  and  car  houses  of  the  Central 
Pennsylvania  Traction  Co..  Harrisburg,  Pa. 
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The  framing  of  forms  for  columns,  girders,  beams  and  slabs 
shown  in  Fig.  429  are  recommended  by  the  Unit  Concrete-Steel 
Frame  Co.,  of  Philadelphia,  Pa.,  to  whom  the  author  is  indebted 
for  the  drawings.  The  method  of  framing  and  wedging  scaf- 
folding to  support  forms  is  also  shown.  The  posts  may  be 
loosened  by  knocking  out  the  wedges  upon  which  they  rest.  The 
side  pieces  of  girder  forms  are  also  released  by  driving  out  the 
bottom  wedges.  The  side  pieces  may  then  be  removed  and  the 
bottom  plates  left  in  place. 


FiK.  430. — Slab  Bad  Oirder  Floor  Forms,  PaelOc  Borai  Co. 'a  Factory, 

Fig.  430  shows  the  form  of  moulds  employed  in  the  construction 
of  the  floors  in  the  extension  to  the  Pacific  Borax  Co.'s  building, 
Bayonne,  N.  J,  The  mould  consisted  of  collapsible  bottomless 
boxes  having  solid  sides  and  tops,  and  exactly  corresponding  in 
shape  and  dimensions  to  the  cavity  of  the  panel  between  each  pair 
of  girders  and  floor  beams,  which  they  connected. 

A  number  of  these  moulds  were  set  side  by  side,  with  their  end» 
resting  on  stringers  carried  by  column  moulds  and  with  spaces 
between  each  equal  in  width  to  the  thickness  of  the  floor  beams. 


Fig.  4R1.— Slab  i,nd  Girder  Floor  Mold,  Kelly  A  Joaea  Factory. 

The  bottoms  of  these  spaces  were  closed  by  boards,  resting  in 
c'eats  nailed  to  the  side  of  the  boxes.  To  collapse  the  mould  it 
was  cut  in  half  diagonally.  These  two  parts  are  clamped  together 
by  a  slotted  plate,  which,  when  loosened,  allows  the  parts  to  slide 
past  each  other  and  partly  collapse  the  mould. 

Another  form  of  collapsible  mould,  used  in  the  Kelly  &  Jones 
factory  building,  mentioned  on  page  500,  is  shown  in  Fig.  431. 
This  mould  is  in  reality  a  core  between  the  beams  and  girders, 
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and  consists  of  a  horizontal  top  and  four  vertical  sides  connected 
with  rounded  and  beveled  comers.  The  side  pieces  are  nailed  to 
vertical  cleats  and  have  stiffening  strips  on  the  lower  edges.  The 
moulds  are  made  in  two  equal  parts,  with  a  hinged  joint  through 
the  longitudinal  tenter  line  of  the  upper  surface.  When  put  in 
position  the  upper  surfaces  are  in  the  same  horizontal  plane  and 
the  mould  is  held  open  by  transverse  struts  between  the  lower 
edges.  The  bottom  of  the  beams  are  formed  by  horizontal  boards 
resting  upon  the  flange  pieces  of  the  sides  of  the  mould  boxes. 
These  boxes  are  supported  in  the  usual  manner  by  the  column 
mould  at  the  ends  and  intermediate  posts. 

When  it  is  desired  to  remove  the  moulds  the  cross  bars  are 


Fix-  432.— Method  ot  Stopping  Work  on  Concrete  Slab, 
knocked  loose  in  the  bottom  of  the  mould,  and  a  few  taps  cause 
it  to  close  enough  on  its  center  hinges  to  collapse.    When  freeing 
itself  from  the  concrete  it  fell  and  was  caught  on  horizontal  ropes 
stretched  for  the  purpose. 

When  provision  is  to  be  made  for  expansion  in  the  floor  a  joint 
is  sometimes  made  in  the  floor  slab  on  the  center  line  of  a  beam  or 
girder,  and  when  double  girders  are  constructed  for  the  same 
purpose  only  a  slight  modification  of  the  usual  type  of  mould  is 
needed.  In  the  case  of  twin  girders  a  partition  cutting  off  half 
o'  the  mould  is  used.  The  concrete  is  put  in  up  to  this  partition, 
which  is  removed  when  it  has  sufficiently  hardened ;  then  the 
concreting  is  continued.  To  make  a  more  positive  clearage  plane, 
paper  or  canvas  may  be  placed  at  the  division  plane  against  dw 
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concrete  first  put  in  and  the  concrete  laid  up  against  it.  This  wilt 
break  any  possible  surface  bonding. 

Conoietingr. — While  no  special  instructions,  other  than  those 
already  set  forth,  need  be  given  for  concreting  floors,  it  will  be 
well  to  emphasize  a  few  points,  as  careful  and  conscientious  work 
i^  necessary  to  secure  good  results.  The  mixing  should  be 
thorough,  A  wet  mixture  is  to  be  preferred,  but  there  is  danger 
in  using  too  much  water.  Care  should  be  taken  in  placing  the 
concrete.  Tamping  should  not  be  neglected,  and  when  the  mix- 
ture is  too  wet  to  successfully  tamp  it  may  be  cut  and  spaded, 
either  with  an  ordinary  spade  or  one  made  for  the  purpose.  A 
special  tool,  having  a  6  x  8  x  J^-in.  blade  attached  to  a  5-ft.  gas- 
pipe  handle,  is  used  by  Ransome  companies  in  much  of  their 
work. 

When  the  concrete  is  tolerably  dry  it  is  sometimes  compacted 


Pig.  433. — Method  of  Stopping  Work  on  Beams  and  Olrdera. 
by  rolling.     In  the  Kelly  &  Jones  factory,  at  Greensburg,  Pa.,  a 
3  X  3-ft.  250-lb.  wooden  roller  was  first  used;  then  a  2j^  x  zj/^- 
ft.  700-lb.  iron  roller,  for  compacting  the  floor  slab.    Very  satis- 
factory results  were  reported. 

In  stopping  the  work  for  the  night  the  concreting  of  principal 
beams  should  be  left  off  over  a  column  as  near  the  center  line  as 
possible.  Secondary  beams  should  be  left  off  at  the  principal 
beams,  but  in  all  cases  the  principal  beams  should  be  moulded 
through  at  one  time.  In  like  manner  the  concreting  of  the  floor 
slab  should  be  left  off  at  center  line  of  the  beams.  The  method 
recommended  by  the  Unit  Concrete-Steel  Frame  Co.  for  stopping 
off  concreting  when  work  cannot  be  carried  on  continuously  is 
shown  in  Figs.  432,  433  and  434.  Fig.  432  is  a  part  plan  and 
Figs.  433  and  434  are  sections  showing  manner  in  which  concrete 
work  should  be  stopped.    It  is  desirable  to  make  the  operation  of 
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concreting  as  nearly  continuous  as  possible,  as  only  by  so  doing 
will  a  perfect  monolith  be  secured.  In  no  case  should  the  con- 
crete be  stopped  before  the  full  thickness  of  the  floor  slab  is 
secured  over  the  entire  surface  laid  for  the  day's  work. 

The  concrete  in  the  floor  slab  should  be  permitted  to  set  for  at 


Pig.  4M. — Arrangement  of  FornaH  lor  Stopping  Coocrete  Work, 
least  a  week  before  removing  the  frames ;  two  weeks  would  be 
better.  When  the  lagging  is  removed  an  occasional  plank  near 
the  center  of  the  span  should  be  left  in  and  supported  by  a  post. 
The  sides  of  beam  moulds  may  be  removed  soon  after  the  floor 
slab  moulds  are  taken  down,  but  the  bottoms  of  the  beam  moulds 


Pig- 


Molds   Removed   kod 


should  be  left  in  place  for  three  or  four  weeks,  after  rcmovii^ 
while  the  beams  and  girders  should  be  supported  by  props  until 
the  concrete  is  six  or  eight  weeks  okl. 

F'g-  435  shows  the  under  side  of  a  floor  system  with  the  moulds 
removed,  but  supported  by  occasional  posts.  It  is  advisable  when 
the  floor  surface  is  exposed  to  the  rays  of  the  sun  in  warm  weather 
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to  cover  it  with  cloth  or  burlap,  kept  continuously  wet  or  kept  well 
sprinkled ;  otherwise  bad  shrinkage  cracks  will  be  formed. 

Kniih  of  Floors. — This  will  depend  on  the  purpose  of  the  floor. 
Tiling  or  mosaic  work  may  be  laid  on  the  top  surface  of  the 
concrete,  with  a  plaster  bed,  in  the  usual  manner.  For  ordinary 
factory  floors  a  finish  of  rich  cement  mortar  from  J4  to  i  in.  in 
thickness,  trowelled  smooth,  is  sometimes  used.  If  a  better  finish 
and  a  harder  surface  is  desired,  a  granolithic  finish  may  be  used. 
This,  if  possible,  should  be  laid  while  the  concrete  is  still  soft.  If 
Ji  top  surface  of  wood  is  desired,  nailing  strips  are  set  in  the  con- 
crete or  upon  it,  with  a  filling  of  cinder  concrete  between  them, 
and  the  floor  surface  nailed  to  them. 

The  methods  to  be  used  in  finishing  a  concrete  floor  surface  are 
similar  in  all  respects  to  that  used  for  finishing  sidewalks,  and 
fully  described  on  page  127. 


.  J ■ ■-■ 
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Pig.  436.— Potter's  WaU  Form. 

The  Construction  of  Walls  and  Partitions. — Forms  for  walls  and 
partitions  may  be  constructed  a^in  columns,  between  timber  sides 
extending  the  entire  height  of  the  wall.  The  reinforcing  rods 
or  network  are  first  put  in  place;  the  walls  of  the  mould  erected, 
and  the  concrete,  mixed  wet,  is  then  put  in  and  rammed  with  long 
slender  rammers  to  force  it  around  the  metal.  Forms  of  this 
kind  consist  of  uprights,  placed  at  fairly  close  intervals,  which 
hold  the  sheathing  in  place.  Stlfnts  and  crossties  are  used  to  keepP 
the  uprights  in  line  and  the  sheathing  at  proper  intervals  apart: 
Bolts  and  wire  ties,  extending  through  the  wall,  are  used  for  this 
purpose.  Hennebique  sometimes  uses  a  modification  of  this 
method.  The  mould  on  one  side  is  built  in  panels  M  the  way  up; 
and  the  other  side  is  brought  up  as  the  concreting  proceeds.  The 
longitudinal  rods  are  placed  as  the  concrete  is  brought  up  to  the 
proper  elevation.  This  method  enables  the  concrete  to  be  placed 
in  layers  of  moderate  thickness  and  to  be  thoroughly  rammed  as 
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it  is  put  in.  The  construction  of  the  above  type  of  wall  mould 
consumes  a  large  amount  of  lumber,  which  is  of  little  value  after 
being  once  used.  They  are  frequently  used  when  timber  is  cheap, 
as  the  cost  of  erection  is  quite  low. 

A  form  of  wall  mould  described  by  Thomas  Potter  in  his  woric 
on  "Concrete ;  Its  Use  in  Building,"  is  shown  in  Fig,  436.  These 
forms  consist  of  pairs  of  vertical  posts  placed  at  convenient 
intervals  and  connected  by  tie-bolts  passing  through  conical 
washers  to  preserve  proper  spacing  between  them.  Movable 
frames,  consisting  of  sheathing  boards  nailed  to  battens,  of  the 
proper  length  to  fit  between  the  upright  posts,  are  put  in  place  and 
held  flush  with  the  inner  side  of  the  posts  by  battens  nailed  to  the 
side  of  the  posts.  Through  tie-bolts,  also  surrounded  by  conical 
washers  at  each  batten,  maintain  the  proper  thickness  of  wall 
between  posts.     In  concreting  several  sections  of  sheathing  are 


Pig,  437.— Wall   Forms  Used   Id   Ransome   S^Btem  of  COMtructloo. 


used,  the  lower  one  being  removed  from  the  hardened  concrete 
and  placed  on  top  of  the  one  last  lel,  and  the  concrete  is  then 
carried  on  up.  To  remove  a  section  the  bolts  are  withdrawn,  the 
tapered  spacers  driven  out  and  the  holes  filled  with  mortar. 
Narrow  sheathing  boards  should  be  used  to  prevent  warping; 
they  should  be  surfacetl  to  give  ti»e  concrete  a  smooth  surface  and 
closely  jointed  to  prevent  leaking.  In  the  construction  of  wall 
moulds  of  all  kinds  it  will  be  well  to  splay  the  edges  of  the  boards 
as  done  in  column  moulds,  and  shown  in  Fig.  406.  page  574. 

In  the  Ransome  constructions  the  sides  of  the  form  are  carried 
up  as  the  work  proceeds,  the  planks  forming  them  being  held  in 
place  by  vertical  uprights.  The  uprights,  or  standards,  are  slotted, 
as  shown  in  Fig.  437,  These  uprights  are  kept  at  proper  intervals 
apart  by  spacing  pieces,  which  are  removed  as  the  concrete  is 
brought  up.    Through-bolts    passing  through  the  slots  hold  the 


PRACTICAL  CONSTRUCTION.  603 

standards  firmly  ag:ainst  the  portion  of  the  wall  already  built  and 
the  spacing  pieces  placed  between  them.  The  sheathing  boards 
are  put  in  position  between  the  standards  as  the  work  progresses. 
When  near  the  top  the  bolts  are  loosened  in  one  pair  of  the 
standards,  pushed  up,  releasing  the  lower  boards,  and  the  bolts 
again  tightened.  When  a  bolt  reaches  the  lower  limit  of  a  slot 
it  is  removed  and  placed  at  the  top  of  the  slot,  and  so  on.  The 
holes  left  by  the  withdrawal  of  the  bolts  are  filled  with  mortar. 


Pit  439.— Wall  Mow  tor  Central  Felt 
and  Paper  Go.'a  Factory,  LonK 
Island  CUy,  N.  Y. 

When  mouldings  in  the  wall  are  desired  the  methods  followed 
are  similar  to  that  shown  in  Fig.  438. 

Fig.  439  shows  a  type  of  mould  similar  to  tlie  one  just  described. 
This  mould  was  used  in  the  construction  of  a  wall  for  the  Central 
Felt  &  Paper  Co.'s  building.  Each  panel  of  this  mould  con- 
sisted of  two  vertical  side  pieces,  3  ft,  high  and  16  ft,  long.  The 
first  course  was  seated  on  the  foundation  and  held  together  by 
braces.  After  the  concrete  had  hardened  sufficiently  the  sides 
were  loosened  and  pushed  up  until  the  lower  edges  lapped  slightly 
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on  the  concrete  already  laid.  In  this  position  they  were  si^ 
ported  by  bolts  passing  through  pasteboard  sleeves  resting  upon 
the  top  of  the  concrete,  and  their  upper  edges  were  held  at  the 
proper  distance  apart  by  battens  nailed  to  their  top  edge,  about  4 
ft.  apart.  In  the  use  of  this  type  of  mould  special  care  must  be 
taken  to  make  a  perfect  joint  between  the  old  and  new  concrete. 
Again,  great  care  must  be  exercised  to  keep  the  moulds  in  line 
when  they  are  raised,  or  the  wall  will  be  constructed  out  of  line. 

When  hollow  concrete  walls  are  constructed,  core  boxes,  in 
addition  to  the  usual  side  moulds,  must  be  employed.  These  must 
be  made  collapsible,  so  that  they  can  be  removed  without  injuring 
the  concrete.  Cross  ribs  connect  the  two  sides  of  the  wall  at 
frequent  intervals,  and  the  whole  makes  a  very  rigid  wall 
construction.  Collapsible  forms  similar  in  design  to  those  shown 
in  Fig.  411,  and  used  for  hollow  columns,  may  be  used. 

When  hollow  reinforced  concrete  walls  of  light  construction 
are  to  be  built,  forms  like  that  shown  in  Fig.  440  may  be  used.  In 
this  form  the  bolts  do  not  pass  through  the  concrete,  but  rest 
upon  the  top  of  the  core,  and  the  forms  are  raised  when  the 
concrete  reaches  the  level  of  the  bolts.  The  core  boxes  are 
slightly  tapered  to  keep  them  frdm  slipping  down. 

Where  the  wall  forms  are  erected  complete  before  concreting 
is  begun  it  will  ha  advisable  to  use  a  tolerable  wet  mixture,  but 
where  movable  panels  arc  used  for  forms  a  dry  concrete  should 
be  used,  as  it  will  harden  much  more  quickly  than  wet  concrete, 
thereby  enabling  the  wall  to  be  carried  up  more  rapidly,  and 
when  the  cement  is  tolerably  quick  setting  the  operation  of  con- 
creting may  be  carried  on  continuously. 

For  walls  a  concrete  having  a  i :  2^  15  or  1:3:5  mixture 
will  usually  be  found  satisfactory.  I'he  stone  should  not  be 
greater  than  »)4  or  i  in.  in  diameter. 

Wall  Mould  Ties. — \'arious  kinds  of  ties,  some  of  which  have 
been  patented,  have  been  devised  to  hold  the  sides  of  wall  moulds 
together.  These  are  generally  better  adapted  to  use  in  thick  walls 
than  in  thin  walls,  such  as  are  used  for  reinforced  concrete  work. 
Bolts  with  or  without  sleeves  will  usually  be  found  satis  factor}'. 
These  special  ties  usually  consist  of  the  shank  of  a  bolt  threaded 
at  both  ends,  having  a  special  nut  or  threaded  casting  at  each  end. 
When  the  form  is  removed  these  nuts  or  castings  are  screwed  off. 
leaving  the  bolt  in  the  wall.     Another  device  consists  of  either 
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ordinary  nuts  or  special  castings  placed  in  and  near  the  faces  of 
the  wall  and  connected  by  wire  ties.  Bolts  passing  through  the 
timbers  of  the  frames  are  screwed  into  these  nuts  and  tightened 
by  means  of  nuts  and  washers  on  the  outer  ends  of  the  bolts. 


Pig.  440.— Form  lor  Hollow  Walls. 
When  these  nuts  are  loosened    the    bolts    unthread  from  the 
buried  nuts  or  castings  and  the  latter  are  left  in  the  wall.     Fig, 
441  shows  two  kinds  of  wall  ties.    Through-bolts  will  generally 
give  less  trouble  and  prove  much  more  satisfactory. 

Boof  Construction. — The  methods  used  in  the  construction  of 


Deto  I  of  Costing    Eitofged. 
Drfa^!$   shCTwing   AirangemerTt  of  Wires. 


h^rg   AirangernffT*  o 
(Enlarged.) 


Fig.  441. — Example  at  Wall  Form  Ties. 
roofs  are  similar  to  those  used  on  floors.    When  the  roofs  are  flat 
or  only  have  a  slight  slope,  the  methods  used  are  identical  with 
those  employed  for  floors. 

If  the  roof  has  a  moderately  steep  pitch,  a  dry  concrete  must 
be  used,  as  this  will  stand  at  quite  a  steep  slope.    If  a  wet  Con- 
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Crete  is  desired,  forms  similar  to  those  used  for  walls  must  be 
employed. 

Concrete  roofs  may,  like  floors,  be  either  supported  by  aframe- 
work  of  steel  or  may  consist  of  a  reinforced  slab  supported  by 
reinforced  concrete  rafters  and  purlins. 

A  roof  constructed  of  the  first  kind  is  described  on  page  541, 
and  was  used  for  a  roundhouse  for  the  Canadian  Pacific  Railway. 

Fig.  442  shows  forms  used  in  this  construction  which  con- 
sisted of  a  reinforced  concrete  roof  plate  supported  by  reinforced 
concrete  purlins,  spanning  between  and  supported  by  i8-in. 
I-beam  rafters.    The  details  of  the  forms  are  clearly  shown  in 


Pig.  44Z— Form  tor  Slab  and  Girder  Roof. 

the  sketch.  The  manner  in  which  they  are  hung  from  the  top 
flanges  of  the  beams  should  be  noted. 

For  steep  roofs,  domes  and  other  complicated  roofs,  the  moulds 
are  in  each  case  a  subject  for  special  study  in  the  draughting 
room  and  careful  work  for  the  carpenter.  In  such  cases  the  inner 
moulds  require  complicated  framing,  and  when  special  paneling 
i.-.  desired,  or  for  any  other  cause  outside  moulds  are  needed,  they 
are  built  up  of  light  timber  in  panels  of  convenient  widths,  or  arc 
sometimes  made  of  plaster  of  Paris,  strengthened  with  wire  mesh- 
ing. Lugs  are  supplied  to  keep  the  moulds  at  proper  distances 
apart,  and  ties  or  bolts  are  used  to  hold  them  together. 

When  an  entire  outer  section  is  put  in  place,  the  concreting  is 
brought  up  in  the  usual  manner,  a  wet  mixture  being  used.  After 
the  concrete  has  hardened  llie  outer  moulds  are  removed  and  any 
inequalities  filled  with  cement  mortar. 


CHAPTER  XXV. 

RETAINING  WALLS. 

Retaining  walls  of  reinforced  concrete  may  be  used  with 
economy  in  many  localities  to  replace  walls  built  of  cut  stone, 
rubble  or  concrete.  The  amount  of  saving  depends,  of  course, 
upon  the  relative  price  of  stone,  sand,  gravel  and  cement,  and  at 
times  may  amount  to  as  much  as  50  per  cent.  The  cost  of  forms, 
as  is  always  the  case  in  reinforced  concrete  work,  will  to  a  large 
extent  determine  the  amount  of  saving,  and  when  properly 
designed  should  not  greatly  exceed  the  cost  of  forms  for  a  solid 
concrete  wall  with  a  gravity  section.  It  will  be  found  that  reduc- 
ing the  sections  to  a  minimum  thickness  will  increase  both  the 
cost  for  forms  and  for  depositing  the  concrete.  Slightly  thicker 
sections,  when  used,  will  often  prove  more  economical,  as  the  slight 
increase  in  concrete  yardage  will  be  offset  by  the  saving  on  the 
other  items.  The  usual  form  of  retaining  wall  used  for  walls 
built  of  brick,  stone  or  concrete  is  what  is  called  a  gravity  section, 
i.  e.,  when_lhe  resistance  to  the  overturning  of  the  wall  due  to  its 
weight  counterbalances  the  overturning  moment  due  to  earth 
pressure  against  the  back  of  the  wall.  Reinforced  concrete  walls 
do  not  depend  upon  the  weight  of  the  masonry  alone  to  resist 
overturning,  but  substitute  for  it  the  weight  of  the  earth  resting 
upon  a  broad  base  formed  by  a  slab  of  reinforced  concrete  at  the 
heel  of  the  wall,  and  sometimes  a  horizontal  beam  or  beams  be- 
tween the  buttresses  at  the  back  of  the  wall.  The  function  of 
these  horizontal  beams  is  similar  to  that  of  the  relieving  arches 
sometimes  used  with  masonry  retaining  walls. 

The  economy  of  the  reinforced  concrete  wall  is  due  to  the 
ability  of  a  wall  of  thin  section  to  resist  the  bending  moments  and 
shears  caused  by  the  earth  thrusts  when  acting  as  cantilever  and 
simple  beams  and  as  slabs  supported  on  two  and  four  sides. 

The  weight  of  the  earth  on  and  vertically  above  the  reinforced 
slab  forming  the  heel  of  the  retaining  wall,  multiplied  by  the 
distance  of  its  center  of  pressure  from  the  toe  of  the  wall,  gives 


6o8  CONCRETE  AND  REINFORCED  CONCRETE. 

the  moment  of  resisting  to  overturning  due  to  the  weight  of  the 
earth.  This,  plus  the  resistance  to  overturning  due  to  the  weight 
of  the  wall  itself,  gives  the  total  resistance  to  overturning,  and 
must  equal  the  total  overturning  moment  due  to  earth  pressure 
multiplied  by  a  suitable  factor  of  security..  Sometimes  the  weight 
of  the  wall  itself  is  neglected  when  computing  the  resistance  to 
overturning.    This  is  on  the  side  of  safety. 

The  scope  of  this  work  precludes  a  discussion  of  the  methods 
employed  for  determining  the  pressure  of  earth  against  the  back 
of  retaining  walls.  This  pressure  varies  according  to  the  nature 
of  the  earth,  its  height  above  the  wall,  the  amount  of  moisture  it 
contains,  etc.  The  reader  is  referred  to  Merriman's  '*Walls  and 
Dams,"  Howe's  **Retaining  Walls  for  Earth,"  Baker's  "Masonry 
Construction,"  Trautwine's  "Engineers'  Pocket  Book,"  and  other 
works  on  the  subject  for  discussions  on  earth  pressure  and 
methods  of  determining  thrust  against  walls. 

In  designing  reinforced  concrete  retaining  walls  provision  must 
be  made  against  sliding.  This  may  be  done  by  providing  a  wall 
buried  in  the  earth  below  the  bottom  plane  of  the. base,  as  shown 
at  the  toe  of  the  wall  in  Fig.  446  and  at  the  heel  of  the  wall  in 
Fig.  447. 

At  times  it  will  be  necessary  to  drive  piles,  preferably  under  the 
toe  of  the  wall,  to  increase  the  supporting  power  of  the  soil  at 
this  point  and  to  anchor  the  wall  against  sliding  by  burying  the 
heads  of  the  piles  in  the  concrete  footing.  This  is  shown  in  Fig. 
449,  which  shows  a  retaining  wall  at  Seattle,  Wash. 

Reinforced  concrete  retaining  walls  may,  in  general,  be  divided 
into  two  classes :  Walls  with  an  inverted  T-section  and  walls  with 
counterforts. 

Inverted  T-Section  Walls. — These  walls  are  simple  in  form  and 
easy  to  construct.  They  consist,  as  shown  by  Fig.  445 ,  page  610, 
of  a  thin  reinforced  vertical  wall  rigidly  attached  to  a  base  formed 
by  a  reinforced  concrete  slab.  The  vertical  slab  acts  as  a  canti- 
lever beam.  The  earth  pressure  increases  from  zero  at  the  top 
to  a  maximum  at  the  upper  face  of  the  base,  where  the  bending 
moment  is  a  maximum.  The  wall  proper  is  usually  increased  in 
thickness  from  about  6  to  8  ins.  at  the  top  to  a  maximum  thick- 
ness at  the  top  face  of  the  base.  At  the  latter  point  there  must 
be  sufficient  concrete  and  metal  to  resist  the  stresses  due  to  shear 
and  bending  moment.    The  base  at  the  heel  acts  as  a  cantilever, 
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and  must  resist  the  weight  of  the  superimposed  earth  resting  upon 
it ;  while  the  portion  of  the  base  in  front  of  the  wall,  forming  the 
toe,  also  acts  as  a  cantilever  and  resists  the  upward  thrust  of  the 
earth  caused  by  the  tendency  of  the  wall  to  overturn  about  the 
point  of  the  toe.  Hence  the  base  must  be  reinforced  at  both  tc^ 
and  bottom.  Care  must  be  taken  that  the  maximum  pressure  at 
the  toe  does  not  exceed  the  safe  bearing  power  of  the  soil  upon 
which  the  wall  rests. 

Having  found  the  moments  of  the  wall  at  the  section  where  it 


joins  the  base,  and  the  moments  of  the  base  at  the  front  face  of 
the  wall  for  the  toe  and  the  back  face  for  the  heel,  the  sections- 
can  be  readily  proportioned  by  the  equations  given  in  Chapter 
XIX. 

The  shear  of  the  wall  where^  it  joins  the  base  should  be  inves- 
tigated, and  if  necessary  provided  for.  The  reinforcing  bars 
should  extend  a  sufficient  length  into  the  base  for  the  adhesion  to 
('evelop  the  tensile  strength  of  the  bars;  or,  better  still,  the  ten- 
sion bars  should  be  firmly  attached  to  longitudinal  bars  buried  in 
the  base.    The  rods  may  be  bent  to  hook  over  the  longitudinal 
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or  anchor  bars  or  have  loops  forged  on  their  ends,lthrotigh  which 
the  longitudinal  rod. can  be  strung,  or  they  may  be  attached  to 
the  lower  reinforcing  rods  of  the  base  slab. 

The  width  of  base  necessary  will  depend  upon  the  angle  of 
repose  of  the  earth,  the  angle  of  surcharge,  and  the  weight  of  the 
earth.  Under  usual  conditions  it  will  be  about  0.5  the  height,  but 
may  in  extreme  cases  vary  from  0.4  to  0.8  of  the  height  of  tlie 
wall. 

Fig.  443  shows  an  excellent  example  of  a  design  for  a  rein- 
forced wall,  21  ft.  high,  erected  at  Lebanon,  O,,  by  Mr.  Frank  A. 
Bone.  The  diagram  of  earth  pressure  is  shown  in  this  figure. 
The  size  and  arrangement  of  the  reinforcements  are  shown  in  the 


drawing.  Ransome  twisted  rods  were  used,  the  allowable  work- 
ing stress  being  16.000  lbs.  |jcr  sq.  in.  It  will  be  noticed  that  only 
two  longitudinal  rods  were  used,  although  it  is  usually  considered 
good  practice  to  supply  sufficient  longitudinal  reinforcement  to 
prevent  cracking  due  to  temperature  or  shrinkage  strains.  This 
wall  is  185  ft.  long,  and  cost  $13  per  lineal  foot. 

Fig.  444  shows  a  plain  concrete  wall  of  gravity  section  in  the 
vicinity,  built  by  the  same  contractors  at  a  cost  of  $21.20  per 
lin.  ft.,  or  63  per  cent,  in  excess  of  the  cost  of  the  reinforced  wali. 
The  cost  of  the  forms  for  the  above  reinforced  wall  did  not 
exceed  that  for  the  plain  concrete  wall. 

Fig.  445  shows  a  retaining  wall  of  Tee-section  used  in  the  con- 
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struction  of  a  building  for  the  American  Oak  Leatfier  Co.,  Cin- 
cinnati, O.  This  wall  is  lo  ft.  6  ins.  high,  6  ins.  thick  at  the  top, 
and  has  a  width  of  base  the  same  as  its  height.  The  arrangement 
of  the  reinforcing  rods  are  shown  in  the  drawing. 

Walls  with  Connterforti. — These  walls,  as  shown  by  Fig.  446, 
consist  of  a  broad  base  plate,  a  thin  vertical  curtain  wall,  usually 


Fls.  446. — RetalDlDg  Wall  wttb  CouDtertorts. 
varying  in  thickness  from  4  to  6  ins.  at  the  top  to  8  or  ro  ins,  at 
the  bottom,  and  vertical  ribs  or  counterforts  spaced  6  or  8  ft. 
centers,  connecting  the  base  plate  and  vertical  wall.  The  econ- 
omy of  material  for  this  type  of  wall  is  greater  than  for  the  walb 
of  T-section,  and  increases  as  the  height  increases,  but  the  cost 
of  the  forms  is  greater.  In  this  type  of  wall  the  overturning 
moment  and  the  bending  moment  prcKhtced  by  the  resultant  hori- 
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zoDtal  thnut  at  the  plane  of  the  top  of  the  base  are  resisted 
entirely  by  the  counterforts.  The  horizontal  earth  pressure  be- 
tween the  couiderforts  is  transmitted  by  the  thin  vertical  wall  slab 
to  the  counterforts.  When  a  horizontal  beam  is  used  at  the  top  to 
{orm  a  coping,  the  vertical  wall  may  be  figured  as  a  slab  sup- 
ported on  four  edges.  However,  in  this  type  of  wall,  as  in  the 
T-section.-  a  minimum  thickness  of  slab  will  not  always  prove 
the  most  economical. 


Pig.  447.— RetalnlnB  Wall  wUh  Couat^rtortl  DNIgned  by 
Hennebique, 

The  base  plate  at  the  back  of  the  wall  between  the  counterforts 
should  be  designed  as  a  floor  slab,  supported  by  the  counterforts, 
to  carry  the  weight  of  the  earth  and  superimposed  loads  comif^ 
upon  it,  while  the  portion  of  the  base  in  front  of  the  wall  shouM 
be  designed  as  a  cantilever  beam  fixed  at  the  wall  to  resist  the 
reaction  of  tlie  ground.  It  should  be  remembered  that  the  maxi- 
mum pressure  at  the  toe  inust  not  exceed  the  safe  bearing  power 
of  the  soil.    Fig.  446  shows  the  design  of  a  wall  made  by  the  St. 
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Louis  Expanded  Metal  Co.,  and  Fig.  447  a  wall  of  Hennebique 
construction. 

Sufficient  metal  must  be  placed  in  the  back  of  the  counterforts 
to  care  for  all  tensile  stresses  due  to  overturning.  Horizontal 
reinforcing  rods  are  placed  at  frequent  intervals  throughout  the 
height  of  the  counterfort  to  tie  the  face  slab  to  it,  while  occa- 
sional vertical  rods  will  assist  in  carrying  the  tensile  strains  to 


Fig.  448. — ReulniDg  Wall.  Great  Nortbern  Rr..  Seattle,  Wasli. 
the  base.  The  amount  of  reinforcements  necessary  for  the  wall 
and  base  slabs  and  girders  is  determined  and  the  rods  located  ii\ 
the  manner  usually  employed  for  slabs  and  beams ;  this  has  been 
explained  in  Chapter  XIX.  In  addition  to  the  amount  of  longi- 
tudinal reinforcement  necessary  to  care  for  transverse  strains, 
provision  should  be  made  for  temperature  and  shrinkage  strains, 
or  when  this  is  not  done  the  wall  should  be  built  in  sections  of 
about  50  ft.,  with  expansion  joints  between  adjacent  sections. 
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The  questions  of  temperature  and  shrink;^  strains,  will  be  dis- 
cussed further  on  in  this  chapter. 

A  good  example  of  a  high  reinforced  concrete  retaining  wall 
of  the  counterfort  type  is  the  wall  adopted  for  the  terminal  yard 
at  Seattle,  Wash.,  by  the  Great  Northern  Railway.  This  wall 
supports  a  street,  and  varies  in  height  from  2  to  37.8  ft,  and  will 
be  approximately  2.000  ft.  in  length.  Mr,  C.  F.  Graff,  of  the 
engineering  staff  of  the  Great  Northern  Railway,  states  that  a 
comparison  of  cost  between  a  plain  concrete  wall  of  gravity  sec- 


Fig.  440.— RetalnlDs  Wall.  Great  Nort&em  Ry..  Seattle,  Wuk. 
tion  and  a  wall  of  the  counterfort  type  ( Fig.  448)  gave  the  fol- 
lowing saving  for  walls  of  heights  varying  from  10  to  40  ft.. 
assuming  a  section  of  wall  i  ft.  long  and  figuring  the  amount  of 
.steel  used  at  4j^  cts.  a  pound,  evaluated  in  terms  of  concrete  at 
$6  per  cu.  yd.,  in  place : 
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It  was  assumed  in  the  above  estimate  that  the  extra  cost  for 
{orms  and  a  higher  grade  of  concrete  for  a  reinforced  wall  was 
counterbalanced  by  the  saving  in  piling  necessary  for  the  plain 
concrete  wall. 

Fig.  449  shows  elevation  section  and  plan  of  the  wall  at  its 
highest  end  where  it  joins  the  portal.  At  the  highest  point  the 
wall  is  37  ft.  7  ins.  in  height.  Fig,  449A  shows  an  elevation  and 
section  of  the  wall  where  it  is  31  ft.  7  ins.  in  height.  The  general 
dimensions  and  reinforcement  employed  are  shown  on  the  draw- 
ing. In  computing  sections  of  face  and  base  of  wall  they  were 
considered  as  composed  of  a  series  of  independent  beams  lying 
side  by  side,  giving  an  additional  factor  of  safety,  as  there  is  in 
reality  a  supported  slab  action. 


Piles  were  driven,  as  shown  in  the  part  plan  (Fig.  449),  to  com- 
pact the  earth,  to  support  the  toe  of  the  wall  and  to  prevent  the 
structure  from  sliding  forward.  ScalTolding  was  put  up  to  facil- 
itate the  erection  of  the  steel  skeleton  work.  Near  the  top  of 
this  sca.Tolding  the  two  top  i-in.  horizontal  face  bars  were  se- 
curely fastened  in  exact  line  and  elevation,  and  the  long 
diagonal  !j4-in-  bars  running  down  the  back  of  each 
rib  were  hooked  on  these  and  swung  into  proper  posi- 
tion at  the  bottom.  Some  of  these  bars  were  42  ft,  in  length, 
and  were  kept  from  saving  by  wooden  cross  pieces  nailed  to  the 
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falsework.  The  j4-in.  vertical  face  bars  were  then  hung  from 
the  top  horizontal  ones  and  held  in  place  in  a  similar  manner. 
Next  the  vertical  bars  in  each  rib  were  placed,  being  stuck  in  the 
ground  at  the  bottom  and  held  at  the  top  by  wire  tied  to  the 
scaiefc>lding.  , 

Jn  construction*  3  ins.  of  concrete  was  first  placed  above  the 


Ftg.   4ijO.--~Retala\ag  Wall,   Brooklyn   Grade   Croaalng  Commlsalon. 

top  of  the  piles,  the  horizontal  longitudinal  rods  were  put  in  place, 
and  then  the  concreting  carried  up  throughout  the  whole  section. 
.  As  the  work  was  brought  up  the  horizontal  bars  in  the  face  and 
ribs  were  put  in  place,  care  being  taken  in  all  cases  to  bed  thtm 
ip  fresh  concr  ;  The  laps  where  the  rods  were  spliced  were 
made  at  the  r  ,.f  a  2-ft.  lap  being  used  for  the  base  and  ij4-ft. 
lap  for  the  f  ,-f,wall.  Corrugated  bars  were  used  throughout 
A  1:2:4  m'  .-..yiA  of  Portland  cement,  sand  and  trap-rock  was 
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used  for  the  concrete.    A  fairly  wet  mixture  was  employed,  being 
deposited  in  6-in.  layers  and  thoroughly  tamped. 

Fi&-  450  shows  a  design  6f  a  proposed  retaining  wall  for  the 
Brooklyn  Grade  Crossing  Commission  by  H.  C.  Miller  &  Co.  The 
reinforcing  metal  is  St.  Louis  Expanded  Metal  Co.'s  corrugated 
bars.  The  total  height  of  this  wall  is  24  ft.  7  ins.,  and  the  but- 
tresses are  spaced  15  ft.  centers.  The  dimensions,  reinfo  '.ement 
and  general  features  of  construction  are  clearly  showi       *  the 
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Fig.  451.— Retaining  WaU  with  Counterforts,  Atlanta  Terminal  Station, 
drawing.     This  wall  is  exceptionally  well  designed,  and  uses  a 
minimum  amoujit  of  material! 

In  the  construction  of  the  Terminal  Railway  Station  at  Atlanta, 
Ga.,  several  modifications  of  the  usual  type  of  wall  with  counter- 
forts were  used.  Fig.  451  shows  two  sections  of  a  wall  194  ft. 
long  and  22  ft.  6j^  ins.  high.  The  spacing  of  the  counterforts 
varies  from  4  to  6  ft.  On  another  part  of  this  work  the  wall 
shown  in  plan,  elevation  and  section  in  ^.  452  was  used. 
Figures  453  and  453A  show  the  details  of  a  ••11  used  to  protect 
the  end  and  side  of  a  building  from  an  emi  5ment  filling.  As 
will  be  seen,  the  usual  solid  buttress  is  here  ',         ied  by  a  skeleton 
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buttress.    The  details  of  construction  are  clearly  shown  in  Figs. 
453  and  453A. 

Fig-  454  shows  a  modification  of  the  usual  type  of  wall  with 
counterforts.  This  wall  is  of  Hennebique  construction,  and  was 
used  to  support  the  sides  of  a  sunken  street  near  the  Gardens  of 
the  Trocadero,  at  the  Paris  Exposition  of  1900.     The  wall  was 


Small    BgHPBB 

Fig.  452. — ReUlnlDg  Wall  wttb  CouDterforta,  Atlaott  Termlnftl  Station, 
built  in  sections  about  20  ft.  in  length,  each  section  or  panel  being 
made  up  of  a  facing  strengthened  at  its  back  by  three  buttresses. 
Two  horizontal  beams  connected  the  facing  and  buttresses.  Shal- 
low buttresses  below  the  street  level  were  used  to  strengthen  the 
base  slab  at  the  toe  of  the  wall.  Two  separate  beams,  at  different 
levels,  which  act  as  relieving  arches,  reduce  largely  the  thrust  of 
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the  earth  u^n  the  vertical  face  of  the  wall  and  assist  in  sustain- 
ing the  earth  by  the  weight  of  the  earth  coming  upon  the  beams. 
This  arrangement  also  greatly  reduces  the  amount  of  excavatitm 
necessary  in  building  the  wall.    The  vertical  face  was  reinforced 


Pig.  ^3A. — Details  of  CounCertortg  Shown  In  Fig.  453. 
with  two  series  of  vertical  bars,  combined  with  one  series  of 
horizontal  bars,  with  increasing  spacing  toward  the  top  of  the 
wall.    The  vertical  bars  were  bent  over  at  right  angles  at  the  top 
to  support  the  reinforced  coping.     The  reinforcements  of  the 
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buttresses  consisted  of  inclined  bars  tied  together  by  Sitraps  and 
supported  by  horizontal  bars.  The  horizontal  beams  had  rein- 
forcing bars,  run  in  both  directions  and  spaced  about  8  in. 
centers.  The  beams  were  further  strengthened  by  flanges  at  their 
edges.  The  arrangement  of  the  reinforcement  and  general 
features  of  construction  are  shown  in  Fig.  454. 

Braced  Walls. — Reinforced  slabs  are  frequently  used  for  area 
and  cellar  walls.    When  so  used  they  are  braced  at  both  top  and 


Ffg.   454. — Retalalng    Wall    lor   Sunken    Street,    ParlB,    Fraoce. 

bottom,  and  may  be  considered  when  they  are  figured  as  slabs 
supported  at  top  and  bottom  and  loaded  with  a  uniformly  increas- 
ing load  from  top  to  bottom. 

Ezpaniioa  and  CoEtractioii. — Some  provision  should  be  made 
against  cracks  due  to  shrinkage  and  temperature  stresses  in  wallr, 
dams,  pipes,  sewers,  etc.  Unless  special  provision  be  made, 
points  of  failure  or  cracks  will  occur  at  intervals  such  that  the 
frictional  and  other  resistances  to  movement  of  the  section  be- 
tween the  cracks  are  greater  than  the  tensile  strength  of  the  wall. 
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Two  methods  may  be  used  to  avoid  unsightly  shrinkage  cracks : 
First,  the  wall  may  be  divided  into  sections  of  about  50  ft.  and 
provided  with  expansion  joints  to  allow  for  movement  and  to 
localize  any  possible  cracking;  second,  sufficient  longitudinal 
reinforcement  may  be  provided  to  care  for  all  stresses  due  to 
expansion  and  contraction,  and  cracking  will  be  avoided.  The 
steel,  when  so  used,  equalizes  the  strain  between  different  sections 
along  the  length  of  the  structure  and  causes  it  to  stretch  as  a 
homogeneous  material,  thereby  avoiding  dangerous  local  cracks. 
When  steel  is  properly  distributed  through  the  wall  it  will 
stretch  about  ten  times  as  much  M'ithout  visible  cracking  as  when 
no  steel  is  present. 

As  already  explained,  cracks  first  become  visible  in  the 
under  side  of  a  reinforced  concrete  beam  when  the  elongation 
becomes  equal  to  from  0.00 1  to  0.0013  of  its  length.  The  coeffi- 
cient of  expansion  of  concrete  may  be  taken  at  0.0000055.  To  pro- 
duce an  elongation  of  0.00 1  will  require  a  change  of  temperature 

.001  O       «        X-  r,-,  i. 

Qf    =  182°  F.     The  maximum  range  of  temperature 

.(xxxx)55 

under  ordinary  conditions  will  not  exceed  125°  F.,  and  is  probably 
considerably  less  than  this.  Assuming  75°  as  a  probable  varia- 
tion under  ordinary  conditions,  the  total  change  of  length  due  to 
75°  change  of  temperature  will  be  0.0000055  x  75  =  0.0004125 
part  of  its  length.  If  it  be  assumed  that  the  wall  is  fixed  at  both 
ends  and  subjected  to  a  fall  of  75°  F.,  the  resulting  thermal  stress 
in  the  steel  will  be  equal  to  that  required  to  stretch  the  wall 
0.0004125  times  its  length,  i.  e.,  0.0004125  times  the  modulus  of 
elasticity  of  the  steel.  This  will  give  a  thermal  stress  in  the  steel 
of  0.0004125  X  30,000,000  =-■  12,375  lt)s.  per  sq.  in.  If  the  modulus 
of  elasticity  of  the  concrete  is  3,000,000,  the  thermal  stress  in  the 
concrete  will  be  0.0004125  x  3,000,000  =  1237.5  lbs.  per  sq.  in.,  or 
about  three  times  its  ultimate  strength.  If  no  reinforcement  is 
used,  the  concrete  will  crack. 

The  maximum  stress  coming  upon  the  steel  when  reinforcement 
is  used  will  be  its  own  thermal  stress  of  12,375  lbs.  plus  the 
strength  of  the  concrete  at  its  elastic  limit.  This  limit  may  be 
taken  at  its  ultimate  strength. 

Assuming  an  elastic  limit  of  steel  at  34,000  lbs.  and  the  ultimate 
tensile  strength  of  concrete  at  300  lbs.,  and  taking  a  wall  with  a 
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sectional  area  01  100  sq.  ins.,  the  area  of  metal  required  to  care 

300  X  100 

for  the  thermal  stress  in  the  concrete  will  equal  

34,000  —  12,375 

=  1.39  sq.  ins.,  or  1.39  per  cent..    If  steel  having  an  elastic  limit 

300  X  100 

of  54,000  lbs.  is  used,  we  have   =^  0.75  per  cent. 

54,000  —  12,375 

StreiMes  in  Concrete  Dne  to  Setting. — As  has  been  stated, 
the  contraction  of  concrete  when  setting  in  air,  or  expansion 
when  setting  in  water,  may  amount  to  from  0.0002  to  0.0005  of 
their  length.  Assuming  that  when  the  concrete  sets  in  the  air  its 
shrinkage  amounts  to  0.00035  part  of  its  length,  the  tensile  stress 
resulting  will  amount  to  0.00035  ^  3,000,000  =  1,050  lbs.  per  sq. 
in.  Unless  the  concrete  is  reinforced,  cracks  will  open  up  along 
the  length  of  the  wall  if  it  is  not  free  to  move.  The  number  and 
amount  of  the  cracks  will  depend  upon  the  amount  and  character 
of  friction  on  the  foundation,  the  strength  of  the  concrete,  etc. 
The  greater  the  friction,  the  shorter  the  intervals  between  the 
cracks,  and  the  stronger  the  concrete  the  farther  apart  will  be  the 
cracks.  A  thorough  distribution  of  steel  reinforcement  through- 
out the  wall  will  prevent  cracking,  and  if  the  steel  is  fixed  at  the 
end  of  the  wall  it  cannot  change  in  length,  and  the  summation  of 
the  stress  on  the  steel  due  to  the  shrinkage  of  the  concrete  will 
become  equal  to  zero.  Where  the  section  of  the  concrete  is 
weakest  the  steel  will  be  in  tension,  and  where  strongest  the  steel 
will  be  in  compression,  and  the  algebraic  sum  of  all  the  stresses 
will  become  equal  to  zero.  The  maximum  stress  which  may  come 
upon  the  steel  will  be  equal  to  the  ultimate  tensile  stress  of  the 
concrete,  and  the  maximum  compressive  stress  in  the  steel  will  be 
that  due  to  the  total  deformation,  i.  e.,  0.00035  x. 30.000.000  = 
10,500  lbs.  per  sq.  in.  The  amount  of  steel  necessary  to  care  for 
the  shrinkage  stresses  alone,  assuming,  as  before,  300  lbs.  ulti- 
mate tensile  stress  in  concrete  and  34,000  lbs.  per  sq.  in.  as  the 
elastic  limit,  and  assuming  a  wall  section  of  100  sq.  ins.  will  be,  as 

300  X  100  _ _  .  __ 

before —  0.88  sq.  m..  or  0.88  per  cent. 

34»ooo 

Thermal  and  Slirinkage  Stresses  Combined. — It  is  probable  that 
the  thermal  stress  in  the  steel  due  to  its  contraction  will  neutralize 
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the  compressive  stresses  due  to  the  shrinkage  of  the  concrete.  It 
is  usually  assumed  that  the  maximum  tensile  stress  in  the  steel 
can  never  exceed  its  own  thermal  stress,  which,  under  the  condi- 
tions fixed  above,  is  12,375  ^^s.  per  sq.  in.  plus  the  ultimate 
strength  of  the  concrete.  Otherwise  the  concrete  would  fail. 
Under  this  supposition,  it  will  not  be  necessary  to  take  into 
account  the  tensile  stress  due  to  shrinkage.  In  any  event,  by 
keeping  the  wall  wet  during  the  setting  of  the  cement,  all  danger 
due  to  shrinkage  strains  may  be  avoided  and  thermal  stresses 
only  need  to  be  provided  for  by  reinforcement. 


CHAPTER   XXVI. 

DAMS. 

Reinforced  concrete  is  particularly  adapted  to  the  construction 
of  dams.  When  so  used  there  is  a  great  saving  in  material,  and 
on  this  account  a  reduction  in  cost  of,  in  some  cases,  as  much  as 
20  per  cent.  Again  the  space  under  the  apron  may  be  utilized 
for  storage  or  power  house  purposes,  as  for  the  location  of  tur- 
bines, electric  generators,  etc.  Another  advantage  is  that  of  se- 
curing a  practically  impervious  curtain  face  wall,  without  any  of 
the  dangerous  leaks  so  troublesome  to  locate  in  some  masonry 
structures.  If  sufficient  number  of  reinforcing  rods  are  used  and 
run  in  every  direction  there  will  be  little  or  no  danger  of  crack- 
ing in  the  deck  concrete. 

The  usual  type  of  reinforced  concrete  dam  consists  of  an  in- 
clined slab  of  reinforced  concrete  extending  from  the  heel  to  the 
crest,  and  spanning  between  and  supported  by  transverse  but- 
tresses of  concrete,  resting  upon  the  foundation.  Another  in- 
clined slab  may  or  may  not  be  used  to  form  an  apron  or  spillway. 

The  deck  is  usually  increased  in  thickness  from  the  crest  to  the 
heel  on.  account  of  the  increase  in  pressure  as  the  water  deepens. 
Sometimes  a  greater  economy  in  material  will  result  if  a  design 
consisting  of  longitudinal  beams  spaced  closer  together  toward 
the  bottom,  be  used  to  span  between  the  buttresses  and  support  a 
thin  reinforced  deck  slab  spanning  between  the  beams.  Less  ma- 
terial will  be  used,  but  the  cost  of  forms  for  this  kind  of  structure 
is  considerably  greater  than  for  the  first  type.  An  objection  to 
this  type  is  the  thin  deck  slab  used,  which  is  liable  to  be  injured 
by  the  pounding  of  floating  ice  or  driftwood  during  floods.  Fig- 
ure 455  shows  a  design  of  such  a  dam.  A  dam  of  this  type  may 
prove  economical  under  certain  conditions,  as  in  tropical  coun- 
tries where  the  cost  of  cement  is  high. 

The  principles  governing  the  design  of  reinforced  concrete 
dams  are  the  same  as  those  used  for  the  design  of  masonry  dams. 
These  are  fully  explained    in  such    text  books  as  Wegmann's 
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"Design  and  Construction  of  Dams,"  Baker's  "Masonry  Gmi- 
struction,"  etc.  However,  as  reinforced  concrete  dams  are 
usually  of  triangular  cross-section,  they  have  a  much  wider 
base  than  masonry  structures,  which  greatly  increases  their 
resistance  to  overturning.  This  resistance  is  further  increased 
by  the  weight  of  the  water  above  the  face  or  deck,  which 
usually  has  an  inclination  of  from  30°  to  45°  with  the  hori- 
zontal. An  increase  in  the  height  of  the  water  flo>ving  over  a 
masonry  or  solid  dam  increases  the  pressure  thereon  and 
causes  the  line  of  pressure  to  rise,  thereby  greatly  increasing  the 
overturning  moment  on  the  dam  without  in  any  way  increasing 
the  resisting  moment  to  the  same.  In  a  triangular  dam,  with  a 
broad  base,  sometimes  called  a  gravity  dam,  as  in  hollow  rein- 
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Fig.  455. — Open  Front  Type  Dam. 

forced  concrete  dams,  when  the  head  of  water  flowing  over  the 
dam  is  increased,  the  lines  of  pressure  become  more  and  more 
nearly  vertical,  the  overturning  moment  is  actually  reduced,  and 
the  stability  is  in  no  way  endangered.  Until  recently,  wooden 
dams  have  been  the  only  gravity  dams  used,  but  their  short  life 
and  the  increasing  cost  of  lumber  now,  from  the  standpoint  of 
economy,  in  most  cases  forbid  their  use. 

For  the  methods  of  determining  the  pressure  on  the  face  or 
deck  of  an  inclined  dam,  together  with  the  center  of  pressure,  sec 
Chapter  II.  of  Merriman*s  Hydraulics.  Again,  hollow  dams  have 
only  a  fraction  of  the  weight  of  solid  masonry  dams,  and  hence 
possess  much  less  resistance  to  overturning  due  to  the  weight  of 
the  dam   than  all  masonry  structures. 

The  reduction  in  weight  must  also  be  considered  when  comput- 
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ing  the  resistance  to  sliding.  In  some  cases  it  will  be  advisable  to 
fill  the  hollow  dam  with  sand,  gravel,  earth  or  a  meager  concrete. 
A  1 :  12  or  1 :  15  mixture  will  answer  the  purpose.  In  the  lattef 
event  the  dam  and  filling  may  be  so  constructed  that  they  will 
act  as  a  solid  mass. 

After  obtaining  the  pressure  at  various  depths  the  problem 
of  determining  the  thickness  of  slab  needed,  and,  when  used,  the 
size  of  beams  becomes  simply  a  matter  of  determining  the 
strength  of  a  slab  or  beam  acting  under  a  uniform  load.  The 
methods  used  are  the  same  as  those  explained  in  connection  with 
the  theory  of  slabs  and  beams. 

The  great  reduction  in  weight  and  the  broad  base  obtained  by 
the  use  of  this  type  of  structure  peculiarly  fits  it  for  situation^. 


Fig.  45G. — Dam  at  Theresa,  N.  Y. 

having  poor  foundations.  Thus,  by  the  use  01  spread  footings  of 
reinforced  concrete  under  the  buttresses,  the  pressure  carried  by 
the  latter  can  be  so  distributed  as  to  bring  a  safe  load  per  square 
foot  on  a  clay  or  clay  and  gravel  soil.  When  still  less  satisfactory 
soils  are  met  with,  foundation  piles  may  be  used  to  support  the 
buttresses.  On  account  of  the  reduction  in  weight  when  this  type 
of  structure  is  used,  fewer  piles  will  be  necessary  than  when  a 
solid  masonry  dam  is  used,  and  a  great  reduction  in  cost  secured. 
This  item  alone  may  at  times  warrant  the  adoption  of  a  reinforced 
concrete  dam. 

When  the  foundation  is  on  rock,  no  provision  is  necessary 
against  sliding,  if  the  surface  of  the  rock  is  rough.  If  it  is 
smooth  it  is  customary  to  anchor  the  buttresses  to  the  rock  by 
dowel  pins  or  anchor  bolts,  or  sometimes  a  heavy  cut-off  wall, 
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sunk  in  the  rcx:k  at  the  heel  of  the  dam,  serves  to  anchor  it  and  to 
cut  off  leakage  underneath  the  dam. 

On  foundations  other  than  rock,  walls  buried  in  the  earth  and 
anchored  to  the  buttresses,  may  be  used  to  prevent  sliding,  or  a 
few  piles  having  their  heads  buried  in  the  concrete  of  the  but- 
tresses will  suffice  to  hold  the  structure  securely  in  place.  Where 
a  pile  foundation  is  used,  no  danger  of  sliding  will  result.  Some- 
times the  cut-off  wall  at  the  heel  or  toe  may  be  relied  upon  alone 
to  prevent  sliding. 

Shrinkage  and  temperature  cracks  may  be  prevented  by  the 
use  of  sufficient  reinforcement.  The  methods  of  obtaining  the 
proper  sections  for  the  steel  have  been  explained  in  connection 
with  retaining  walls. 

The  particular  form  of  reinforced  concrete  gravity  dam  to  be 
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Fig.  457.— Half  Open  Type  of  Dam. 

adopted  will  depend  largely  upon  local  conditions.  The  open 
front  dam  shown  in  I'ig.  456  is  used  for  dams  having  a  moder- 
ate height  when  located  on  a  ledge  of  rock  of  sufficient  hardness 
to  resist  the  erosive  action  of  the  overflow  of  water  and  ice. 

A  slight  modification  of  this  type  consists  of  extending  the  slab 
or  apron  a  slight  distance  beyond  the  crest  to  pitch  the  ice  and 
water  far  downstream,  away  from  the  foot  of  the  dam. 

If  the  apron  is  carried  down  to  within  6  or  8  ft.  of  the  base  and 
curved  to  the  bucket  form  shown  in  Fig.  457.  the  half-apron 
dam  is  secured.  This  form  of  bucket  near  the  toe  gives  the  water 
a  high  initial  velocity  in  a  horizontal  direction  and  discharges  it 
far  below  the  toe  of  the  dam. 

When  both  the  back  and  front  of  the  dam  are  covered,  what  is 
known  as  the  curtain  dam  is  obtained.     (See  Fig.  458.)     The 
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pitch  of  the  apron  is  generally  easier  than  that  given  to  the  apron 
of  a  solid  dam.  Vents  are  placed  in  the  apron  just  below  the 
crest,  for  the  purpose  of  admitting  air  behind  the  sheet  of  water 
to  kill  the  partial  vacuum  which  would  otherwise  form  under 
high  velocities  of  overflow  during  flood,  and  which  is  the  cause  of 
the  "trembling"  of  dams. 

If  the  dam  is  high,  and  the  foundation  on  ledge  rock,  the  floor 
shown  in  Fig.  458,  as  well  as  the  cut-off  wall  at  the  toe,  are  omit- 
ted. When  the  foundation  is  on  cemented  sand,  clay,  or  hard- 
pan,  sheet  piling  is  driven  to  a  sufficient  depth  at  the  heel  and  toe 
of  the  dam  to  insure  tightness  by  puddling,  and  the  concrete 
placed  over  and  about  the  head  of  the  piling.  Draught  holes  are 
placed  in  the  toe  to  carry  off  all  seepage.  Weep  holes  may  be 
placed  in  the  floor  to  prevent  upward  pressure  on  the  floor.    This 
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Pig.  458. — Curtain  Type  of  Dam. 

arrangement  of  the  foundation  prevents  any  upward  pressure 
from  within  or  below  which  might  endanger  the  safety  of  the 
dam. 

A  modification  of  the  type  shown  in  Fig.  456  is  the  form  shown 
in  Fig.  459.  This  type  is  designed  for  low  heads  on  alluvial  and 
clay  foundations.  The  floor  takes  up  the  effect  of  the  falling 
water  and  delivers  the  water  parallel  to  the  bed  of  the  stream  and 
prevents  gouging  out  the  bed  of  the  stream  below  the  dam.  The 
sheet  piling  at  heel  and  toe  act  as  a  cut-off  and  help  anchor  the 
dam.  The  light  weight,  together  with  the  broad  base  of  a  rein- 
forced dam  of  this  type  greatly  reduces  the  pressure  upon  the 
subsoil,  thereby  enabling  such  a  dam  to  be  used  in  locations  where 
the  weight  of  a  solid  dam  would  make  its  use  prohibitive.  The 
dam  shown  in  Fig.  459  was  designed  for  a  5-ft.  head  on  a  New 
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Jprsey  stream,  where  the  foundation  is  strictly  mud,  without  a 
iilitrace  of  rock  or  gravel.  The  concrete  floor  is  reinforced  in  both 
redirections  and  on  both  edges,  So  that  the  whole  dam  acts  as  a  unit, 
-  .  The  inclined  deck  is  somewhat  steeper  than  generally  used,  and  is 
■  braced  by  buttresses  in  the  usual  manner.  The  overflow  is  taken 
directly  on  the  floor  of  the  dam. 

The  dam  built  in  the  Fall  of  1904  at  Fenelon  Falls,  Ont.,  is  a 
good  example  of  a  reinforced  concrete  dam  of  moderate  height. 
This  dam  is  10  ft,  high  and  194  ft.  long,  and  rests  upon  a  smooth 
limestone  ledge.  It  was  built  complete  in  the  remarkably  short 
period  of  22  ordinary  working  days.  The  dam  consists  of 
triangular  buttresses  12  ins.  in  thickness,  spaced  10  ft.  centers 
and  anchored  by  steel  dowels  to  the  ledge,  supporting  an  in- 
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FU,  459. — OpsD  Front  Dam  wilh  Floor  and  Buttresses  tor  Alluvial  Streams. 

clined  deck  varying  in  thickness  from  7  ins.  at  the  top  to  10  ins. 
at  the  bottom,  where  it  increases  in  thickness  to  form  a  cut-off 
wall.    Figure  460  shows  a  cross-section  of  the  dam. 

No  reinforcement  is  used  in  the  buttresses.  The  deck  is  rein- 
forced with  %  and  J^-i"-  Tliacher  bars,  spaced  from  6  to  7  ins. 
centers,  extending  between  the  buttresses.  A  secondary  rein- 
forcement of  fence  wire  is  provided  to  prevent  hair  cracks. 
The  deck  is  figured  for  a  factor  of  safety  of  5,  using  Thacher's 
formulas.  The  maximum  load  coming  upon  the  buttresses  is  4.5 
tons  per  sq.  ft. 

This  dam  forms  a  portion  of  a  horseshoe  dam,  the  water  flow- 
ing past  the  face  of  the  dam.  To  protect  the  buttresses  from  drift 
ice  and  logs,  a  reinforced  concrete  facing  slab,  shown  in  the  draw- 
ing, was  provided  along  the  back  face  of  the  buttresses. 
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The  dam  was  completed  Nov.  11,  1904,  and  the  full  head  of 
water  turned  on  18  days  after  the  last  concrete  was  laid.  This 
dam  was  designed  and  built  by  the  Ambursen  Hydraulic  Con- 
struction Co.,  Boston,  Mass. 

Another  small  reinforced  concrete  dam,  which  was  among  the 
first  to  be  constructed,  was  built  for  a  small  water  power  plant  at 
Theresa,  N.  Y.  This  dam  is  11  ft.  high,  120  ft.  long  and  was 
built  on  solid  rock.  Concrete  buttresses,  12  ins.  thick,  spaced  6 
ft.  centers  and  anchored  to  the  rock  foundation  with  ij4-in. 
anchor  bolts  3  ft.  long,  support  a  concrete  slab  reinforced  with 
^-in.  Thacher  bars  and  expanded  metal.  The  crest  is  strength- 
ened by  a  6  X  8-in.  reinforced  beam.  Figure  456  shows  a  trans- 
verse section,  with  general  dimensions,  spacing  of  rods,  etc.    A 


Fig.  400. — Dam  at  Fenelon  Falls,  Ontario. 

concrete  composed  of  i  part  Portland  cement,  2  parts  sand,  and  4 
parts  broken  limestone,  was  used  for  the  deck  slab,  and  a  1:3:6 
mixture  for  the  heel  and  buttresses.  It  is  stated  that  about  125  cu. 
yds.  of  concrete  was  required  for  this  dam. 

The  reinforced  concrete  dam  constructed  for  the  American 
Wood  Board  Co.,  on  the  Batten  Kil  River,  near  Schuylerville, 
N.  Y.,  is  a  good  example  of  a  hollow  reinforced  concrete  dam  of 
somewhat  greater  height  than  those  already  described.  The  crest 
of  this  dam  has  an  average  height  of  25  ft.  above  the  bed  of  the 
river  and  a  tnaximum  height  in  the  channel  of  28  ft.,  with  a 
length  of  250  ft.  between  abutments.  The  foundation  is  of  Hud- 
son River  shale,  moderately  firm  in  texture,  but  not  strong  enough 
to  withstand  erosion  due  to  sheer  overflow.  Figure  461  shows  a 
cross-section,  a  partial  front  view  and  partial  longitudinal  sec- 
tion on  the  center  line. 

The  general  dimensions,  details  and  reinforcing  material  used 
are  given  on  these  sections. 

The  form  of  dam  used  is  such  that  when  its  weight  was  calcu- 
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lated  and  combined  with  the  water  pressure  the  resultant  lines  of 
pressure  were  found  to  be  more  nearly  vertical  as  they  approach 
the  crest  of  the  dam,  and  in  all  cases  to  fall  well  within  the  base. 


AZi:j 
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Fig.  461.— Elevation  and  Seciioas  of  Schurlervllle  Dun. 
assuring  tile  absolute  slabilily  of  the  structure  under  any  flood. 
The  angles  of  these  resultants  were  greater  than  the  angle  of  fric- 
tion between  I  lie  dam  and  its  base,  thereby  doing  away  with  any 
possibility  of  sliding.  The  buttresses  in  this  dam  are  8  ft,  i  in. 
centers,  and  have  a  thickness  of  12,  15  and  18  ins.  from  the  top 
downward  in  three  benches  of  approximately  equal  height 
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Reinforcing  rods  were  placed  vertically,  horizontally  and  along 
the  edges,  as  shown  in  the  drawings.  The  concrete  used  for  the 
buttresses  was  a  1:3:6  mixture,  the  stone  being  2 J4  ins.  and 
under  in  size.  The  maximum  load  coming  upon  the  buttresses  at 
any  point  is  5  tons  per  sq.  ft.  No  excavation  was  done  for  the 
buttresses,  but  the  rock  was  thoroughly  cleaned  off  by  means  of 
a  water  jet  before  depositing  the  concrete.  A  trench  about  3  ft. 
wide  and  deep  receives  the  solid  concrete  cut-off  wall  forming 
the  heel  of  the  dam.  Three  longitudinal  beams  of  reinforced  con- 
crete extend  between  the  buttresses,  adding  greatly  to  the  stability 
of  the  structure.  These  beams  are  shown  in  both  the  elevation 
and  cross  sections.  The  crest  is  24  ins.  thick  in  the  thickest  part, 
and  it  was  planned  to  contain  sockets  for  flash  boards,  but  these, 
through  an  oversight,  were  omitted.  The  deck  or  face  is  9  ins. 
thick  immediately  below  the  crest,  and  increases  to  1 1  ins.  at  the 
bottom.  The  apron  has  a  uniform  thickness  of  8  ins.  from  the 
crest  to  the  curve  of  the  toe,  where  the  thickness  of  the  toe  con- 
crete increases. 

Johnson  corrugated  bars,  spaced  as  shown  on  the  drawing,  were 
used  for  reinforcement.  The  sizes  and  spacmg  of  the  bars  for  the 
deck  were  so  proportioned  as  to  give  a  factor  of  safety  of  5  with 
concrete  six  months  old  when  the  crest  is  under  a  5-ft.  flood.  Un- 
derneath the  bars  and  supporting  them  is  a  netting  of  wire  mesh. 
The  deck  and  apron  were  laid  of  i :  2 :  4  concrete,  with  aggregates 
below  ^-in.,  using  as  wet  a  mixture  as  possible.  No  special  fin- 
ish was  given  to  the  surface,  and  when  the  dam  was  filled  no 
perceptible  leak  could  be  found. 

The  rock  at  the  site  of  the  dam  slopes  slightly  toward  its  toe 
and  drain  openings  were  provided  by  which  its  drainage  is  as- 
sured at  ordinary  stages  of  water.  During  the  flood,  however, 
the  height  of  the  water  is  always  the  same  inside  the  dam  as  be- 
low it,  there  being  free  communication  through  the  drain  open- 
ings. The  shale  foundation  is  seamed  with  minute  cracks,  which 
in  the  case  of  a  solid  dam  might  allow  sufficient  leakage  to  create 
an  upward  pressure  on  the  base  of  the  dam  and  endanger  its  sta- 
bility. The  possible  leakage  can  cause  no  trouble,  for  as  soon  as 
the  water  appears  below  the  cut-off  wall  it  is  drained  off.  The 
3-in.  vent  openings  shown  below  the  crest  in  each  bay  serve  to 
admit  air  behind  the  over-fall,  thus  breaking  the  partial  vacuum 
and  preventing  the  trembling  of  the  dam.    Openings  are  provided 
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through  the  buttresses  at  the  top  and  bottom  to  allow  easy  access 
to  all  bays.  A  bridgeway  through  the  top  openings  affords  a 
passageway  through  the  dam  underneath  the  crest.  This  foot- 
way, which  is  i6  ft.  above  the  river  bed,  is  dry  and  well  ventilated, 
is  lit  by  an  incandescent  lamp  in  each  bay  and  is  used  as  a  pas- 
sageway from  the  mill  on  the  north  bank  to  the  railway  station  on 
the  south  bank  of  the  river. 

In  the  construction  of  this  dam  cofferdams  were  used,  which 
inclosed  all  but  about  70  ft.  of  the  site  near  the  south  end,  which 
was  left  for  a  by-pass.  The  portion  of  the  dam  within  the  coffer- 
dam was  all  completed  except  a  portion  of  the  deck  and  apron 
walls  in  the  lower  part  of  six  bays  near  the  middle  of  the  river, 
which  were  left  for  sluiceways  when  the  dam  site  at  the  south 
shore  was  shut  off  by  a  second  cofferdam.  After  the  south  portion 
was  completed  and  the  cofferdam  was  removed  the  sluiceways 
were  closed. 

The  method  of  closing  the  sluiceways  is  unique.  The  deck  and 
buttresses  of  the  six  bays  forming  the  sluiceways  were  extended, 
as  shown  in  plan  and  vertical  section  in  Fig.  462,  to  form  a  hori- 
zontal shelf  through  which  the  openings  forming  the  sluiceways 
were  left. 

Grooves  were  formed  in  the  buttresses  and  in  the  concrete  foot- 
mg.  Rough  gates  of  6-in.  timbers  were  prepared  for  temporarily 
closing  the  bays,  and  two  loose-fitting  forms,  as  shown  in  the  fig- 
ure, were  provided  for  the  construction  of  the  permanent  wall  of 
the  open  bays.  A  lattice  work  built  up  in  advance  by  wiring  to- 
gether horizontal  and  vertical  reinforcing  bars  of  sufficient  length 
to  bear  on  the  concrete  at  the  sides  and  top  was  used  for  the  wall 
reinforcement.  When  everything  was  ready  one  of  the  openings 
was  closed  by  placing  the  timber  gate  in  place,  the  forms  and  rein- 
forcement put  in  place,  and  the  concrete  deposited.  A  second 
opening  was  closed  in  the  same  manner,  and  lastly  the  four  re- 
maining openings  closed  at  the  same  time  and  in  a  similar  man- 
ner. Soft  coal  ashes  were  dumped  in  the  stream  above  to  close 
any  temporary  leaks  in  the  wooden  gates.  Two  3-in.  pipe  drains 
were  set  in  holes  previously  prepared  in  the  bottom  edge  of  each 
form  to  carry  away  any  water  leaking  past  the  gates,  thereby 
preventing  damage  to  the  green  concrete.  •  When  the  concrete 
was  sufficiently  hard  the  holes  were  closed  with*  two  soft  pine 
plugs,  enclosing  a  plug  of  concrete.    Flash  boards  were  set  to  di- 
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vert  the  water  from  the  openings  in  the  apron,  and  under  this 
protection  forms  were  set  and  the  concrete  put  in  place. 

Figure  463  shows  a  design  of  device  for  holding  a  flash-board 
on  hollow  concrete  dams,  but,  on  account  of  an  oversight,  omitted 
when  the  Schuylcrville  dam  was  constructed.  The  rod  is 
operated  from  within  the  dam;  by  reversing  the  hook  the  rod 
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Fig.  462. — DetBllB  of  SchuyleTTllle  Dam. 
Ci.a  be  di-awn  down  and  the  hook  will  rest  in  the  socket  and 
the  boards  will  then  float  away.     An  inverse  operation  enables 
the  boards  to  be  placed  in  position. 

Mr.  Geo,  F.  Hardy,  of  New  York  City,  was  consulting  en- 
gineer, and  Tucker  &  Vinton  general  contractors  for  this  struc- 
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ture.    llie  author  is  indebted  to  the  tatter  for  information  in  re- 
gard to  this  dam. 

Banrille  Dun. — Figure  464  shows  the  method  used  for  increas- 
ii^  the  height  of  an  old  masonry  dam  at  Danville,  Ky.    The  ma- 


FIb.  4G3. — Scheme   for  FUshboards  on  Retntorced  Concrete   Datiu. 
sonry  section  had  already  been  strengthened  by  placing  a  heavy 
bank  of  quarry  gravel  and  clay  above  it.     As  it  was  desired  to 
raise  the  height  of  the  dam  4  ft.,  the  buttresses  and  reinforced 
slab  construction  shown  in  the  figure  was  adopted.     Upeniitgs 


Fig.  4IM.— Dam  at  Danville.  Ky. 
were  left  below  the  apron  to  equalize  the  tail  water,  and  an  air 
inlet  is  provided  by  a  6-in.  pipe  carried  out  through  the  abutment 
and  extending  above  high  water  mark. 

The  open  space  within  a  hollow  dam  may  be  utilized  for  the 
location  of  machinery,  as  turbines,  electric  generators,  etc.   While 
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if  the  machinery  operating  gates,  flash  boards,  etc.,  are  located 
within  the  dam,  access  may  be  always  readily  had  to  them. 

Figure  465   shows  the  cross-section  of  a  dam   designed   by 


Fig.  4G5. — Dam  at  Caonon  Falls.  Me. 
the    Ambursen    Hydraulic    Construction    Co.    for    the    Cannon 
Electric  Power  Co.,  Cannon  Falls.  Minn.    As  will  be  noted,  the 
penstock,   turbines,   generators,   operating   machinery   for  gates 
and  tail  race  are  all  located  within  the  body  of  the  dam. 


FlC.  466.— Intake  and  Qate  House  (or  Dun  at  Walton, 


Figure  466  shows  an  intake  and  gate  house  used  on  a  dam  con- 
structed at  Walton.  N.  H.  As  will  be  seen,  the  gate  house  is  lo- 
cated alt  within  and  in  one  panel  of  the  dam. 


CHAPTER  XXVII. 

CONDUITS  AND  SEWERS. 

Sewers  and  water  conduits  may  be  built  of  both  plain  and 
reinforced  concrete  in  sizes  ranging  from  a  few  inches  to  many 
feet  in  diameter.  This  material  has  been  used  much  more  exten- 
sively in  Europe  for  aqueducts  and  sewers  than  in  this  country. 
Two  types  of  construction  are  employed,  viz.:  pipes  moulded 
in  advance  and  laid  in  much  the  same  manner  as  cast  iron 
pipes,  and  conduits  moulded  in  place.  American  practice  has 
been  almost  exclusively  confined  to  the  latter  type  of  construc- 
tion, although  the  first  mentioned  type  has  been  employed  in  a 
few  cases,  and  will  undoubtedly  have  wider  use  in  the  future. 
The  use  of  reinforced  concrete  in  place  of  plain  concrete,  brick, 
vitrified  pipe,  or  metal  pipe,  is  dictated  entirely  by  economy  and 
increased  stability.   . 

Pipe  moulded  in  advance  is  used  in  Europe  from  a  few  inches 
in  diameter  up  to  6^  ft.  and  sometimes  ']y2  ft.  in  diameter,  and 
lo  or  12  ft.  in  lengjh. 

Monolithic  conduits  constructed  in  place  possess  many  advan- 
tages, and  it  is  probable  that  only  the  smaller  sizes  of  pipes 
moulded  in  advance  will  become  popular,  as  it  is  impossible  to 
devise  satisfactory  forms  for  building  conduits  in  place  of  a 
diameter  less  than  about  3  ft. 

Much  less  material  is  needed  to  construct  pipes  moulded  before 
being  laid  than  those  moulded  in  place,  as  the  thickness  of  the 
shell  rarely  exceeds  2y2  to  3J4  ins.,  and  pipes  up  to  9  or  10  ins. 
are  usually  from  ^  in.  to  2  ins.  in  thickness,  while  6  inches  if^ 
about  the  thinnest  shell  that  can  be  successfully  used  in  conduits 
constructed  in  place. 

Sewers  constructed  of  concrete  have  been  built  for  from  50 
to  70  per  cent,  of  the  cost  of  bricl^  sewers  of  the  same  size.  When 
reinforced  concrete  is  used  the  added  cost  of  the  metal  is 
counterbalanced  by  the  greater  strength  and  the  saving  in  con- 
crete, which  at  times  is  as  much  as  50  per  cent.    This  construe- 
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tion  should  prove  under  almost  all  circumstances  as  cheap  as 
plain  concrete  sewers. 

Reinforced  concrete,  besides  being  a  cheap  material,  possesses 
other  advantages  for  use  in  conduits,  some  of  which  are  as 
follows:  It  is  stronger  than  either  brick  or  plain  concrete,  and 
may  be  used  in  lighter  sections.  It  may  be  strongly  reinforced 
along  the  length  of  the  pipe  and  used  where  there  is  danger  of 
settlement,  without  the  heavy  and  expensive  foundations  usually 
necessary  in  such  cases.  The  hardness  and  smoothness  of  the 
surface  obtainable  with  concrete  reduces  the  friction  to  a  mini- 
mum and  renders  it  less  liable  to  erosion  than  other  materials. 

Concrete  sewers  built  at  Duluth,  Minn.,  show  very  little  wear 
after  twenty  years*  use.  Conduits  may  be  made  practically 
water-tight  under  ordinary  heads  with  little  trouble,  and  when 
especial  care  is  taken  will  withstand  heads  of  from  50  to  75  ft. 
Some  twenty  to  twenty-five  years  ago  a  number  of  concrete 
sewers  were  constructed  in  this  country  but  did  not  prove  very 
satisfactory,  owing  probably  to  the  inferior  quality  of  the  cement 
of  that  time.  The  great  improvement  in  the  quality  of  cement 
now  used  will,  however,  probably  enable  concrete  to  success- 
fully withstand  any  wear  that  may  come  upon  it,  especially  if  a 
granolithic  lining  be  used  for  a  wearing  surface. 

Some  engineers  fear  concrete  will  not  stand  attrition  due  to 
possible  gravel  or  small  stone  carried  by  water  at  high  velocity, 
and  line  their  sewers  when  of  large  diameter  with  vitrified  brick, 
and  when  of  small  diameter  with  sections  of  vitrified  clay  pipe. 

Better  workmanship  is  obtained  in  constructing  reinforced 
concrete  sewers  than  in  unreinforced  sewers. 

Concrete  sewers  are  usually  built  in  monolithic  lengths  of  not 
over  50  ft.  to  avoid  shrinkage  r racks,  but  if  the  section  of  the 
longitudinal  reinforcement  be  designed  to  care  for  shrinkage 
and  temperature  stresses,  monoliths  of  any  desired  length  may  be 
built. 

The  amount  of  steel  required  to  care  for  these  stresses  may 
be  determined  as  explained  on  page  621  in  connection  with 
retaining  walls. 

There  are  no  fixed  rules  for  determining  the  stresses,  sections 
and  reinforcement  in  conduits  under  the  uncertain  loadings  due 
to  earth  pressure  and  possible  superimposed  loads. 

The  maximum  moving  load,  together  with  the  weight  of  the 
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material  that  may  come  upon  the  roof  of  the  conduit,  should 
be  taken  as  the  maximum  loading,  although  the  actual  load  in 
many  cases  will  be  less  than  this.  In  case  the  fill  over  the  top  of 
the  conduit  is  small,  an  addition  should  be  made  to  the  moving 
load  for  impact. 

Whether  the  roof  should  be  considered  as  an  arch  or  slab  in 
figuring  the  stress  will  depend  upon  the  form  of  cross  section 
used  and  the  supporting  material.  In  any  case,  the  judgment  of 
the  designer  will  have  to  be  depended  upon  for  the  proper  treat- 
ment of  the  problem  under  the  existing  conditions. 

The  stresses  in  the  sides  of  conduits  under  internal  pressure 
must  be  entirely  taken  up  by  the  circumferential  reinforcement. 
The  manner  of  determining  the  stresses  and  sections  of  metal 
necessary  to  care  for  them  is  as  follows : 

Let  p  be  the  intensity  of  the  internal  pressure  in  pounds  per  sq.  in. 
d  the  internal  diameter  of  the  conduit  in  inches. 
T  the  tension  in  the  shell  per  lineal  in. 
pd 

T  = .     If  f«  is  the  allowable  working  stress  per  sq.  in.  in  steel 

2 
the  area  of  the  steel  required  for  each  longitudinal  foot  of  the  concrete 
will  be 

12  T 

A.  =  . 

f. 

or, 

6pd 
A.  = . 


The  reinforcement  for  sewers  and  conduits  may  consist  of 
circumferential  rods  in  the  form  of  hoops  or  spirals.  When 
hoops  are  used  they  should  be  welded  or  fully  spliced.  The  rods 
of  adjacent  spirals  should  also  be  spliced.  Longitudinal  rods 
either  inside  or  outside  the  ho6ping,  depending  upon  whether 
the  pressure  is  from  within  or  without,  and  wired  to  the  hoop- 
ing at  intersecting  points,  are  usually  employed.  These  act  as 
distribution  rods,  take  up  shrinkage  and  temperature  strains,  and 
strengthen  the  pipe  longitudinally.  When  cross  strains  come 
upon  the  pipe  provision  must  be  made  for  an  ample  section  in 
the  longitudinal  reinforcement.  Expanded  metal  and  various 
forms  of  Monier  netting  are  often  used  for  reinforcements  in 
pipe  construction. 

Pipe  Cast  in  Advance  for  Conduits  and  Sewen. — The  successful 
manufacture  and  use  in  Europe  of  reinforced  pipe  cast  in  short 
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lengths  would  indicate  that  the  attention  of  American  engineers 
should  be  called  to  the  subject,  as  undoubtedly  there  are  many 
cases  in  which  it  may  also  be  economically  used  in  this  country. 
The  author  only  knows  of  two  firms  in  this  country  who  make 
concrete  pipe. 

In  Europe  pipes  are  generally  manufactured  at  special  plants, 
where  the  apparatus  and  process  used  are  controlled  by  patents. 
While  it  is  undoubtedly  true  that  the  cost  of  manufacture  is 
thereby  reduced  to  a  minimum,  it  is  not  essential  that  such 
apparatus  be  used,  as  pipes  can  be  constructed  by  the  use  of 
simple  methods  at  a  cost  considerably  lower  than  vitrified  clay 
pipe,  cast  iron  pipe,  or  concrete  pipe  cast  in  place. 

Monier  Pipes. — The  Monier  reinforcements  for  pipes  are 
formed  of  longitudinal  and  spiral  rods  tied  together  at  their  inter- 
sections. The  rods  used  vary  in  size  from  ^  in.  to  i  in.,  and 
are  usually  spaced  evenly.  The  pipes  are  molded  vertically  and 
are  of  sufficient  thickness  to  permit  ramming.  A  collapsible 
core  and  outside  casing  is  used  to  form  the  mould. 

If  the  shell  is  too  thin  to  be  molded  in  this  way,  it  is  formed 
in  the  following  manner:  The  reinforcement  is  placed  on  a 
collapsible  core  of  the  size  of  the  internal  diameter  of  the  pipe. 
The  concrete  is  mixed  stiff  and  thrown  hard  against  the  core, 
and  passing  through  the  reinforcement  forms  a  layer  behind  the 
net  work,  which  is  shaken  during  the  process.  When  the  first 
layer  is  partly  set  another  layer  is  added  in  the  same  manner,  but 
the  net  work  is  not  again  shaken.  This  process  is  continued 
until  a  proper  thickness  is  secured.  The  successive  layers  are 
about  }i  of  an  in.  in  thickness.  The  inside  and  outside  is 
then  finished  with  thin  layers  of  mortar  floated  on. 

Wayss  &  Co.,  of  Berlin,  Germany,  employ  special  molding 
machinery.  The  pipes  are  formed  on  a  rotating  drum  of  sheet 
iron  or  wood  covered  with  zinc.  The  mortar  is  applied  to  the 
drum  through  a  hopper  at  its  upper  surface,  and  the  mortar  is 
spread  evenly  over  the  drum  by  rollers.  A  special  arrangement 
prevents  the  mortar  from  breaking  away  from  the  lower  part  of 
the  drum  during  rotation.  After  one  coat  has  been  put  on,  the 
reinforcing  network  is  wound  around  it  and  another  layer  o^ 
mortar  added  and  the  process  continued  until  the  desired  thick* 
ness  is  secured. 
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The  Pavin  de  La  Farge  pipes  are  constructed  according  to  one 
of  the  first  two  methods  used  for  Monier  pipes. 

These  pipes  are  reinforced  with  longitudinal  bars  about  which 
are  circumferential  bars  wound  in  the  form  of  spirals  for  the 
smaller  size  pipes,  but  for  the  larger  size  circular  hoops  are 
formed  by  welding  the  ends  of  the  hooping  bars  together.  The 
reinforcements  for  horseshoe  conduits  and  other  sections  are  made 
in  much  the  same  way.  The  pipes  are  usually  constructed  in 
sections  of  from  3  to  6.5  ft.  in  length.     The  sections  are  con- 


Fig.  4C7. — Joint  for  Pavin  de  La  Farge  Pipe. 

nected  by  collars  of  reinforced  concrete  and  expansion  joints 
formed  by  a  plain  collar  and  two  iron  angle  collars.  The  angle 
collars  are  secured  by  bolts  and  the  joint  is  made  by  two  rings 
of  India  rubber,  which  are  pressed  between  the  angle  rings  and 
the  plain  collar  when  tightened  up,  as  shown  in  Fig.  467. 

Bordenave  Pipes. — The  reinforcement  for  the  Bordenave  pipe  is 
bent  by  machinery,  and  wound  in  helical  rolls,  which  are  placed 
on  a  core  and  adjusted  until  the  required  pitch  is  obtained.  The 
longitudinals  are  then  placed  inside  of  outside  the  spirals 
depending  upon  whether  the  pressure  is  from  within  or  without, 
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and  tied  to  them  in  the  proper  positions  with  pieces  of  wire. 
Small  I-sections  and  round  rods  are  used  for  both  spiral  and 
longitudinal  reinforcements. 

The  casting  is  done  from  a  covered  platform  on  which  the 
concrete  is  mixed.  This  platform  is  mounted  on  a  framework 
which  runs  on  a  track  over  the  molding  floor,  and  which  carries 
hoisting  apparatus  for  handling  the  molds.  A  core,  which  is 
adjustable  in  diameter  and  collapsible,  together  with  an  outside 
hollow  cylinder  divided  in  halves  is  used  to  form  the  mold.  The 
reinforcing  coil  described  above  is  set  on  end,  the  core  placed 
within  it  and  adjusted  to  the  proper  diameter.  The  outside  mold 
is  then  clasped  in  place  and  the  mold  is  filled  with  liquid  mortar 
through  a  special  funnel  fixed  to  the  platform.  Before  the 
mortar  is  entirely  set  the  funnel  is  removed  and  the  top  of  the 
pipe  formed  by  hand.  When  the  mortar  has  hardened  the  shell 
is  removed  and  the  core  collapsed  and  withdrawn.  The  pipe 
is  left  standing  for  a  time  and  then  removed  and  stacked  until 
used.  A  quick  setting  cement  is  used  in  the  manufacture  of 
these  pipes. 

Among  other  notable  works  in  which  the  Bordenave  pipe  has 
been  used  is  that  for  the  water  works  at  Bone,  Algeria,  built 
in  1893.  Eighteen  and  a  half  miles  of  conduit  about  24  ins.  in 
diameter  was  built,  much  of  it  being  under  a  head  of  from  50 
to  80  feet.  Figure  468  shows  the  arrangement  of  the  reinforce- 
ment used  in  this  pipe.  For  a  pressure  head  of  50  feet  ft.  the 
coils  of  the  circumferential  reinforcements  were  spaced  about 
3^4  ins.  apart,  and  for  a  head  of  80  ft.  iabout  2  ins.  apart.  The 
longitudinal  reinforcements  were  spaced  about  3^  ins.  apart  cir- 
cumferentially.  The  shell  was  about  \}i  ins.  thick.  The  rein- 
forcements used  were  small  .47  in.  x  2  in.  Fs,  and  weighed  about 
0.142  lbs.  per  ft. 

The  joints  were  spliced  with  collars  of  the  same  construction 
as  the  pipe,  as  shown  in  Fig.  468.  These  were  slipped  over  the 
adjacent  ends  and  fastened  by  filling  the  annular  space  between 
the  collar  and  pipe  with  mortar. 

Bonna  Pipe. — The  Bonna  pipes  are  reinforced  with  a  bar 
having  a  section  the  form  of  a  cross.  This  gives  a  large  area  for 
adhesion.  Either  a  spiral  or  hooped  circular  reinforcement  is 
used,  depending  upon  the  size  of  the  pipe.  Figure  168,  page  269. 
shows  a  simple  spiral  wound  pipe  reinforcement.    When  hoops 
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are  employed  they  are  cut  to  the  proper  length,  bent  into  hoops 
and  the  ends  fastened  together  with  a  riveted  joint.  A  series 
of  hoops  are  placed  upright  at  proper  distances  apart  in  frames, 
and  the  longitudinal  bars  having  notches  cut  in  their  sides  at 


Fig,  -HiS. — Bordenave  Conslrucllon  (or  Pip*, 
proper  intervals  apart  to  receive  tlie  hoops,  are  placed  in  position, 
and  all  firmly  wired  together. 

For  high  pressure,  two  series  of  reinforcing  skeletons  are 
employed  with  a  sheet  steel  tube  between  them.  These  tubes 
are  also  used  inside  pipes  with  a  single  reinforcing  skeleton  work, 
IP  which  case  they  act  as  a  mandrel  on  which  the  pipe  is  molded. 
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The  steel  sheet  tubes  are  usually  formed  of  three  pieces  having 
their  ^dges  bent  in  the  form  of  clips,  as  shown  in  Fig.  469. 

These  clips  are  hooked  together  and  clasped  tightly  by  special 
machinery.  The  joints  are  sometimes  soldered  to  make  them 
entirely  watertight.  For  pressures  up  to  50  ft.  the  steel  tubes 
are  formed  of  metal  of  about  No.  10  gauge,  and  for  pressure 
greater  than  50  ft.  about  No.  7  gauge  is  employed. 

The  pipes  are  molded  in  a  manner  similar  to  that  used  in 
casting  the  Bordenave  pipe.  The  cores  are  of  sheet  iron  and  col- 
lapsible. The  outside  mold  is  made  of  sheet  steel  in  halves,  and 
held  together  by  hoops.  When  an  inside  shell  is  used  it  is 
employed  for  a  core.  A  liquid  mortar  formed  of  a  mixture  of 
quick  and  slow  setting  cement  is  poured  in  much  the  same  n 


Pig.  470.— Joint  tor  Unltnea  Bomit  Pipe. 


as  in  the  Bordenave  system.  While  the  liquid  mortar  is  being 
poured  the  sides  of  the  molds  are  pounded  with  a  wooden  mallet 
to  drive  out  the  air  and  consolidate  the  mortar.  In  some  cases 
a  steel  core  with  both  inside  and  outside  reinforcements  is 
used.  In  this  case  the  steel  shell  is  put  in  place,  the  inside  and 
outside  reinforcements  put  inside  and  outside  the  shell ;  a  col- 
lapsible core  put  inside  and  a  sheet  steel  mold  outside,  and  the 
pipe  poured  as  before.  A  traveling  platform  and  apparatus  for 
pouring  the  concrete  are  provided  as  in  the  Bordenave  system. 

M.  Bonna  buift  a  number  of  large  sewers  in  Paris.  In  the 
Mery,  Prerielage  and  Treil  districts  alone  about  75  miles  of  pine 
was  laid.  These  pipes  vary  from  12  to  43  ins.  in  diameter,  and  in 
some  cases  6.5  pipes  were  used. 

The  pipes  w?re  constructed  in  lengths  of  about  8  ft.  and  laid 


646 


CONCRETE    AND    REINFORCED    CONCRETE. 


by  setting  them  end  to  end  and  joining  them  with  special  collar 
joints. 

Figure  470  shows  joint  used  for  joining  pipe  without  interior 
tube,  and  Fig,  471  shows  detail  of  joint  for  pipe  with  interior 
tube. 

The  cost  of  the  conduit  having  a  diameter  of  about  6  ft.  was 
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Ptg.  4"]. — Joint  tor  Lined  Bonna  Pipe. 
approximately  $18  per  lineal  ft.  for  the  lined  pipe,  and  about  $12 
per  lineal  ft.  for  the  unlined  pipe. 

U.  S.  Reclamation  Pipe  Tests. — Experiments  were  made  in  igot 
by  the  U.  S.  Reclamation  Service  upon  large  reinforced  pipes  to 
determine  their  fitness  as  service  conduits  for  irrigation  work- 
An  attempt  was  made  to  detemiine  the  various  conditions  which 
should  be  considered  in  the  construction  of  large  pipes.  A  num- 
ber of  pipes  20  ft.  in  length  and  5  ft.  in  diameter  were  built  and 
tested.  These  pipes  were  reinforced  with  ^-in.  round  circum- 
ferential rods  spaced  3H  ins.  centers,  and  held  in  place  by  8 
longitudinal  rods  '/i  in.  in  diameter  wired  to  them. 

The  following  general  precautions  should  be  considered  in 
manufacturing  and  use  of  reinforced  concrete  pipe: 

{ 1 1  Do  not  allow  the  sun's  rays  to  touch  the  concrete  when 
it  is  1>eing  mixed  and  placed  in  the  forms.  If  necessary,  buiW 
a  shed  over  the  work  to  insure  this  precaution. 
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(2)  If  the  reinforced  concrete  pipe  cannot  be  made  contin- 
uously by  machine,  do  as  much  of  the  hand  tamping  as  possible 
in  radial  directions.  When  the  tamping  must  be  done  at  right 
angles  to  the  radius  of  the  pipe,  either  in  longitudinal  or  circum- 
ferential directions,  avoid  as  far  as  possible  the  formation  of 
seams  or  cleavage  planes,  from  delays  in  placing  the  forms  and 
adding  fresh  material.  By  making  the  concrete  very  wet,  delays 
will  not  be  so  dangerous  as  in  the  case  of  dry  concrete. 

(3)  Be  careful  in  tamping  not  to  spring  the  longitudinal  rods, 
and  use  as  few  of  these  as  will  suffice  to  hold  the  circumferential 
rods  in  place,  except  in  case  of  vertical  curves  in  the  pipe,  when 
additional  rods  or  steel  cables  must  be  used  on  the  longer  sides 
of  the  curved  part  of  the  pipe. 

(4)  Do  not  depend  upon  the  tensile  strength  of  the  concrete 
but  make  the  steel  rods  of  such  size  and  distance  apart  as  will 
insure  no  greater  stretch  of  the  steel  than  0.04  in.  in  any  rod 
from  the  maximum  pressure  to  'which  the  pipe  is  subjected. 

(5)  Make  pipe  13^  in.  larger  inside  diameter  than  required, 
to  allow  of  putting  two  coats  of  plaster  on  the  inside. 

(6)  As  soon  as  the  pipe  is  completed  give  the  inside  one  coat 
of  plaster  J^  in.  thick,  composed  of  i  of  cement  to  i^  of  sand, 
and  a  small  quantity  of  lime  paste,  thoroughly  cooled,  to  retard 
setting.  Keep  pipe  well  wet  ahead  of  the  plastering.  When  this 
coat,  which  may  be  left  rough,  is  dry,  put  on  another  coat  aboiit 
J4  in.  thick  of  planter  composed  of  i  part  of  sand  to  i  part  of 
cement.  This  coat  should  be  troweled  to  a  smooth  surface,  and 
when  it  is  dry  give  the  entire .  surface  of  the  pipe  a  thick  wash 
of  fine  cement  and  water. 

(7)  Provide  for  drainage  of  water  which  may  leak  through 
when  the  pipe  is  first  filled,  so  that  sufficient  water  may  not 
remain  in  the  trench  to  soften  the  ground  under  the  pipe. 

(8)  Bury  the  pipe  under  ground  so  that  there  will  be  no  place 
less  than  2  ft.  between  the  top  of  the  pipe  and  the  natural 
surface  of  the  ground. 

(9)  In  very  cold  climates  provide  means  for  draining  the  pipe 
so  that  it  can  be  emptied  at  the  end  of  each  irrigating  season. 

(10)  A  soap  and  alum  mixture  may  be  used  to  advantage 
in  the  making  of  the  concrete,  but  reliance  for  Impermeability 
must  be  placed  on  the  plastering  rather  than  on  the  material  of 
the  pipe. 

(11)  Do  not  use  reinforced  concrete  pipes  for  heads  over  70  ft, 
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except  for  short  distances,  where  loo-ft.  head  Tiiight  be  allowed 
liy  taking  special  precautions. 

Jackson  Pipe. — The  Reinforced  Concrete  Tipe  Co..  of  Jackson, 
Mich.,  manufactures  and  sells  a  reinforced  concrete  pipe  (Fif. 
472).  This  pipe  was  used  in  the  coristruction  of  sewers  al 
St.  Joseph.  Mo.  The  thickness  of  the  wall  of  the  pipe  is  4 
for  36-in.,  4^  ins.  for  the  42-in.,  5  ins.  for  the  48-in.,  and  7  ins, 
fur  the  72-in.  pipe.  Each  pipe  section  is  reinforced  longitudinal!; 
by  5  bars,  except  the  72-in.  pipe,  which  has  7  longitudinal  bars 
Two  transverse  circular  bands,  each  placed  q  ins.  from  the  ends 
of  the  section,  are  also  used  and  the  longitudinal  bars  pushed 
through  sluts  punched  in  the  hoops.     The  pipe  is  manufacluretl 


Pig.  47:;,— view  ^ 
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in  3-lt.  sections.  The  thickness  of  one  end  of  each  section  1* 
reduced  by  a  rectangular  rebate,  and  by  a  beveled  edge,  both  t»- 
tending  around  the  circumference.  The  other  end  is  correspon'i- 
ingly  flanged,  so  that  when  two  sections  are  placed  end  to  erf 
they  fit  together. 

The  longitudinal  reinforcing  bars  in  each  section  extend  wW* 
hooked  ends  into  the  rebated  space  which  forms  the  outside 
groove  when  two  sections  are  placed  together.  The  sections  ate 
then  interlocked  with  a  tieband  passing  completely  around  the 
section  of  the  grooves  at  the  joint  and  through  the  Jii 
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of  the  longitudinal  reinforcing  bars.  After  the  sections  have  been 
thus  interlocked  the  joint  is  enclosed,  except  some  20  ins.  on  the 
top,  with  a  galvanized  iron  shield.  The  inner  surface  is  sur- 
rounded with  a  galvanized  iron  mold  and  the  joint  poured  with 
1 :  2  Portland  cement  mortar. 

In  the  process  of  manufacture  of  the  pipe  a  bottom  plate  of 
cast  iron  is  used,  shaped  so  as  to  give  the  desired  flange  sec- 
tions at  the  bottom  end  of  the  pipe.  The  inside  form  or  core  is 
in  four  sections  of  rolled  sheet  steel.  The  longitudinal  rein- 
forcing rods  are  Inserted  in  receiving  sockets  in  the  plate  and  the 
outer  case  is  then  added  together  with  lower  and  upper  flange 
mold.  The  reinforcing  bars  are  held  in  place  by  clips  at  the 
top.  The  circular  reinforcing  bars  are  slot  punched  to  receive 
the  longitudinal  rods.  When  the  forms  are  in  position  the 
concrete — usually  a  1:2:3  mixture — is  placed  in  small  quantities 
and  thoroughly  tamped. 

Wilsan  ft  BaiUie  Cement  Pipe. — The  manufacture  of  cement 
pipe  is  not  a  new  industry.  As  early  as  1825  Portland  cement 
pipe  was  made  in  England,  and  since  that  time  it  has  been  used 
to  a  limited  extent  in  continental  Euroj>e.  Cement  pipe  was  first 
introduced  in  Brooklyn.  X.  Y.,  about  iSTk).  and  when  proi)er 
materials  have  been  used,  no  failures  have  been  known.  Among 
the  advantages  of  this  class  of  pipe  are  the  convenience  of  making 
repairs,  the  facility  with  which  the  pipe  may  be  laid  to  line  and 
grade,  and  the  ease  of  making  joints.  Another  advantage  lies  in 
the  fact  that  the  flat  base  gives  a  uniform  bearing  throughout, 
rendering  the  use  of  a  concrete  cradle  unnecessary,  the  pipe 
possessing  sufficient  inherent  strength  to  withstand  any  pressure 
that  may  be  brought  to  bear  upon  it. 

The  early  pii)es  laid  in  Brooklyn,  N.  Y.,  and  other  cities  were 
all  made  bv  hand.  The  forms  in  manv  cases  consisted  of  a 
solid  core  and  a  shallow  flask  in  two  parts.  The  flask  was 
clamped  together,  placed  on  a  plate  or  ring  and  lowered  over 
the  core.  A  tray  was  fitted  on  top  of  the  collar  and  concrete 
shoveled  into  the  tray  and  spaded  and  tamped  into  place  with  an 
iron  rammer.  The  mix  consisted  of  one  part  Rosendale  cement. 
and  three  parts  of  coarse  sand,  mixed  with  about  25  per  cent. 
water  to  the  consistency  of  a  thick  paste. 

Owing  to  the  difficulty  of  thoroughly  mixing  and  tamping 
the   ingredients,  great  trouble  was  experienced  in  turning  out 


650 


CONCRETE    AND    REINFORCED    CONCRETE. 


homogeneous  pipe  of  equal  density  throughout.  Up  to  1890, 
all  the  cement  pipe  laid  in  Brooklyn.  X.  Y..  liad  been  made 
by  hand,  at  which  time  the  Wilson  &  Baillie  Manufacturing 
Co.,  who  had  been  ex|)eriinenting  for  a  number  of  years,  intn- 
diiccd  a  machine-made  i)[]>c.  In  the  manufacture  of  the  machine- 
made  pipe,  the  cement,  sand,  broken  trap  rock  and  water  were 
measured,  and  thoroufjldy  mixed  in  a  mill.  e\enly  fed  to  tlie 
mouUls  and  rammed  h_\'  maciiincry  regulated  to  pro<luce  cim- 
tjnuous  and  uniform  blows  of  any  inii)act  desired.     The  resuh 


Machine    wlih    Pipe  roraplpli 


is  a  |>roduct  perfectly  homogeneous  and  of  equal  and  great 
density  throushout. 

Figure  473  shows  the  machine  with  head  down,  shell  in  place, 
ready  for  making  a  12-in.  round  flat  base  pipe.  It  also  shon-'i 
the  ]>ipe  conijilete.  rammed  up  in  the  shell.  l"igure  474  shii\is 
the  core  withdrawn,  head  raised,  shell  and  pi]>e  removed  and  the 
machine  in  iKJsition  to  receive  an  empty  shell. 

A  machine  similar  to  the  one  shown  is  used  for  the  matiii- 
facture  of  egg  sliajH'  pijK-.  Descriljcd  briefly,  it  consists  in  ti^e 
main  nf  a  haso  with  a  revolving  table  and  two  upright  columns. 
about  fniir  feet  apart,  hotted  tn  the  hase  by  flanges  and  carr>-inf; 
a  cross  piece  on  top  for  the  bearings  of  the  gears.  There  is 
one  large  central  shaft  running  to  the  central  head  with  a  key  way 
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from  end  to  end.  and  a  key  in  a  cogwheel  to  set  same.  This 
shaft  actuates  a  barrel  cam  inside  of  the  frame  which  imparts 
the  tamping  or  np  and  down  movement  to  the  rammers.  The 
head  or  franit  !ias  a  vertical  movement  in  slides  secured  to  the 
columns,  allowing  the  head  to  move  np  and  down  as  the  pi])e 
is  being  formed.  By  means  of  a  slide  with  a  roller,  a  small 
shaft,  running  parallel  to  the  large  central  shaft,  moves  a  second 
cam  which  has  tlie  exact  opposite  of  an  egg  shape.  Attached 
to  cam  Ko.  2  is  a  lever,  the  lower  end  of  which  is  secured  to  a 
finger  slide.  The  slide  extends  into  the  head  which  acts  as  a 
guide  and   the  finger  projects  downward   an<l   through  a  shoe 


Pig.  474.— Machine  Ready  tor  Another  Pipe. 
carrying  the  rammers,  while  the  shoe  itself  is  held  on  a  hori- 
zontal slide  attached  to  the  drum  slide  which  does  the  tamping. 

As  the  upper  cam  revolves  it  causes  the  upi)er  slide  to  move 
in  and  out,  and  also  imparts,  by  the  lever,  the  opposite  movement 
to  the  lower  finger  slide.  The  latter  projyels  the  shoe  carrying 
the  rammers,  and  thus  causes  the  rammers  to  conform  to  the 
irregular  shape  of  the  pipe  which  is  revolving  on  the  table. 

I'^or  making  egg  .shape  pipe  there  are  eight  tampers  made  of 
the  best  tooled  i^teel.  each  rtmning  two  hundred  tamps  per 
minute.  As  there  is  only  one  rammer  down  at  a  time,  the 
weight  of  the  head  nuist  be  borne  entirely  by  the  density  of  the 
material  forming  ttie  T)ipe  and  this  results  in  an  even  and  regular 
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product  such  as  has  been  impossible,  heretofore,  to  achieve  by 

tiand. 

The  mixing  of  the  concrete  is  done  mechanically,  a  cube 
mixer  being  used  which  discharges  about  30  inches  above  the 
rtoor,  the  feeding  point  being  on  the  Hoor  above.  Over  the  mixer 
is  a  hopi>er  into  which  the  crushed  stone  and  sand  are  discharged 
by  bucket  conveyor  from  the  ground.  The  cement  is  distributed 
into  the  hopper,  through  the  mass.  Tiie  wliole  is  discharged  into 
the  mixer  drv.  where  it  receives  several  revohitions  before  the 
water  is  added,  which  is  allowed  to  enter  in  the  usual  way 
through  the  hollow  .«]iaft  of  tiie  mixer.  The  proportions  used 
in  the  mix  arc  one  and  one-half  parts  Portland  cement,  one  part 
sand,  and  three  parts  trap  rock  screenings,  containing  20  per 


Fig,  475.— Showing  Mannrr  of  Sirtpplns  Shell  from  Pipe. 

cent,  of  stone  dust.  Tiie  anmunt  of  water  used  in  the  mass  will 
vary  from  10  jwr  cent,  tc)  15  per  cent.,  according  to  the  dn'ness 
of  the  Itallast.  Water  is  measured  in  a  marked  tank  and  is  in 
control  of  tlie  man  who  opens  and  closes  the  mixer.  The  mix  is 
known  as  a  "dry  mix,"  hut  will  ball  in  the  hand  with  some  pres- 
sure. The  mixei!  cc.ucrete  is  delivered  to  the  machines  in  barrows 
and  is  fed  int<^  the  hi>])]>er  by  two  men.  one  on  either  side.  .\s  5<xin 
as  the  llask  is  full  and  the  core  automatically  lifted  clear,  il'f 
llask  is  taken  it])  liy  a  ])i])c  truck  having  arms  with  sockets  tc 
engage  the  lugs  nu  either  side  of  the  flask  and  wheeled  into  tlii 
stripping  rcHinis  where  it  is  allowed  to  stand  about  thirty  minute, 
before  being  s(rip]K'd. 

I'igure  475  shows  the  manner  in  which  a  shell  is  stripped  from 
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the  i2-in.  round  flat  base  pipe,  and  also  a  similar  view  for  a 
24-in.  egg  shape  flat  base  pipe.  After  the  pipes  have  set  over- 
night a  spray  of  water  is  turned  on  an<l  the  pipes  kept  damp 
until  the  expiration  of  six  days,  when  they  are  removed  from 
under  cover  and  placed  in  a  yard.  At  the  end  of  30  days  they 
arc  crystallize*!  siifiicicntly  to  be  handled  in  the  work. 

Spiirs  for  house  connections  are  made  as  follows :  A  hole  is 
cut  at  the  proper  point  on  the  side  of  the  pipe  and  a  center  is 
placed  in  the  interior:  cement  mortar  is  then  spread  over  the 
form  and  the  connection  piece  is  he<lded  in  place  and  a  heavy 
hand  of  mortar  is  wiped  around  the  joint  on  the  outside.  After 
the  center  is  removed,  the  inside  joint  is  finished  with  a  trowel. 


Pig.  47C. — Cement  Pipe  wlih  Connuctlon  tor  Lateral. 

Figure  476  shows  15-in.  egg  shajied  pipe  with  manner  of 
making  house  connections. 

In  order  to  meet  hydrostatic  tests,  the  interior  of  the  pipes 
Tre  coated  with  California  maltha  reduced  in  bisulphide  of  carbon. 
Satisfactory  results  in  this  direction  have  also  been  obtained  by 
vising  silicate  of  soda  as  a  bath  into  which  the  piijos  are  phmged. 

These  pi|)cs  arc  all  3  ft.  in  length,  with  hub  joints,  with  the 
exception  of  the  (vin.  size,  which  is  2  ft.  3  ins.  long.  The  thick- 
ness of  walls  is  as  follows: 

6-inch  round  pipe  %  inch. 

9-ineh  round  pipe  %     " 

13-inch   round   fhl  bnse  pipf I'/n    " 

iS-inch   egB  shape  flat   hase    1%      " 

18-inch   egg   shape   flat   base    1%      " 

24-incli   egg   shape   flat   Irase     2         " 
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Collars  are  of  the  following  dimensions : 

6-inch    collars    I'/n    in.    deep    with    joint    of 


Figure  477  shows  a  length  of  24-iii.  egg  shape  flat  base  pipe. 
Some  interesting  tests  have  been  made  on  the  crushing  strength 


FIr,   477.— Egg-Shaped  roment  Pipe, 
of  machine-made  cement  pipe  (hiring  the  ]>ast  year,  a  summary 
of  which  follow.'i : 

Size  and  IX-scriplion.  Bn^aking  WtishL 

ij-inch   round   and   flat   liasf 10.624111=, 

i8-incli  ygg  *l8.785  " 

18- ■,..,    ti.jK7  - 

18-  ■'         "  *I,T.I90  ■■ 

24- 26.547  ' 

•Cracked   al    Ki.l.Vi   Ibn.;   addlllonnl    required    (o  crusb. 

tCracked   at   !<.717    IbK.,    addiLluiinl    required   to  truxtl. 

In  making  the  tests,  a  wooden  beam.  20  ft.  long,  was  used. 
with  a  2-ft.  fulcrum.  The  pressure  was  applied  to  a  satldk 
having  a  rubber  gasket  between  it  and  the  pipe  so  as  to  gi^t 
the  saddle  an  even  l>earing  and  thus  do  away  with  any  concen- 
trated pressure. 
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Some  vitrified  pipe  tests  at  the  same  time  showed  the  following 
results : 

Size  and  Description.  Breaking  Weight. 

12-inch  double  strength  shale   7,756  lbs. 

12-inch  single   strength  vitrified    7»544     " 

12-inch  standard  Akron  (average  of  3) 5»500    " 

12-inch  vitrified    7t859    ** 

18-inch  Akron  double  strength   8,842    " 

It  is  probable  that  the  old  aversion  to  cement  pipe  will  be 
gradually  dissipated  by  the  introduction  of  an  improved  machine- 
made  product,  and  that  the  use  of  such  pipe  will  be  largely  in- 
creased during  the  next  few  years. 

Beinforced  Concrete  Conduits  Built  in  Place.— Great  care  must 
be  taken  in  the  construction  of  sewers  and  aqueducts  in  order 
that  they  be  strong  and  as  nearly  impervious  as  possible.  The 
centers  must  be  smooth,  strong  and  rigid,  and  so  constructed 
that  they  are  easily  assembled  and  taken  down. 

Examples  will  be  given  to  illustrate  the  most  successful  appli- 
cations of  reinforced  concrete  to  various  forms  of  concrete 
sewers  and  aqueduct  construction.  The  method  of  construction 
and  a  description  of  the  forms  used  are  given  in  connection 
with  the  description  of  various  structures. 

Simplon  Aqueduct. — The  aqueduct  which  carries  water  from 
the  Rhone  to  the  power  works  of  the  wSimplon  tunnel  at  Breig. 
Switzerland,  is  of  Hennebique  construction.  It  is  rectangular  in 
sections  and  1.86  miles  in  length,  with  a  fall  of  6.35  ft.  per  mile. 
It  is  carried  on  supports  spaced  about  16  ft.  5  in.  centers. 

Figure  478  shows  transverse  and  longitudinal  sections  of  half 
a  bay,  giving  details,  general  dimensions,  and  materials  used. 
Sizes  and  dimensions  given  in  this  figure  are  in  the  metric  system. 

The  inside  dimensions  are  about  6  ft.  3  ins.  by  6  ft.  3  ins.,  and 
the  side  walls  are  about  4  ins.  thick.  The  bottom  has  a  thickness 
of  about  4  ins.  at  the  sides  and  is  thickened  toward  the  center  to 
nearly  6  ins.  The  roof  is  thickened  in  the  same  manner  from  3^^ 
to  4j4  ins.  The  vertical  reinforcing  rods  in  the  walls  are  about 
34-in.  diameter,  and  are  spaced  7%-in.  centers.  Three  longi- 
tudinal rods  were  used  at  the  top,  bottom  and  sides,  the  top  and 
bottom  rods  being  about  5«-in.  diameter,  and  the  side  rods  f^ 
in.  in  diameter.  A  5^-in.  trussing  rod  which  at  the  center  of  the 
bay  is  at  the  bottom  of  the  sides,  is  bent  upward,  runs  to  the  top 
at  the  supports. 
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The  bottom  reinforcement  consists  of  two  sets  of  rods  about 
^  and  ^'(  in.  in  diameter,  both  sets  beit^;  spaced  7^  in. 
apart.  The  f^-in.  rods  are  bent  up  and  form  the  side  reinforce- 
ment, and  the  A"'"-  ^^^  ^"""^  *'so  bent  up  and  extend  1  ft.  6  in. 
into  the  sides.  There  are  two  longitudinal  rods  5-16  tn.  in 
diameter  spaced  evenly  on  each  side  of  the  center.  The  top  is 
reinforced  by  >d  and  -^j-in.  rods  spaced  7%-\n.  centers,  and 
located  as  shown  in  the  figure.  Stirrups  of  j4  ^  3"i"'ti-  hoop 
iron  are  placed  about  all  rods. 

The  roof  was  designed  to  carry  a  load  of  165  lbs.  per  sq.  ft 
and  an  internal  pressure  of  62  lbs,  per  sq.   ft.      Provision  for 


Fig.  47)*. — .\qupduct  tor  Simpler  Tuonel  Water  Power  Plaot. 

expansion  wa-s  made  by  ojkmi  joints  over  the  piers.  These  were 
filled  after  the  concrete  had  set  and  liefore  the  water  was  turned 
into  the  flume.  When  filled  with  water  very  little  expansion  or 
contraction  can  occur  The  cost  of  this  aqueduct  was  about 
$5.90  per  linear  foot. 

Salt  take  City  Aqueduct. — A  reinforced  concrete  aqueduct 
38,000  ft.  long  lias  been  constnictod  at  Salt  Lake  City  in  order 
to  secure  an  added  water  siqtply.  It  is  partly  in  excavation, 
partly  in  tunnel  and  partly  above  Erniind,  thus  giving  three  tj^pes 
of  construction. 

The  aqueduct  is  built  on  a  hydraulic  grade  and  will  not  be 
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subjected  to  nternal  pressure  other  than  the  weight  of  the  water 
flowing  in    t 

Figure  479  shows  normal  section  in  excavation,  and  consists 
of  a  roof  slab  mod  fied  to  suit  depth  of  fill.     The  thickness  is 


Fig.  4T!>. — S«ctfOB  of  Salt  Lake  Clly  Condu  t    n  EjccavatloD. 

4  ins.  for  5  ft,  fill  with  Ransome  twisted  bars  as  shown ;  5  ins.  for 

5  ft.  to  10  ft.  fill,  reinforced  with  J^-in.  bars  spaced  9-in.  centers. 
For  a  covering  exceeding  10  ft.  a  6-in.  slab  reinforced  with  yi-in. 
bars  spaced  6  ins.  apart  is  used. 


FlK.  4S0. — Section  of  Salt  Lake  ClCj'  Conauit  on  riera. 


The  tunnel  section  is  in  rock  and  consists  of  a  concrete  linii^ 
for  sides  and  bottom  ant!  brick  arch  for  top.  It  was  deemed 
unwise  to  build  on  an  embankment,  and  section  shown  in  Fig. 
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480  on  concrete  piers,  spaced  15  ft.  centers  with  additional  rein- 
forcement was  used.  But  joints  were  used  at  each  pier,  and 
joints  grouted  in  cold  weatlier  so  as  to  throw  the  conduit  into 
compression  to  care  for  expansion.  The  interior  of  the  conduit 
was  coated  with  a  grout  of  a  1:1  Portland  cement  and  fine  sand. 

The  concrete  used  was  a  i :  z'/j  :  4  mixture  of  Portland  cement, 
sand  and  broken  stone  or  gravel.  The  engineer  in  charge  was  Mr, 
Geo.  W.  Riter,  City  Engr.  of  Salt  Lake  City. 

Cedar  Grove  Eeserroir  Conduit,  Newark,  H,  J. — A  5  ft.  rein- 
forced concrete  conduit  4,000  ft.  in  length  was  employed  in  the 
construction  of  the  Cedar  Grove  reservoir  for  the  Xewark,  N.  J., 
water  works,  and  extetideil  from  the  regulating  inlet  gate 
chamber  at  the  north  end  of  the  reservoir  to  the  inlet  stand  pipe 
at  the  south  end. 

Another   line  consisting  of  a   double  conduit   1.500   ft.   long 


Pig.  481. — Conduits,  Cedar  Grove  Reservoir.  Newark.   N,  J. 
extended   from  the  outlet  gate  chamber  to  the  outlet  channel. 
Higs.  481  and  481A  show  cross  sections  of   these   two  conduits. 
The  reinforcement  consisted  of  a.  circumferential  ring  of  No.  10 
paHge  3-in.  mesh  expanded  metal  with  lapped  joints. 

A  1:2:5  Portland  cement  concrete  with  i  yi-'in.  broken  stone 
was  used. 

The  center  used  in  the  construction  of  the  single  conduit  is 
shown  in  Fig.  481A.  These  centers  were  built  in  sections  ifi  ft- 
long,  and  were  supported  on  brick  piers  resting  upon  foundation 
concrete  as  shown  by  the  drawing.  The  forms  were  set  up  arwl 
the  lagging  put  in  complete,  except  for  a  manhole  at  the  middle 
of  the  crown.  Through  these  holes  the  concrete  for  the  inverts 
was  passed  to  the  men  workinrr  on  the  inside  of  the  form,  .\fter 
the  invert  concrete  was  put  in  the  manholes  were  closed  and 
the  concreting  completed  in  the  usual  manner.  To  collapse  the 
forms  the  bolts  holding  the  bottom  cross  pieces  were  withdrawn. 
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the  cross  pieces  removed  and  the  feet  of  the  ribs  slightly  drawn 
together.  A  certain  amount  of  play  was  allowed  in  the  joints 
to  make  them  slightly  flexible.  The  centers  were  struck  in  about 
36  hours  after  the  concrete  was  laid.  The  method  of  building 
the  double  conduit  is  shown  in  Fig.  482. 

Seinforced  Concrete  Conduit  for  the  Jersey  City  Water  Supply- 
Co. — The  conduit  for  the  Jersey  City  Water  Supply  Co.  is  an 
excellent  example  of  reinforced  concrete  construction.  Some 
three  and  a  half  miles  of  reinforceti  conduit  Syi  ft.  in  diameter 
was  used.  Four  jirincipal  types  of  reinforced  sections  were 
emplojed.    Fig.  483  shows  sections  iiseil  in  rock,  in  stiff  earth  and 


Pig.    481A.— Forma  E  d  C  da      f  1 

reck,  in  soft  eartl  botton  an  1  o  fo  n  la  o  embankment.  These 
various  sections  ere  re  ifnrce  1  tl  transver  e  J^-iii.  square 
steel  rods  bent  in  the  form  shown  in  the  drawing,  spaced  i  ft. 
apart,  and  34-in.  longitudinal  twistetl  rods  placed  2  ft.  apart 
and  wired  to  the  transverse  rods.  Tlie  general  dimensions  and 
thickness  of  concrete  used  is  shown  in  the  drawings.  About 
go7'  of  the  conduit  was  built  in  open  trench  of  the  type  for  stiff 
earth  and  rock.  This  section  was  used  for  all  depths  of  cover 
up  to  about  10  ft.  In  a  few  pieces  amounting  to  826  lin.  ft., 
when  the  cover  was  about  15  ft.  the  heavy  rock  section  was 
used. 
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The  soft  ground  section  shown  was   used   for  short  lengths      ^^^| 
here  the  bottom  of  the  trench   was  in  soft  earth.     Concreli;      ^^^| 
ins.  in  thickness  at  the  middle  and  from  8  to  t8  ins.  thick  at       ^^^| 
e  sides,  according  lo  the  conditions,  in  which  3-in.  mesh  N'o.  10       ^^^| 
Cliandcd  metal  was  imbedded,  was  placed  as  a  foundation  and       ^^^^| 
e  conduit  built  upon  it  as  shown  in  the  sections.     Some  420      ^^^| 
.  of  this  type  of  section  was    employed,  the    ^^-iii.  transverse      ^^^^| 
uiforcing  rods  in  these  last  two  ty[ies  completely  encircling  the       ^^^| 
[BC  of  the  conduit.     In  all  cases  where  the  rods  wcri!  spliced  a  lap        ^^H 
:  I  ft  was  made  and  the  ends  wired  together.                                       ^^H 

Fig.  -184— CBiiler  for  Jersey  City  Water  WoriiB  Conduit. 

A  very  dense  concrete  weiRliinp  from  156  in  iC«  Ihs  per  c« 
ft.  was  used.  It  was  composed  of  i  part  Atlas  Port'anrl  cemen 
Bid  7  parts  of  aREregate  consislinp  of  a  carefully  balance 
lixturc  of  sand  and  crushed  trap  rock,  crusher  run  of  2  in 
laxinuini  size  stone.  .\  very  wet  mixture'  was  used,  it  bein 
f  such  a  consistency  that  it  would  just  flow  through  chutes  wil 

slope  of  I  vertical  to  8  horizontal. 

The  concrete  was  nin  through  chntes  from  the  mixer  t 
latertiglit  dished  boxes,  from  which  it  was  shoveled  wilh  coa 
coops  into  the  forms.  Two  types  of  centers,  as  shown  in  Fisrs 
i4  and   485.  were  employed.     That  shown   in   Fig.  484  wa 
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covered  with  thin  sheet  steel-  All  centers  were  made  ni  eleven 
(ii)  segments  each  weighing  about  200  Ihs.  The  speciticatioiu 
required  that  the  conduit  shonld  1m;  huilt  in  monolithic  sections 
not  exceeding  20  ft.  in  length,  hut  sections  30  ft,  long  were  used 
where  the  top  of  the  conduit  was  not  over  18  ins.  above  the 
undisturbed  ground.  Where  the  trench  was  near  the  required 
width  no  back  forms  were  used.  When  it  was  necessary  to  use 
them  they  were  built  up  in  scclions  2  ft.  wide  and  12.5  feet  long. 
No  outside  forms  were  employed  for  a  width  of  about  5  fL  at  tlie 
top  of  the  arch.  The  forms  were  built  up  of  3^-in.  lagging  with 
ribs  and  bracing  as  shown  in  the  illustration. 


ng.   JW— Cooler  (or  JerBejt  Cltj  Water  WorkH  Conduit. 

The  general  method  of  construction  was  about  as  follows: 
Forms  were  set  up  for  the  sections  to  be  built,  malting  a  con- 
tinuous inner  mold  for  the  conduit,  except  for  about  6  ft.  m  flie 
lowest  part  of  the  invert.  These  forms  were  supported  on  fi  I" 
blocks  of  concrete  which  were  built  into  the  work.  Eadl  I2.S 
ft.  section  of  the  inside  forms  bad  a  scuttle  about  2  ft.  square 
at  the  crown  of  the  arch.  After  having  been  set  the  forms  were 
greased  with  cheap  vaseline  cnt  with  kerosene,  ^nd  the  twistPfl 
rods  put  in  position  and  wired  together.  The  concrete  wa= 
deposited  on  the  outside,  and  by  means  of  tamping  bars  fartrf 
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under  the  forms  until  it  appeared  on  the  inside  and  filled  the 
entire  space  between  the  -ground  and  the  forms.  Concrete  was 
then  thrown  through  the  scuttles  and  screeded  into  shape  and 
finished  smooth  bj'  troweUng  while  the  mortar  was  plastic.  The 
scuttles  were  then  closed  and  the  work  of  making  the  concrete 
shell  continued.  Outside  forms  were  added  as  the  work  pro- 
gressed until  all  the  concrete  had  been  placed,  except  about  5  ft. 
along  the  crown ;  this  was  completed  without  the  aid  of  an  outside 
form.     Care  was  taken  to  keep  the  forms  clean.    At  the  end  of 
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ng.  480. — CroBi-Section  ot  9-Ft.  Coocrete  Sewer,  Tcrreedale  PUIer  CoDdulta, 


each  day's  work  a  groove  was  formed  in  the  face  of  the  concrete 
around  its  whole  ring  to  bond  with  the  concrete  next  laid.  The 
reinforcing  rods  extend  across  these  joints.  Fine  cracks  were 
found  to  girdle  many  of  these  joints,  but  were  observed  nowhere 
else.  The  leakage,  however,  was  not  serious,  and  after  a  time 
the  cracks  silted  up.  Little  or  no  brushing  or  plastering  of  the 
concrete  surface  was  done  and  the  interior  of  the  conduit  was 
found  to  be  smoother  than  average  brick  work  in  similar  con- 
struction. Tie  speed  of  construction  was  quite  rapid.  Between 
July  25  and  November  14,  1903,  18,500  ft,  of  conduit  was  built. 
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On  one  section  a  force  of  38  men  averaged  39.8  ft.  of  conduit  per 
day  for  65  days. 

The  Torresdale  Filter  Conduits. — Large  reinforced  concrete 
conduits  and  sewers  were  used  in  the  construction  of  the  Torres- 
dale  filters  for  the  Philadelphia  water  supply.  The  effluent 
conduit,  2,200  ft.  long,  has  the  form  of  cross  sections  shown  in 
Fig.  486  for  the  9  ft.  sections.  It  is  in  successive  portions  7J/^. 
9  and  10  ft.  in  height.  The  discharge  conduit  850  ft.  in  length 
is  also  ten  (10)  ft.  in  height.  These  conduits  will  be  under  a 
head  of  20  ft.  Two  sizes  of  concrete  sewers  were  used :  first. 
a  6-ft.  reinforced  section  1,800  ft.  in  length  and  an  85^-ft. 
sewer  300  ft.  in  length  reinforced,  as  shown  in  Fig.  487.  with 
two  layers  of  3-in.  mesh  No.  10  expanded  metal ;  one  was  placed 


Fig.  487. — Cross-Section  of  8%-Ft.  Sewer.  Torresdale  FiHer   Conduits. 

2^  ins.  from  the  interior  surface  and  the  other  2^  ins.  from 
the  outside. 

The  reinforcement  for  the  discharge  conduit  consisted  of  one 
layer  of  6-in.  mesh  No.  4  expanded  metal  cut  double  width,  but 
as  it  proved  difficult  to  cut  such  heavy  metal,  two  layers  of  Xo.  4 
metal  6  in.  mesh  wired  together  was  used  for  the  filtered  water 
conduit.  The  i)osition  of  the  metal  is  shown  in  the  drawings. 
Adjacent  sheets  were  lap])ed  with  not  less  than  6  ins.  The  6-in. 
metal  proved  much  more  satisfactory  than  the  3-in.,  as  the  latter 
had  a  tendency  to  screen  the  mortar  from  the  stone.  Some  diffi- 
culty was  experienced  in  properly  placing  and  ramming  the 
concrete  in  the  bottom  and  lower  portion  of  the  circular  sections, 
much  better  work  resulting  when  the  *1iorseshoe"  section  with 
its  comparatively  flat  bottom  was  used,  as  the  metal  could  be 
kept  closer  to  shape  and  the  concrete  more  thoroughly  rammed. 
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The  general  character  of  the  forms  and  centers  used  for  both 
the  conduit  and  sewers  are  clearly  shown  in  Figs.  488  to  492. 


'SpaC€  iot  dropping  C%nitr 
k,fM  Board  Z^jttO" 


Outside  oovtmd  with 
Tin  or  Sh9€hlron 

Forms  Q'O'Loncf 
Pig.  488. — Form  for  6-Ft.  Sewer. 

The  9-ft    form  was  the  last  built  and  proved  the  l)est.     The 
forms  were  covered  with  l^o.  2y  galvanized  sheet  iron,  which 

Dnssed 


^rms  yo'LorKf 
Fig.  489.— Form  for  8%-Ft.  Sewer. 

gave  a  smooth  surface  to  the  concrete  and  greatly  lengthened 
the  life  of  the  forms.    Their  surface  was  cleaned  and  oiled  eacli 


Dressed 


Md^S  Taptred  5"  tor* 
R^f  Board /i'jrg* 


Ribs  and  Bna<xs 
Spcfctd  laXtoC 

f^Botfs 

Outside  cohered  mfh 
Tin  or  ShceHron 


Form  U'O' Loncf  ■ 

Fig.  490.--Form  for  7%-Ft.  Sewer. 

time   before  being  used.     The   bracing   inside   the   forms   was 
arranged  to  allow  a  center  to  be  taken  apart  after  the  concrete 
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had  been  placed  for  at  least  60  hours,  and  brought  forward, 
through  the  form  already  in  place  for  further  use.  The  straight 
portions  of  the  conduit  were  built  in  monoliths  12  ft.  to  13  ft. 
6  ins.  in  length  with  a  bonding  groove  in  the  end  of  each 
section,  and  with  the  expanded  metal  extending  from  one  section 
to  the  next. 

All  conduits  have  an  inch  granolithic  finish  on  the  interior 
surfaces  composed  of  i  part  Portland  cement,  i  part  sand,  and 
I  part  grit,  mixed  to  the  consistency  of  stiff  grout  and  poured 
just  in  advance  of  the  placing  of  each  layer  of  concrete  with 
an  inch  space  between  the  inside  forms  and  sheets  of  iron,  with 
lugs  which  were  gradually  withdrawn  as  the  concrete  was  placed. 
Very  smooth  surfaces  were  thus  secured. 


Drtssed 


Mk^^s  Tapertd  rtoZ" 

Rest  Board  Z'mO' 

Oi/fsid9  oovrmd 
with  Tin  orShtmhtfVftt 


f Bolts 


Form  irO'Lon^ 


Fig.  401. — Form  for  10-Ft.  Sewer. 

The  concrete  was  mixed  rather  wet  and  placed  in  6-in.  layers. 
The  manner  of  building  a  section  was  as  follows: 

A  bulkhead  (Fig.  493)  was  set  up  the  length  of  the  form 
in  advance  of  the  end  of  the  section  already  built,  and  the  bottom 
concrete  filled  in  to  within  i  in.  of  the  invert  face.  The  bottom 
section  of  the  form,  which  is  in  two  pieces,  is  then  set,  its  rear 
end  being  bolted  to  the  face  of  the  last  form  used  and  its  front 
end  resting  in  the  bulkhead. 

About  2  tons  of  pig  iron  were  then  placed  on  the  invert  fonn 
to  keep  it  from  floating,  and  the  granolithic  mixture  was  then 
poured  through  four  spouts  at  the  corners  into  the  space  between 
the  concrete  and  the  form.  The  centers  were  then  put  in  place 
and  the  face  finish  and  concrete  put  in  as  already  explained. 
The  bulkhead  had  a  slot  permitting  the  expanded  metal  to  pro- 
ject 6  ins.   from  the  face  of  the  concrete  to  tie  the  adjacent 
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sections  t<^ther.  and  also  a  rib  to  form  a  depression  into  which 
the  concrete  ot  the  next  section  was  rammed. 


Fig.  4fl3. — Bulkhead  Form.  Torresdale  Conduits. 
It  was  found  that  the  different  sized  sections  could  be  built 
in  about  the  same  time,  it  taking  usually  from  8  to   10  hours 
to  build  a  section.     One  foreman  and   18  men  on  top  of  the 
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trench  mixed  and  handled  the  concrete  and  granolithic  mortar, 
while  I  foreman,  i  carpenter,  and  7  men  in  the  trench  set  the 
forms,  placed  and  rammed  the  concrete,  etc. 

It  required  20  cu.  yds.  of  concrete  and  1,200  sq.  ft.  of  ex- 
panded metal  and  125  bags  of  cement  to  build  a  section  13^  ft. 
long.  The  cost  of  the  conduit,  excluding  the  cost  of  excavation 
and  the  contractor'^  profit,  but  including  forgis,  expanded  metal, 
materials  for  concrete  and  labor,  is  stated  as  about  $10.50  per 
cu,  yd.     The  cost  per  linear  ft.,  exclusive    of    excavation  and 


Fis-  404. — Sewer  at   Providence,  R  I. 

engineering  supervision  of  the   different  sizes  of  conduit  and 
sewers,  was  as  follows : 

Cost  per 
Size.  lineal  u. 

6  feet $7.i4 

yVj  {qqX    hgh    ' 19.85 

8  feet    diameter    22. 5J 

^Vi  feet  •. -ii  .59 

9  feet   high    23.94 

10      fee:     •*       26.37 

The  Providence  Sewer. — Figure  494  shows  a  section  of  a  rein- 
forced concrete  sewer  in  Brooks  Street,  Providence,  R.  I.;  520  ft. 
of  it  is  56  in.  in  diameter,  830  ft.  rs  48  in.  in  diameter,  and  2,150 
ft.  is  36  in.  in  diameter.  The  reinforcement  consists  of  expanded 
metal  Xo.  14  gauge,  4  in.  mesh.  A  piece  18  ins.  wide  is  placed  in 
the  concrete  at  the  sides  of  the  .sewer  with  about  half  its  width 
below  the  springing  line.  The  crown  reinforcement  laps  6  ins. 
on  these  side  pieces. 

The  minimum  thickness  used  for  the  concrete  was  4  ins.  The 
invert  for  about  one-fourth  the  circumference  of  the  sewer  wa^ 
Imed  with  granolithic  work  similar  to  that  used  on  sidewalks. 
Sheet  steel  was  used  for  inside  forms  for  both  upper  and  lower 


CONDUITS  AND  SEIVERS. 


669 


halves  of  the  sewer.  Sections  8  ft.  long  were  lubricated  with 
crude  oil  before  setting  them  in  place.  The  forms  were  left  in 
place  24  hours,  and  32  ft.  of  sewer  was  made  a  day  with  a  gang 
of  10  men,  the  bottom  half  being  kept  i  day  ahead  of  the  arch. 

The  Harrisburg  Intercepting  Sewer. — The  Harrisburg  sewer  is 
?  good  example  of  a  reinforced  concrete  sewer  with  a  horseshoe 
section.  A  description  of  the  method  of  construction  used  will 
serve  as  a  good  illustration  of  sewer  construction  in  which  the 
invert  is  laid  by  a  template.  A  typical  section  of  this  sewer  is 
shown  in  Fig.  495. 

The  invert  is  the  arc  of  l  circle  with  a  tangent  at  an  inclina- 
tion of  3  to  I  on  each  side.    The  arch  is  a  parabola.    The  upper 


Pig.  40.1. — Harrisburg  Intercepting  Sewer. 

7,600  ft.  of  this  sewer  is  3  ft.  9  ins.  high  by  5  ft.  1J/2  ins.  wide 
at  the  base  of  the  arch,  and  has  an  area"  of  12.278  ft.  The 
lower  portion  is  5  ft.  high  by  6  ft.  wide,  inclosing  an  area  of 
16.33s  sq.  ft.  The  general  dimensions  and  thickness  of  the  con- 
crete are  shown  in  the  drawing  for  the  6-ft.  section.  The  same 
thickness  of  concrete  and  same  reinforcement  are  used  for  the 
5  ft.  ij<2  ini  section,  the  general  dimensions  alone  being  changed. 
No.  10  gauge  3-in.  mesh  expanded  metal,  located  as  shown,  was 
used  for  the  reinforcement.  The  metal,  as  will  be  seen,  is  not 
placed  so  that  it  will  provide  the  greatest  tensile  strength,  but  it 
was  considered  that  the  section  would  have  ample  strength. 

After  the  ditch  was  excavated  to  sub-grade  the  bottom  was 
shaped  to  the  proper  profile  and  section.  A  small  trench  was 
then  dug  in  the  center,  below  sub-grade,  and  the  underdrain 
laid  with  its  top  about  3  ins.  below  the  invert  concrete.  A 
wooden  template  conforming  to  the  shape  of  the  invert  was  then 
accurately  set  to  grade  and  line,  about  12  ft.  beyond  the  end 
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of  the  completed  invert,  and  the  intervening  section  laid  in  the 
following  manner:  The  concrete  below  the  line  at  which  the 
expanded  metal  was  to  be  placed  was  thrown  in  and  tamped. 
The  metal  previously  bent  to  the  proper  shape,  was  then  placed 
with  its  ends  extending  up  at  both  sides  for  lap  with  the  arch 
metal,  and  the  top  course  of  concrete  put  in  place.  Before  ram- 
ming it  was  roughly  shaped  by  means  of  a  14-ft.  straight  edge, 
one  end  resting  on  the  finished  invert  and  the  other  on  the  tem- 
plate. After  careful  ramming  the  concrete  was  covered  with  a 
^-in.  coat  of  1:1  cement  mortar  trued  by  the  straightedge  and 
troweled  smooth.  Each  12-ft.  section  as  it  was  completed  was 
tested  for  grade  by  the  inspector.  The  arch  centers  were 
2J/2  X  2^  X  J4  i"-  steel  angles  bent  to  the  proper  shape  and 
spaced  3  ft.  4  in.  apart,  the  ends  resting  on  wooden  wedges  placed 
on  the  side  slopes  of  the  invert.  Two-inch  planed  pine  lagging 
10  ft.  long  was  laid  loose  on  these  centers  and  coated  with 
soft  soap.  The  arch  metal  previously  bent  to  shape  was  placed 
over  this  lagging  and  held  at  proper  distances  from  it  by  block- 
ing it  out  with  small  stones. 

A  1:23^:43^  hand  mixed  Portland  cement  (Giant  Portland 
brand)  concrete  was  used.  A  Ransome  mixer  was  tried,  but  owing 
to  the  small  quantities  of  concrete  needed  for  the  sewer  sections,  it 
was  found  more  economical  to  do  the  mixing  by  hand.  From 
the  mixing  board  the  concrete  was  passed  through  a  chute  into 
a  box  supported  on  the  lower  bracing,  from  which  it  was 
shoveled  into  place.  Wet  concrete  was  used  and  forced  through 
the  metal  against  the  arch  center.  The  outside  arch  lagging  was 
built  up  of  rough  lumber  against  outside  pine  ribs.  After  three 
days  the  wedges  were  removed  from  under  the  steel  ribs  and 
the  centering  collapsed.  The  inside  and  outside  was  then  gone 
over  carefully  and  all  imperfections  in  the  concrete  filled  with 
1:1  mortar.  The  back  fill  was  kept  48  hours  behind  the  arch 
construction.  It  is  stated  that  the  labor  cost  was  approximately 
53  per  cent,  of  the  total  cost  of  the  sewer. 

This  sewer  stood  without  injury  a  severe  test  accidentally 
brought  upon  it  at  a  time  when  the  concrete  was  less  than  two 
weeks  old.  A  loaded  coal  train  was  derailed  on  a  siding  cross- 
ing the  sewer  at  an  angle  of  about  20°  at  a  time  when  the  siding 
was  supposed  to  be  temporarily  abandoned.    The  ties  were  buried 
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out  of  sight  in  the  soft  clay  filling  by  the  weight  of  the  train. 
The  cars  were  left  in  position  for  several  weeks,  but  no  evidence 
of  failure  could  be  found  in  the  sewer  underneath. 


Pie.  490.— Price  9  Run  Sewer    Wilmlnston   Delaware 


Wilmington  Sewer.— The   Price's   Run  sewer  at  Wilmington, 
Del,,   is  a  notable  example  of  reinforced  concrete  sewer  con- 
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struction  on  account  of  the  light  sections  used.    Circular  sectioiis 

9  ft.  3  ins.,  6  ft.  6  ins.,  5  ft.  and  4  ft.  9  ins.  were  used.  Two 
kinds  of  reinforcement,  expanded  metal  and  wire-woven  fabric 
were  employed.  Fig.  496  gives  cross  sections  and  general  dimen- 
sions of  a  9  ft.  3  in.,  6  ft.  6  in.  and  6  ft.  sewer,  two  types  being 
used. 

The  section  in  "light  cutting"  was  built  above  the  natural  sur- 
face of  the  ground,  while  sections  in  **deep  cutting"  were  built 
in  deep  trenches.  The  *'section  through  marsh,"  as  shown  in 
the  figure,  was  supported  on  piles  from  8  to  36  ft.  long,  four 
piles  to  the  bent,   with  bents    spaced  4  ft.   centers.     Caps  of 

10  X  i2-in.  yellow  pine  rested  upon  the  piles  and  supported  a 
flooring  made  of  3  x  12-in.  hemlock  plank  laid  with  broken  joints. 

The  reinforcement  for  the  9  ft.  3  in.  sewer  was  6-in.  mesh 
No.  6  gauge  expanded  metal  cut  in  8  x  5J/2  ft.  sheets  and  placed 
in  a  single  layer  about  the  sewer.  It  was  located  2  ins.  from 
the  inner  face  and  held  carefully  in  position  while  the  concrete 
was  rammed  in  place.  The  sheets  were  lapped  one  mesh  at  both 
ends  and  sides.  It  was  only  found  necessary  to  wire  fast  the 
top  sheet. 

Wire-woven  fabric  was  used  for  part  of  the  work.  This 
material  was  furnished  in  continuous  rolls  about  100  ft.  long 
and  5J^  ft.  in  width.  The  wire  was  No.  8  gauge  with  a  No.  6 
wire  for  selvage,  and  the  mesh  was  6x4  ins.  The  fabric  was 
cut  in  lengths  to  entirely  surround  the  sewer  and  embedded  in 
the  concrete  as  the  latter  was  rammed  in  place,  as  was  done 
with  the  expanded  metal,  except  over  the  centers,  when  the 
fabric,  being  more  pliable  than  the  expanded  metal,  was  held  the 
proper  distance  from  the  wooden  center  by  means  of  2-in.  blocks, 
which  were  removed  as  the  concrete  was  placed.  The  wire  fabric 
being  in  one  length  was  more  easily  placed  than  the  expanded 
metal,  but  the  latter,  being  stiffer,  was  more  easily  maintained  in 
proper  position.  The  two  kinds  of  metal  were  used  for  the 
purpose  of  determining  the  relative  values  of  each.  The 
expanded  metal  cost  delivered  4  cents  per  sq.  ft.,  and  the  wire- 
woven  fabric  2^  cents  per  sq.  ft. 

The  molds  were  built  of  4-in.  lagging  as  the  concrete  was 
put  in,  and  the  concrete  rammed  in  4-in.  layers.  The  bottom 
of  the  invert  was  smoothed  up  with  a  coat  of  plaster. 

The  concrete  was  mixed  moderatelv  drv,  and  for  the  invert 
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was  composed  of  i  part  Portland  cement,  2  parts  stone  dust  ana 
6  parts  ij/i-in.  stone.  For  the  arch  a  ^-in.  stone  was  used  witn 
a  1:2:5  mixture.  As  smooth  work  and  as  good  results  were 
obtained  when  i^-in.  stone  was  used  as  when  ^-in.  was  em- 
ployed.   The  stone  was  a  blue  granite  well  selected  as  to  size. 

The  section  used  for  this  sewer,  while  only  8  ins.  in  thickness 
for  the  crown  of  the  9  ft.  3  in.  sewer,  stood  without  injury  the 
dumping  upon  it  of  a  cubic  yard  of  earth  and  rock  from  heights 
of  from  3  to  10  ft.,  together  with  a  weight  of  25  ft.  of  loose  earth 
fill. 

The  section  through  the  marsh  with  a  crown  thickness  of  9  ins., 
which  is  above  the  natural  surface  and  without  any  earth  cover- 
ing, was  upon  two  occasions  subjected  to  severe  pounding  of 
tons  of  ice  resulting  from  the  breaking  up  of  the  ice  on  the 
Brandywine  River,  without  any  apparent  injury.  This  would 
seem  to  indicate  that  this  sewer  section  was  of  ample  strength. 

Cleveland,  0.,  Sewers. — Probably  more  reinforced  concrete 
sewers  have  been  built  in  Cleveland,  Ohio,  than  in  any  other 
American  city.  The  first  sewer  built  of  reinforced  concrete  is 
known  as  the  main  intercepting  sewer,  and  extends  along  the 
lake  front.  The  first  section  built  was  33^  miles  in  length  and 
is  133^  feet  in  diameter.  The  reinforcement  consists  of  longi- 
tudinal and  transverse  steel  rods  arranged  according  to  what  is 
known  as  the  Parmally  system.  One  section  about  2  miles  long, 
is  from  35  to  44  feet  deep  and  only  17  feet  in  the  clear  from 
the  center  line  of  the  Lake  Shore  &  Michigan*  Southern  Railway 
tracks.  This  portion  was  built  in  open  trench.  Considerable 
difficulty  was  experienced  in  the  construction  of  this  section,  as 
water  and  quicksand  were  encountered.  Nine-inch  sheet  piling 
28  ft.  long  was  first  driven  with  steam  hammers  on  both  sides 
of  the  trench,  the  excavation  made  by  cable  machinery  and  the 
piles  braced  by  10  x  lo-in.  and  8  x  8-in.  wale  and  strut  timbers  put 
in  position ;  ordinary  sub-strutting  and  bracing  was  used  in  the 
bottom  of  the  trench. 

Figure  497  shows  section  of  the  main  intercepting  sewer.  The 
invert  was  built  of  natural  cement  concrete,  and  the  two  anchor 
rods  of  2j^  X  J/^-in  soft  steel  shown  at  the  sides  and  spaced  15 
ins.  centers  in  staggering  rows  bonded  the  invert  to  the  crown  and 
strengthened  the  sides  against  lateral  pressure.    The  invert  was 
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1'iied  with  2  courses  of  shale  brick.  The  arch  centering  was 
placed  in  the  usual  manner  and  the  lagging  was  covered  with 
building  paper  waterproofed  with  paraffine.  This  paper  did  not 
prove  entirely  satisfactory,  as  it  became  soaked  and  swelled, 
giving  more  or  less  of  a  rough  surface.  After  the  centering 
was  placed  2j4  x  J^-in.  curved  transverse  bars  were  bolted  to 
the  anchor  bars  to  make  an  inner  and  outer  skeleton,  the  first 
adjacent  and  parallel  to  the  mtrados,  and  the  second  flattened 
on  top  at  the  level  of  the  crown     To  these  bars  were  bolted 


pig    497  — Main   Intercaptlog  Sewer,   Cleveland.   O. 

8  hnei  of  hor  zontal  long  tud  nal  i  'A  x  Y^-'in.  bars.  Portland 
cement  mortar  ^  ms  tl  ick  was  then  laid  on  the  lagging  enclosing 
the  inner  row  of  bars  and  formed  a  finished  surface  for  the 
arch  soffit,  through  which  none  of  the  concrete  stone  coutd  pene- 
trate. Before  this  mortar  set  concrete  was  rammed  in  between 
it  and  the  sheeting  to  a  height  of  i8  ins.  above  the  springing 
line,  and  the  remainder  of  the  concrete  rammed  in  place  against 
the  3  ins.  of  mortar  without  the  use  of  outside  forms.  The  uppw" 
surface  of  the  concrete  was  finished  with  i  in.  of  Portland  cement 
mortar.    The  arch  concrete  was  made  of  i  :3 :7>4  mixture  widi 
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V/i  in.  screened  broken  stone.  When  the  voids  in  the  stone 
exceeded  40  per  cent,  the  proportion  was  1:3:6.  Back  filling  was 
commenced  as  soon  as  the  concrete  was  from  6  to  12  hours  old, 
but  the  centers  were  not  removed  for  two  weeks. 

The  section  shown  in  Fig.  498  was  used  for  the  Gilbert  street 
sewer.  Round  bars  instead  of  flat  ones  were  used,  the  connections 
being  made  by  hooking  the  bars  together  instead  of  bolting  them. 
As  will  be  seen,  the  arrangement  of  the  bars  is  somewhat  differ- 
ent from  that  shown  in  Fig,  497,  in  which  flat  bars  were  used. 
The  primary  bars  are  nearly  horizontal  at  the  crown  where  they 


Fig.  -IDS.— Gilbert  Street  Sewer,  Cleveland.  O. 
pass  near  the  intrados  and  thence  extend  through  the  arch  to  the 
extrados  along  the  haunches  and  then  back  again  through  the 
arch  to  the  intrados,  where  they  are  anchored  to  the  vertical 
side  walls  2  ft.  aWve  the  springing  line.  These  bars  do  not 
have  sufficient  section  to  take  the  total  tensile  stress  at  the  crown, 
and,  as  will  be  seen,  are  supplemented  by  secondary  bars  which 
alternate  with  them  and  are  bent  to  segmental  curves  with  the 
ends  radial,  giving  a  firm  anchorage  in  the  concrete.  Both  sets 
of  bars  are  ^  in.  in  diameter  and  are  6  ins.  apart  on  center  at 
the  crown.  The  J^-in.  longitudinal  bars  are  wired  to  the  trans- 
verse bars  at  intersections. 
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Con^>aTative  bids  for  the  mtercepting  sewer  of  reinforced  con- 
crete as  ctmipared  with  the  ordinary  brick-lined  concrete  sewer 
showed  a  saving  of  from  19.7  to  224  per  cent  of  the  cost  in 
favor  of  reinforced  concrete  sewer. 


United  Shoe  Xachinery  Company  s  Sewer  — Figure  499  shows 
a  unique  form  of  sewer  desigfncd  for  use  over  a  fill  made  on 
5  or  6  ft.  of  mud  in  the  bottom  of  the  Bass  River  Beverly,  MuiS- 

A  line  of  piles  8  ft.  centers  was  driven  to  support  this  sewer 
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and  keep  it  in  line.  The  lower  part  of  the  sewer  was  designed 
as  a  reinforced  beam  10  ins.  square  to'  span  between  adjacent 
piles.  The  beam  and  invert  were  constructed  as  a  monolith.  The 
molds  were  of  2-in.  lumber  in  8-ft.  lengths,  with  a  rib  at  each 
end  and  one  in  the  middle.  These  were  held  in  place  by  blocks 
on  the  sides  of  the  piles.  The  earth  formed  the  bottom  of  the 
form.  After  the  outside  form  was  in  place  the  metal  was  placed, 
the  concrete  poured  in  and  brought  up  to  an  inch  or  so  below 
the  floor  line.  Then  the  inside  form  was  put  in  place  and  the 
concreting  continued  to  the  top  of  the  invert.  The  forms  used 
for  molding  the  arch  pieces  are  shown  in  Fig.  500.  The  arch 
rrnp  was  constructed  in  advance  in  2-ft.  lengths,  and  was  rein- 
forced with  J<t-in.  twisted  steel  rods  spaced  i2-ins.  centers.  These 
sections  were  set  in  cement  mortar,  completing  the  sewer. 
Brooklyn,  K.  Y.,  Sewen. — Reinforced  concrete  was  used  in  the 


Fig.  500— Arch  Form  tor  Sewar  al  Beverly,  : 
construction  of  600  ft.  of  lo-ft,  sewer  on  Foster  Avenue,  between 
East  Nineteenth  and  East  Twenty-first  Streets.  Brooklyn,  N.  Y. 
The  depth  of  earth  over  the  arch  at  this  place  ranged  from  i  ft. 
6  ins.  to  3  ft. 

I''igure  501  shows  the  massive  cross  section  used.  The  rein- 
forcement consists  of  three  J-^-ins.  corrugated  steel  bars  arranged 
as  shown  on  the  drawing.  The  reinforcing  rods  were  spaced 
I  ft.  centers  along  the  sewer.  No  longitudinal  rods  were  used. 
The  concrete  is  (2  ins.  thick  at  the  crown.  3  ft.  thick  at  the  spring- 
ing line,  and  8  ins.  at  the  invert.  The  sewer  rests  upon  a  timber 
foundation  platform  made  of  two  layers  of  4-in.  plank. 

Below  the  springing  line  the  sewer  is  lined  with  a  4-in.  ring 
of  hard  burned  bricks.  Above  the  springing  line  the  arch  is 
faced  with  i  in.  of  mortar  composed  of  i  part  Portland  cement 
and  2  parts  sand  placed  against  the  forms  when  the  concrete 
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is  deposited.  The  outside  of  the  top  of  the  sewer  is  also  plastered 
with  I  in.  of  mortar  of  the  same  mixture. 

The  method  of  construction  used  is  as  follows:  After  exca- 
vating a  section  the  bottom  of  the  trench  was  levelled  and  the 
foundation  platform  laid.  On  this  the  concrete  for  the  section 
of  the  sewer  below  the  springing  lines  was  put  in  place,  the 
sheet  piling  acted  as  a  side  form  and  was  left  in  place. 

When  enough  concrete  had  been  deposited  to  bring  its  top 
surface  up  to  a  point  slightly  below  the  flow  line,  an  inside 
form  was  put  in  place  and  held  down  by  short  posts  placed  under 
the  trench  braces.  When  the  concrete  in  the  haunch  walls 
reached  the  proper  elevation  the  side  steel  bars  were  put  in 
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Fig.  f>01. — Foster  Avenue  Sewer,  at  Brooklyn,  N.  Y. 

position  and  held  in  place  by  strips  of  wood  with  notches  cut 
at  I -ft.  intervals.  When  the  concrete  was  put  in  these  strips 
were  removed.  The  forms  for  the  invert  were  left  in  3^) 
hours.  When  the  concrete  had  reached  a  proper  elevation  the 
arch  molds  were  put  in  place,  the  reinforcing  bars  for  the  crown 
put  in  position  and  blocked  up  at  a  proper  distance  from  the 
forms  by  means  of  small  wedges,  which  were  removed  as  the 
concrete  was  brought  up.  The  forms  for  the  arches  were  left 
in  place  48  hours.  A  i  :2 14  Portland  cement  concrete  was  used. 
The  rods  were  bent  to  the  proper  curvature  at  the  site.  The 
la.^;ging  was  of  Ji-'m.  planed  lumber  in  narrow  widths.  Crude 
oil  was  smeared  over  the  forms  to  prevent  the  adhesion  of  the 
concrete. 

The  South  Bend,  Ind.,  Sewer.— Over  5,900  lineal  feet  of  rein- 
forced concrete  sewer  have  been  recently  constructed  at  South 
Bend,  Ind.    Two  sizes  were  used.  72  and  66  ins.  in  diameter. 
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The  sewer  runs  through  a  sandy  soil  having  good  drainage.  Only 
the  arch  of  the  sewer  is  reinforced.  The  reinforcement  consists 
of  ,V  X  i-in-  steel  bands  spaced  12  ins.  centers,  and  placed 
3  ins.  inside  the  intrados  of  the  arch.  The  arch  ring  is  9  ins. 
in  thickness*.  Tlie  reinforcing  bars  are  in  three  pieces;  i  piece 
on  each  side  extends  from   15   ins.  below  to  6  ins.  above  the 
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Fig.  502.— Invert  Porm,  South  Bend.  Ini)..  Sewer. 
Springing  line  of  the  arch,  with  a  piece  in  the  arch  joining  these 
side  pieces.    The  3  pieces  are  fastened  together  with  cotter  pins. 
The  arrangement   of  the   rods  and   forms   used  are   shown   in 
Figs.  502-4. 
The  sewer  was  built  in  12-ft.  lengths.    After  the  trench  was 


Pig.  503.— Side  Ponna,  South  Bend,  lod..  aewer. 
graded  4  braces  were  nailed  across  the  trench  between  the 
lowest  ranges  of  the  trench  sheeting.  A  vertical  row  of  lagging  . 
acts  as  a  partial  outside  form  for  the  bottom  concrete.  The 
template  for  the  invert  of  the  sewer  barrel  was  suspended  from 
the  4  cross  braces  as  shown  in  Fig.  502.  The  concrete  was  car- 
ried up  to  the  top  of  the  template  on  the  side,  after  which  the 
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template  was  removed.  The  side  pieces  of  the  reinforconod 
were  then  set  and  the  side  forms  shown  in  Fig.  503  put  in  posi- 
tion. These  sections  extend  up  to  the  springing  lines  of  the  arch 
and  were  placed  as  soon  as  the  invert  template  was  removed.  A 
notched  brace  at  the  bottom  and  a  brace  piece  at  the  top  hold 
these  in  place.    The  concrete  is  then  carried  up  to  the  springing 
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line  as  sliown  in  Fig.  504,  and  the  upper  section  of  the  forms 
put  in  place,  the  remaining  reinforcements  put  in  place  and  the 
concreting  completed.  Curves  in  the  sewer  were  made  in  chords 
of  arc  10  ft.  long,  an  additional  face  being  provided  to  overcfflne 
the  friction  at  the  angles  between  the  straight  chord  sections. 
In  this  way  expensive  forms  for  curves  in  the  sewer  pipe  were 
avoided.  A  i  cement.  3  sand,  and  6  gravel  mixture  was  used 
for  the  invert  and  trench  wall  of  the  arch,  while  a  1:2:4  mixture 
was  used  for  the  arch  ring.  After  the  sewer  barrel  was  finished 
it  was  coated  with  >5  in.  of  i  to  i  cement  .mortar  up  to  the 
springing  lines  of  the  arch. 

The  contract  price  for  the  construction  of  the  72-in.  sewer, 
including  excavation  to  an  average  depth  of  18  ft.  and  back  filf, 
was  $9-75  per  lln.  ft.,  while  the  contract  price  for  the  66-in. 
sewer  was  $9.50  per  lin.  ft. 

Ses  Hoines,  la.,  Sewer. — Figure  505  shows  two  sections  of  cir- 
cular sewer  7  ft.  in  diameter  and  flat  sewer  5  x  10  ft.  in  sections, 
recently  constructed  at  Des  Moines,  la.  The  flat  section  was 
used  wliere  only  a  limited  clearance  was  available.  The  deuils 
of  cunstrnction  are  clearlv  shown  in  the  figures. 

Special  Moulds  for  Small  Sewers. — A  centering  suitable  for 
sewers  and  cnnduils  nf  small  size  was  used  in  the  constnictioa 
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of  a  30-in.  composition  sewer  at  Medford,  Mass.  The  crown 
of  this  sewer,  occupying  about  120°  of  arc,  was  of  brick  and  the 
remainder  of  the  sewer  of  concrete.  The  concrete  portion  was 
constructed  as  a  monoliths  The  forms  (Fig.  506)  were  con- 
structed in  10- ft.  lengths  and  made  in  halves  separating  on  a. 
vertical  line  through  their  center,  and  were  connected  by  clamps 
and  held  at  a  proper  distance  apart  by  iron  dogs  in  the  end 
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Fig.  505. — Sewer  at  Des  Moines,  Iowa. 

ribs  of  each  form.  After  smearing  the  forms  as  usual  they  were 
set  in  the  trench  and  the  concrete  deposited  and  rammed.  When 
it  had  partly  set  the  dogs  were  removed  and  replaced  by  turn- 
buckles,  which  were  slowly  turned,  so  that  the  upper  portions 
of  the  forms  approached  each  other  slightly,  thereby  sepa- 
rating them  from  the  green  concrete  without  injuring  it.  The 
forms  were  then  withdrawn.  The  arch  center  was  then 
put  in  place  and  the  brickwork  laid.  These  centers  were  also 
in  lo-ft.  lengths.    The  lagging  was  J^  in.  thick  by  lyi  in.  wide. 
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with  one  edge  beveled  to  make  a  tight  surface.  Ribs  of  2-in. 
plank  spaced  2  ft.  centers  supported  the  lagging.  It  is  staled 
that  the  total  cost  of  this  sewer,  exclusive  of  manholes,  was  $2.18 
per  lin.  ft. 

A  novel  patent  sewer  form  adapted  to  the  construction  of 
medium  and  small  sized  sewers  is  shown  in  Fig.  507.  This  fonn 
consists  of  sheet  steel  plates  bent  to  the  required  shape  and  held 
lofjellier  by  clips  nwlo  by  bending  the  edges  ol   the   plates  In 


Fig.  r.Ofi.— Foni 


I  Med  ford.  Mbbs. 


the  shape  shown  in  the  figure.  These  clips  are  held  in  place  by 
filling  the  spaces  inside  them  with  paraffine  or  clay.  The  outside 
<■>£  the  form  is  coated  with  grease  or  may  be  wrapped  with 
paper  or  burlap  in  the  usual  manner.  The  trench  is  excavated 
to  the  size  desired  for  the  outside  of  the  sewer  and  if  necessary, 
outside  forms  of  the  usual  type  are  employed.  The  bottom  con- 
crete and  reinforcement,  if  any  is  used,  put  in  place,  the  form  put 
together,  lowered  in  place  and  the  remaining  concrete  deposited. 
When  it  is  desired  to  remove  the  forms  the  paraffine  is  melted 
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in  some  manner,  or  if  clay  is  used,  it  is  washed  out  and  the 
fonn  collapses  and  is  removed. 

Another  patent  steel  form  described  in  Engineering  News, 
October  20,  1904,  is  shown  in  Fig.  508. 

This  form  consists  ot  a  steel  shell  bent  to  the  shape  of  the 
conduit  desired  and  braced  internally  by  turnbuckle  rods  hooked 
into  suitable  eyes  and  bearings.  The  shell  is  made  in  two  parts, 
an  upper  part  or  center,  and  a  lower  part  or  invert  form.  Near 
its  top  edge  on  both  sides  the  invert  form  is  provided  with  hook- 
eyes  which  are  headed  through  the  shell  with  countersunk  heads. 
The  bottom  edges  of  the  arch  have  plates  riveted  on  their  inside, 
which  lap  past  the  edges  of  the  invert  form  and  have  slots 


through  which  the  hook-eyes  pass.  Cotters  through  the  hook- 
eyes  clamp  the  arch  center  and  invert  together.  The  turnbuckle 
rods  brace  the  shell  internally  and  preserve  its  shape  under  load. 
These  forms  are  usually  made  in  5-ft.  sections.  The  Blaw  Col- 
lapsible Steel  Centering  Co.,  Pittsburg,  Pa.,  control  the  patents 
and  manufacture  this  form, 

A  patent  form  used  m  the  construction  of  a  5-ft.  egg-shaped 
sewer  at  Washington.  D.  C,  is  shown  in  Fig.  509. 

Forms  of  similar  construction  have  been  successfully  used  for 
building  sewers  as  small  as  8  ins.  The  centering  consists  of  a 
wooden  form  made  in  two  parts  firmly  attached  together  when 
in  use,  about  which  is  wrapped  a  thin  steel  strip  about  6  ins.  in 


width,  forming  a  continuous  coil  or  covering  upon  tlie  surface 
cf  the  forms.  After  the  strip  is  in  place  it  is  smeared  with  oil 
and  the  form  is  lowered  into  the  trench,  the  concrete  put  in. 
the  wooden  form  collapsed  and  removed.  The  steel  strip,  which 
is  usually  of  Xo.  20  gauge  metal,  is  left  in  place  to  support  the 
concrete  until  it  has  set.  when  it  is  removed  by  pulling  on  f»ne  end 
of  the  strip.    The  centering,  usually  in  i(>-it.  lengths,  is  made  of 


Fls    .HJO.— Spirally  Wrapped 


lagging  nailed  to  ribs  spaced  about  2-fl.  centers.  Weilge  timbers 
marked  A  and  B  in  the  drawing,  are  provided  to  keep  the  forms 
:he  proper  distance  apart.  The  two  halves  are  Ir.Kked  together, 
by  latches  on  the  outside  of  the  end  ribs.  A  hole  C  is  provided 
in  the  centering  through  which  a  square  gudgeon-limber  is  passed 
lengthwise  of  the  centering.  The  ends  of  this  timber  are  rounded 
and  the  form  is  mounted  on  bearings  carried  hy  trestles.  Hie 
sheet  steel  covering  is  wound  upon  the  form  by  revolving  it  on 
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lits  bearings.  Wlicn  it  is  desired  to  collapse  Uie  centering  the 
■Vedge  timbers  are  driven  in  and  ihe  iipiier  and  lower  parts  close 
^Ogelber  and  arc  th^n  wilhdraHii. 


The  Kansdnie  Pipe  Mold  has  been  snccesshilly  iisetl  for  the  con- 
struction of  small  concrete  pipe  varying  from  4  ins.  to  24  ins.  in 
diameter.  This  device  consists  of  a  form  made  of  sheet  steel, 
having  an  inner  core   lO  ft.   in  length.     One  end  of  this  core 
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is  surrounded  by  a  short  steel  shield  that  serves  as  the  outet 
form  of  the  cement  pipe.  The  mo/'tar  for  the  pipe  is  packed 
in  between  the  inner  core  and  this  outer  shield  by  a  man  who  uses 
a  small  rammer  for  this  purpose!  Fig.  510  shows  this  mold 
being  used  in  the  construction  of  pipe.  A  man  standing  in  the 
foreground  keeps  moving  the  mold  forward  slowly  by  means  of  a 
lever.  This  lever  is  provided  with  a  dog  operating  in  a  clutch, 
which  rotates  a  small  drum  on  which  a  wire  is  wound.  The  wire 
rope  is  anchored  into  a  dead  man  in  the  trench  ahead.  As  the 
mold  is  moved  forward  it  leaves  behind  it  the  cement  pipe, 
which  is  still  green.  The  cement  mortar  is  mixed  with  a  small 
amount  of  water,  so  that  it  possesses  sufficient  cohesion  to  hold 
together  when  unsupported  by  the  core. 

To  protect  the  pipe  until  it  hardens  it  has  been  found  advis- 
able to  pack  a  little  earth  around  its  sides  and  over  the  top.  This 
h  done  by  a  third  man  in  the  trench,  who  packs  the  filling  upon 
the  part  of  the  pipe  where  it  is  still  supported  by  the  core. 

It  has  been  found  that  the  pipe  does  not  cave  in  unless  a  heavy 
body  falls  upon  it  before  the  cement  has  hardened.  It  is  stated 
that  a  pipe  does  not  break  down  under  its  own  weight  even 
when  made  as  large  as  three  feet  in  diameter. 

When  it  is  desired  to  connect  a  branch  pipe  to  the  main  one. 
a  hole  is  cut  in  the  side  of  the  green  pipe  before  the  core  has 
been  pulled  ahead.  A  branch  of  the  proper  pattern  is  shoved 
up  tightly  against  the  pipe,  and  the  collar  of  the  branch  is  plas- 
tered with  cement  mortar,  producing  a  strong  watertight  con- 
nection. 

The  itemized  cost  for  the  construction  of  an  8-in.  cement  pipe 
built  at  Despatch,  N.  Y..  for  the  Foster-Armstrong  Piano  Co., 
is  given  as  follows: 

6  men  at  $1.70  per  day.  to  hours $10.20 

I  foreman 2.00 

3  barrels   cement   at  $1.25 3-7?> 

3.3  cubic  yards  of  sand  at  $0.85 2.80 

Water 0.15 

Total    for  300   lineal    feet $18.90 

This  IS  equivalent  to  6.3  cents  per  lin.  ft.  of  pipe.  It  is 
found  that  a  gang  of  six  men  would  average  about  300  lin.  ft 
per  day. 
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In  the  construction  of  a  12-in.  pipe,  the  cost  was  as  follows: 

7  men  at  $1.70  per   day $11.90 

I  foreman    2.20 

13  barrels   of  cement    at  $1.33 17.30 

12  cubic  yards  of  fine  gravel,  at  $1.80 9.60 

Total  for  400  lineal  feet  of  pipe $41.00 

This  is  equivalent  to  loyi  cents  per  ft. 

It  is  stated  that  the  cost  of  vitrified  clay  pipe,  8  ins.  in  diameter, 
under  like  conditions,  is  about  173^  cents,  and  the  cost  of  12-in. 
vitrified  pipe  will  be  about  35  cents,  showing  a  great  saving  when 
cement  pipe  is  used. 

In  making  estimates  on  the  cost  of  cement  pipe,  however,  the 
cost  of  the  cement  and  the  labor  items  should  be  carefully  con- 
sidered when  comparing  it  with  some  other  form  of  pipe.  But 
under  almost  all  conditions  it  will  be  found  that  cement  pipe 
can  be  constructed  at  great  saving  over  other  forms. 

As  to  durability,  the  cement  pipe  is  as  strong,  or  stronger,  than 
vitrified  clay  pipe.  The  pipe  which  is  constructed  continuously 
is  desirable  on  account  of  the  lack  of  joints,  there  being  no 
joints  for  leakage  unless  the  pipe  is  injured  in  some  manner.  This 
pipe  has  been  successfully  used  for  sewers,  water  mains,  etc. 


CHAPTER  XXVIII. 

TANK  AND  RESERVOIR  CONSTRUCTION. 

As  has  been  stated,  the  first  appHcation  of  reinforced  concrete 
by  Joseph  Monier  was  in  the  construction  of  tubs  and  basins 
for  use  in  horticulture.  Monier  later  became  bolder  and  used 
this  new  material  in  the  construction  of  water  tanks  and  reser- 
voirs, some  of  large  size.  The  use  became  greatly  extended  and 
reinforced  concrete  is  to-day  almost  exclusively  used  for  tanks, 
reservoirs,  etc.,  in  Europe. 

The  many  good  qualities  of  reinforced  concrete  make  it  an 
especially  valuable  material  for  the  construction  of  large  and 
small  tanks,  both  rectangular  and  circular — for  reservoir,  stor- 
age bins  for  cement,  coal,  grain,  sand.  etc.  It  is  also  used  as  a 
lining  for  reservoirs  constructed  of  masonry  or  earth,  and  for 
reservoir  roofs. 

Tanks  and  reservoirs  may  be  buried  under  the  ground,  placed 
directly  upon  the  ground,  or  supported  at  any  desired  elevation 
upon  towers  of  steel,  masonry  or  reinforced  concrete.  The  posi- 
tion of  the  tank  modifies  to  some  extent  the  structural  details 
adopted,  as  does  the  shape,  whether  circular  or  rectangular.  The 
general  system  of  reinforcement  consists,  however,  of  a  network 
of  rods,  the  size  and  spacing  of  the  rods  varying  with  the  loads 
to  be  carried.  When  rectangular  tanks  are  constructed,  the  sides 
consist  of  reinforced  slabs,  sometimes  strengthened  with  ribs  or 
beams.  The  horizontal  rods  of  circular  tanks  and  reservoirs  are 
spliced  by  lapping  or  welded  into  hoops.  The  tank  bottoms  may 
or  may  not  be  reinforced,  depending  upon  the  nature  of  the  sub- 
soil ;  when  they  rest  upon  the  ground  they  are  usually  approxi- 
mately flat,  only  having  enough  slope  to  drain  them  properly. 
When  tanks  are  elevated,  the  bottoms  are  either  of  spherical  or 
conical  shape,  usually  with  the  convex  surface  upwards,  although 
It  is  sometimes  placed  downwards. 

The  horizontal  rings  or  hoops  forming  the  reinforcement  for 
circular  tanks  are  placed  close  together  at  the  bottom  and  spac- 
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ing  gradually  increased  toward  the  top,  while  the  vertical  rods 
are  spaced  uniformly  around  the  tank,  the  two  sets  being  wired 
together  at  intersections.  In  rectangular  tanks  horizontal  and 
vertical  rods  are  also  used  and  spaced  similarly  to  those  of  cir- 
cular tanks.  At  the  corners  formed  by  adjacent  sides  the  hori- 
zontal rods  are  usually  bent  around  to  make  the  reinforcement 
continuous,  thereby  making  the  tank  as  strong  at  this  point  as  at 
any  point  in  the  side  wall.  The  vertical  rods  and  bottom  rods  may 
be  bent  in  the  same  manner  to  form  a  solid  junction  between  the 
side  walls  and  tank  bottom. 

Roofs  for  tanks  may  be  either  flat  or  ribbed  slabs,  spherical  or 
parabolic  arches,  spherical  arches  being  preferred  when  any  great 
load  is  to  be  carried  on  the  cover.  For  flat,  ribbed  slabs  and  par- 
abolic arches  the  usual  types  of  reinforcement  are  used,  while  for 
spherical  arches  concentric  rings,  with  radial  rods  wired  together, 
give  a  satisfactory  means  of  reinforcement.  The  Monier  type  of 
reinforcement,  with  varying  spacing  of  the  rods,  is  almost  uni- 
versally employed  in  tank  and  reservoir  construction. . 

For  small  rectangular  tanks  the  arrangement  of  the  reinforce- 
ment is  quite  simple,  a  Monier  mesh  being  placed  in  each  side  and 
the  bottom,  with  sufficient  lap  at  side  wall  and  side  and  bottom 
wall  junctions.  Electrically  welded  wire,  lock  woven  fabric  and 
expanded  metal  are  easily  put  in  position  and  give  a  most  satis- 
factory reinforcement.  When  tanks  of  somewhat  greater  size 
are  used  and  it  is  desired  to  put  a  roof  over  them,  girders  are 
used  with  the  roof  slab. 

Figure  5 1 1  shows  a  tank  of  the  latter  type  constructed  for  the 
Pittsburg  Lamp,  Brass  &  Gas  Company.  This  tank  is  17  ft. 
wide,  65  ft.  long  and  11  ft.  6  ins.  deep.  It  is  located  in  a  court 
between  two  buildings  and  it  was  found  necessary  to  take  care  of 
the  foundations  of  the  walls  of  these  buildings.  To  do  this  the 
side  vertical  beams  shown  on  the  drawings  were  used,  although 
these  are  not  an  essential  part  of  the  tank  proper. 

Hilford,  0.,  Standpipe. — The  standpipe  at  Milford,  Ohio,  is  an 
example  of  the  use  of  reinforced  concrete  to  replace  the  usual 
standpipe  built  of  steel.  This  structure  is  81  ft.  high  from  base 
to  under  side  of  roof.  The  roof  is  dome-shaped,  with  a  rise  of  3 
ft,  making  a  total  height  of  84  ft.  The  outside  diameter  is  15 
ft.  6  ins.    The  shell  at  the  base  has  a  thickness  of  9  ins.     This 
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thickness  is  maintained  to  a  height  of  30  ft.,  where  it  reduces  to 
7  ins.  and  again  at  the  height  of  55  ft.  to  5  ins.  The  reduction 
in  thickness  is  made  on  the  inside  of  the  pipe.  Both  an  inside 
and  outside  ladder  is  provided. 

The  foundation  is  octagonal,  with  an  inscribed  diameter  of  20 
ft.,  and  is  6  ft.  deep.  It  was  constructed  of  concrete  composed  of 
I  part  of  cement  to  7  parts  of  gravel,  while  the  concrete  for  the 
standpipe  proper  was  i  part  of  cement  to  3  parts  clean,  sharp 
sand.  On  top  of  the  foundation  concrete  i  x  1  x  J^  T-bars  were 
laid  radiating  from  the  center  to  within  6  ins.  of  the  outer  edge. 
The  shell  was  started  directly  on  these  T-bars  and,  after  being 
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carried  up  a  sufficient  distance,  the  base  outside  the  shell  was  cov- 
ered with  concrete  16  ins.  deep,  and  the  base  inside  the  shell  was 
covered  with  a  6-in.  layer  of  1  cement  and  3  sand  mortar. 

The  shell  is  reinforced  by  a  network  composed  of  verticals 
spaced  18  ins.  apart  around  the  structure  and  horizontal  rings,  six 
to  the  foot  for  30  ft.,  then  five  to  the  foot  for  25  ft.,  and  then 
four  to  the  foot  for  the  remainder  of  the  height.  Both  vertical 
and  horizontal  reinforcements  consist  of  i  x  1  x  J^-in.  T-bars  con- 
nected at  intersections  by  clamps  stamped  out  of  sheet  metal,  sim- 
ilar in  form  to  the  Streeter  clip  which  is  used  for  con- 
necting structural  steel  work.  The  reinforcement  was  located  3 
ins.  inside  the  outside  face  of  the  shell. 
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The  forms  used  in  the  construction  of  this  standpipe  were  made 
oi  ij4  flooring  3  ins.  wide  and  3  ft.  long  for  staves,  nailed  to 

4  X  4-in.  circular  ribs.  The  topmost  rib  extended  i  in.  above  the 
top  of  the  staves,  so  as  to  form  a  rabbet  to  receive  the  bottom  of 
the  next  form.  Three  sets  of  forms  were  used,  each  consisting  of 
an  outer  and  inner  form  and  each  divided  into  eight  sections  for 
convenience  in  handling.  The  sections  of  each  ring  of  the  out- 
side forms  were  held  together  with  latches,  and  those  of  the  in- 
side forms  were  bolted  together.     An  average  height  of  about 

5  ft.  a  day  was  constructed.  This  standpipe  was  designed  and 
constructed  under  the  supervision  of  Mr.  J.  L.  H.  Barr,  of  Ba- 
tavia,  O. 

The  Fort  Bevere  Tower. — A  good  example  of  a  standpipe  and 


Fig.  512. — Horizontal  Section  of  Base  of  Fort  Revere  W^ater  Tower. 

water  tower  construction  of  Hennebique  design  is  that  con- 
structed at  Fort  Revere,  Boston  Harbor,  Mass.  The  original  de- 
sign was  for  a  masonry  tower  and  steel  standpipe,  but  a  bid  for 
the  work  in  reinforced  concrete  by  the  Hennebique  Construction 
Co.  that  was  30  per  cent,  lower  than  any  bid  on  the  original  de- 
sign led  to  the  adoption  of  reinforced  concrete. 

The  tower  is  octagonal  in  form  and  consists  of  eight  reinforced 
concrete  piers  resting  upon  a  reinforced  moulded  base  about  12  ft 
high.  The  filling  between  the  piers  consists  of  brick.  The  pier 
support  a  reinforced  concrete  floor  at  an  elevation  of  about  2  ft 
above  the  top  of  the  standpipe.  This  floor  is  a  ribbed  slab  3  ins. 
thick,  having  ribs  6  ins.  wide  and  12  ins.  deep.  Above  this  floor 
is  an  observatory  with  a  wooden  roof.    The  total  height  of  the 
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structure  is  about  93  ft.  The  piers  are  reinforced  with  six  ^-in. 
rods.  Horizontal  and  vertical  sections  of  the  base  are  shown  in 
Figs.  512  and  513,  while  a  vertical  section  of  the  tower^proper  is 
shown  in  Fig.  514.  The  interior  diameter  of  the  tower  is  about 
25  ft.,  while  the  diameter  of  the  standpipe  is  20  ft.,  the  space  be- 
tween the  two  being  occupied  by  a  spiral  staircase.  The  stand- 
pipe  has  a  height  of  50  ft.  The  shell  is  714  ins.  thick  at  the  bot- 
tom and  4J/2  ins.  at  the  top.  The  bottom  of  the  tank  is  4  ins. 
thick.  Figs.  515  and  516  show  plan  and  section  of  the  bottom 
and  section  of  the  side  wall  at  the  bottom.  Both  the  wall  and 
floor  are  coated  on  the  inside  with  1  in.  of  i  to  i  mortar  to  pre- 
vent leakage.    The  arrangement  of  the  reinforcement  and  method 


Pig.  513. — Venlcal  Secllon  of  Base  or  Fort    Revere  Water  Tower, 
of  bonding  together  the  walls  and  bottom  are  shown    in    the 
figures. 

The  wall  is  reinforced  with  two  sets  of  vertical  and  horizontal 
rods.  "The  upright  rods,  which  are  °/,„-in.  in  diameter,  are  2  ins. 
apart  transversely  and  are  staggered,  the  rods  in  each  set  being 
spaced  about  16  ins.  apart  circumferentially,  making  one  vertical 
rod  every  8  ins,  about  the  circumference  of  the  shell.  The  two 
sets  of  horizontal  bars  each  encircle  one  of  the  sets  of  vertical  bars 
and  are  made  of  yi-in.  diameter  rods  with  welded  joints  for  the 
lower  two-thirds  uf  the  tank  and  ^-in.  rods  with  lapped  joints 
wired  together  for  the  upper  one-third.  The  vertical  spacing  of 
the  hoops  increases  as  the  height  of  the  shell  increases.  For  the 
yi-in.  hoops  there  are  33  spaces  of  i)4  ins.;  41  spaces  of  2  ins.; 
34  spaces  of  ayi  ins.;  22  spaces  of  3  ins.:  13  spaces  of  ^'A  '"s., 
and  23  spaces  of  3^  ins.    l"or  the  )i-in.  hoops  there  are  9  spaces 
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of  3-m. ;  6  spaces  of  ^yi  ins.,  and  6  spaces  of  3}i  ins.,  the  inner 

■  and  outer  hoops  at  each  level  up  to  this  elevation  being  in  thft 

same  horizontal  plane.    For  the  remaining  i6  ft,  the  two  sets  o£ 


Plan     o+     Bottom- 
FlB.  515.— Plan  and  SecHon  of  Bultrees,  Port  Revere  Water  Tower  TaDk. 
hoops  are  staggered  and  the  spacing  between  adjacent  hoops 
varies  from  2  to  7>1  ins. 

The  bottom  of  the  standpipe  is  reinforced  with  two  sets  of  j4-iii. 
rods,  spaced  4  ins.  centers,  and  crossing  one  another  at  right  an- 
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gles.  The  rods  are  bent  up  at  their  ends,  and  extend  into  the 
wall  for  a  height  of  about  12  ins.  The  junction  of  the  walls  with 
the  bottom  is  further  reinforced  with  a  set  of  >^-in,  rods  extend- 
ing about  20  ins.  radially  into  the  floor  slab  and  running  up  to  a 
height  of  about  24  ins.  in  the  wall.  These  rods  are  placed  in  the 
center  of  the  thickness  of  the  wall  and  floor  slabs  and  are  bent  at 
an  angle  of  135°,  passing  near  the  inner  surface  of  the  concrete, 
which  is  thickened  at  this  point.  A  circular  hoop  is  placed  at  this 
angle  and  stirrups  of  i  x  J4-in-  steel,  7  ins.  long,  spaced  8  ins. 
centers,  placed  about  the-J^-in.  anchor  rods,  tie  the  whole  firmly 
together. 

The  Kast  Orange  ReBcrvoir. — The  reservoir  for  the  East  Orange 
Water  Supply  is  139  x  240  ft.  in  plan  on  the  inside  and  has  a 
capacity  of  5,000,000  gallons  with  a  depth  of  water  of  20  ft.    The 


Pig.  516. — Section  of  Tank  at  Bottom  Comer,  Fort  Severe  Water  Tower. 


interior  height  from  floor  to  roof  is  21  ft.  4  ins.  The  reservoir  is 
divided  by  a  partition  wall  into  two  equal  and  nearly  square 
basins  so  arranged  that  each  is  independent  of  the  other  and  one 
may  be  shut  off  and  emptied  while  the  other  is  in  use. 

The  exterior  walls  are  formed  of  a  reinforced  slab  12  ins.  in 
thickness,  braced  by  counterforts  or  buttresses  spaced  10  ft.  cen- 
ters. The  buttresses  are  12  ins.  thick  and  7  ft.  wide  at  the  bot- 
tom and  were  constructed  as  integral  parts  of  the  wall  monolith. 
The  reinforcement  for  the  walls  and  buttresses  is  given  in  Fig. 
517.  The  division  wall  is  14  ins.  thick  and  has  buttresses  6  ft 
wide  on  both  sides,  also  spaced  10  ft.  centers. 

The  floor  concrete  is  8  ins.  thick,  except  under  the  wall  but- 
tresses, where  it  is  12  ins.  thick.  The  floor  reinforcement  consists 
of  J4-ii-  corrugated  bars,  spaced  6  ins.  centers.  The  floor  ex- 
tends 7  feet  beyond  the  walls  on  all  four  sides.    Under  the  outer 
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tdge  on  each  side  there  is  a  beam  12  ins.  wide  and  30  ins.  de^ 
formed  in  a  trench.  These  beams  are  reinforced  by  four  i-in. 
rods  placed  i  in.  above  their  bottoms.  Similar  beams  are  con- 
structed oeneath  the  floor  at  the  toes  of  the  division  wall  bottoms. 


Pig.  ; 


—Details  or   Walla   and   Bud 


East  Oranse  ReaerTolr. 


One-half  inch  rods  6  in.  centers  and  4  ft.  long  were  placed  under  ' 
the  exterior  walls  and  cohitnns. 

The  roof  is  a  flat  concrete  slab  6  ins.  thick  for  10  ft,  from  the 
exterior  walls,  and  5  ins.  thick  over  the  retnaining  area,  and  is 
reinforced  with  ',j-in.  steel  bars  spaced  24  ins.  centers  longi- 
tudinally and  .I'j  and  3  ins.  transversely  in  the  5  and  6-in.  slabs 
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respectively.  This  slab  is  supported  by  the  walls  and  columnSi 
spacied  10  ft.  on  centers,  carrying  girders  12  ins.  wide  and  16  ins. 
deep  below  the  under  side  of  the  roof  slab.  The  columns  are  12 
ins.  square  and  are  reinforced  with  four  ^-in.  vertical  bars  tied 
together  in  the  usual  manner  with  i\-in.  tie  wires.  The  columns 
are  connected  to  the  girders  with  a  corbelling  3  ft.  long.  The 
girders  are  reinforced  with  four  %-in.  bars,  two  being  straight 
and  two  bent,  as  shown,  with  four  additional  J^-in.  rods  5  ft. 
long  over  the  top  of  each  column.  Stirrups  are  also  used  to  re- 
inforce the  girders  against  shear. 

Expansion  joints  were  formed  in  the  exterior  and  division  walls 
of  the  reservoir  at  intervals  of  about  50  ft.  by  inserting  a  plate  of 
steel  ^-in.  thick  and  6  ins.  wide  21  ft.  long,  covered  with  two 
sheets  of  lead  j/^-in.  thick  bent  in  U-shape  and  fitting  tightly  to 
the  steel  plate.  These  were  also  used  as  division  planes  at  which 
the  work  was  stopped  and  started. 

The  reservoir  is  waterproofed  by  covering  the  water  sides  of 
the  floor  and  walls  with  a  i-in.  coating  of  i :  2  Portland  cement 
mortar  mixed  with  a  solution  of  light  soft  soap  in  the  proportion 
of  ij4  lbs.  to  15  gallons  of  water  and  having  3  lbs.  of  powdered 
alum  incorporated  with  each  bag  of  cement.  This  mortar  coating 
was  deposited  as  the  concrete  was  put  in  place. 

Fyrt  Meade  Beservoir. — An  excellent  example  of  reinfdrced 
concrete  reservoir  construction  is  the  500,000-gallon  reservoir 
recently  constructed  for  the  United  States  Cavalry  Post  at  Fort 
Meade,  S.  D;  This  reservoir  is  built  on  a  hill  200  ft.  above  the 
post  and  serves  as  a  distributing  reservoir. 

The  reservoir  is  divided  into  two  compartments,  each  50  ft.  by 
60  ft.  and  16  ft.  in  height  from  top  of  floor  to  under  side  of  roof 
slab.  The  corners  are  rounded  and  a  division  wall  separates  the 
two  compartments,  each  of  which  was  designed  to  hold  250,006 
gallons  when  filled  to  top  of  overflow  pipes. 

The  bottom  of  the  reservoir  floor  was  fixed  at  about  9  ft.  below 
the  ground  surface.  This  required  considerable  excavation  to 
secure  the  proper  depth.  The  material  encountered  in  the  exca- 
vation consisted  mainly  of  coarse  gravel,  mixed  with  fine  sand 
and  clav.  This  afforded  an  excellent  foundation  when  confined, 
as  it  was,  at  th^  bottom  of  a  deep  cutting.  After  the  excavation 
was  completed  to  sub-grade  the  entire  bottom  was  rolled  with  a 
heavy  roller,  thofougfhly  compacting  the  material.     The  footing 
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excavations  were  afterward  dug  to  the  proper  size  and  depth 
without  disturbing  the  adjacent  materials. 

The  floor  is  10  ins.  thick  and  is  reinforced  with  ^-in.  longi- 
tudinal and  transverse  rods  spaced  12  ins.  centers.  The  flooi 
division  and  side  walls  are  designed  to  resist  the  pressure  of  the 
earth  when  either  or  both  are  empty  as  well  as  the  pressure  re- 
sulting when  either  or  both  compartments  are  filled.  The  roof  is 
designed  for  an  ultimate  load  of  800  lbs.  per   sq.  ft.,  the  actual 
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Pig.  518. — Reservoir  at  Port  Meade,  South  Dakota. 

load  consisting  of  12  ft.  of  earth  fill  and  100  lbs.  snow  load.  The 
concrete  footings  are  5  ft.  square  and  12  ins.  deep  below  the  bot- 
tom of  the  regular  floor.  The  wall  footings  are  5  ft.  wide,  the  full 
length  of  the  walls.  All  footings  are  proportioned  for  a  uniform 
pressure  for  the  sub-soil  of  1.5  tons  per  sq.  ft.  As  shown  in  the 
section  (Fig.  518),  the  footings  are  reinforced  with  a  grille  of 
^-in.  corrugated  bars.  No  evidence  of  settlement  was  observed. 
The  columns  are  14  ins.  square  and  are  reinforced  against 
flexure  for  four  .)4-in.  bars,  one  placed  in  each  corner  and  the  four 
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tied  together  with  iron  wire  at  intervals  not  greater  than  the  diam- 
eter of  the  column.  The  columns  are  designed  to  carry  the  total 
load  with  an  average  unit  stress  of  500  lbs.  per  sq.  in.  The  ex- 
terior walls,  as  well  as  the  division  wall,  are  considered  as  vertical 
beams  and  reinforced  accordingly  with  vertical  bars,  while  hori- 
zontal bars  are  provided  to  care  for  temperature  stresses. 

Each  compartment  is  divided  into  three  transverse  bays,  and 
three  longitudinal  bays  extend  through  both  compartments.  The 
roof  slab  and  beams  are  carried  directly  by  three  longitudinal 
12  X  22-in.  girders,  which  rest  directly  on  the  columns  and  side 
and  division  walls.  The  girders  are  considered  as  acting  as 
T-beams.  The  girder  reinforcement  consists  of  eight  i-in.  corru- 
gated bars  placed  in  two  rows  near  the  bottom  of  the  beam.  The 
upper  bars  are  bent  up  over  the  supports  to  better  resist  the  shear- 
ing stresses.  The  four  bottom  rods  extend  the  full  length  of  the 
beam  in  one  plane.  The  roof  beams  are  6  x  14  ins.  in  cross- 
section,  and  are  each  reinforced  with  four  %-in.  bars.  The  roof 
slab  is  3  ins.  thick  and  is  reinforced  with  2^-in  mesh,  No.  I6 
expanded  metal. 

The  concrete  was  a  i  :2  4  mixture  with  all  stone  crushed  to 
a  size  no  larger  than  a  j4-iri-  cube,  crusher-run  stone  being  used. 
An  effort  was  made  to  secure  as  dense  a  concrete  as  possible,  and 
a  very  wet  mixture  was  used.  The  concrete  was  not  tamped  but 
was  spaded  to  allow  the  air  bubbles  to  escape.  A  specially  de- 
signed spading  bar  was  used  with  a  blade  or  paddle  6  x  3  x  ^-in., 
mounted  on  a  ^-in.  round  iron  handle  5  ft.  long. 

The  bottom  excavation  for  the  reservoir  was  made  practically 
level  and  the  concrete  placed  directly  upon  it.  The  excavation 
for  the  wall  and  column  footings  were  made  slightly  larger  than 
the  footing  dimensions  and  a  2-in.  plank  placed  on  edge  around 
their  sides  before  placing  the  concrete.  The  laggii?g  for  the  wall 
forms  consisted  of  2-in.  plank  dressed  on  one  side  and  nailed  to 
4  X  4-in.  uprights  4  ft.  on  centers  in  pairs  on  each  side  of  the 
wall.  The  lagging  in  the  forms  for  the  round  corners  of  the 
outside  wall  were  thin  boards  bent  to  the  required  curve  and 
nailed  to  posts  2  ft,  apart.  The  posts  were  held  in  place  by  out- 
side  struts  and  by  connecting  wires  passing  through  the  wall 
space  between  the  edges  of  adjacent  planks. 

The  column  forms  were  made  of  three  side  pieces  of  2-in. 
timber  extending  from  the  floor  to  the  girder  forms,  the  fourth  • 
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side  being  left  open  to  receive  the  concrete.  These  forms  were 
braced  at  the  bottom  by  struts  extending  on  all  four  sides  to  a 
firm  bearing.  At  the  top  they  were  held  in  place  by  braces  ex- 
tending to  adjacent  columns  and  to  the  walls. 

The  girder  and  beam  forms  were  open  troughs  of  the  required 
dimensions,  made  of  2-in.  plank  with  the  smooth  side  in.  For  the 
roof  slab  a  close  floor  of  2  in.  plank  with  the  smooth  side  upward 
was  used.  The  slab  centering  and  the  girder  and  beam  forms 
were  supported  by  posts  resting  upon  the  floor  below.  For  the 
footings  under  the  walls  and  columns  a  thin  layer  of  cement  was 
first  spread  over  the  bottom  and  the  lower  reinforcing  bars  prop- 
erly spaced  were  pressed  into  the  concrete  to  the  required  depth. 
The  upper  bars  were  then  placed  crosswise  over  the  lower  ones 
and  covered  with  concrete,  care  being  taken  not  to  displace  the 
bars  in  placing  the  concrete.  In  placing  the  floor  reinforcement 
practically  the  same  method  of  procedure  was  followed.  Before 
.concreting  the  walls  and  columns  the  reinforcement  was  erected 
in  place  forming  a  steel  skeleton,  around  which  the  concrete  was 
placed.  The  four  column  reinforcing  bars  were  held  at  proper 
distances  apart  by  wooden  plates,  through  which  holes  were  bored 
to  receive  the  bars.  These  plates  were  moved  up  out  of  the  way 
as  the  concreting  progressed.  The  column  bars  were  wired  to- 
gether every  14  ins.  in  height,  the  wiring  being  done  ahead  of  the 
concreting. 

The  vertical  bars  in  the  walls  were  spaced  by  means  of  planks, 
forming  templates  through  which  holes  had  been  bored  at  proper 
distances  apart  to  receive  the  bars.  Each  row  of  bars  was  spaced 
by  an  independent  template  that  was  moved  upward  as  the  work 
progressed  and  that  was  kept  high  enough  to  allow  room  below 
for  placing  and  tamping  the  concrete.  The  horizontal  bars  were 
wired  to  the  vertical  bars,  each  bar  \yemg  secured  in  its  proper 
fKDsition  as  the  concrete  was  put  in.  The  girder  reinforcing  bars 
w^ere  blocked  up  and  the  blocking  removed  ao  the  concrete  wa> 
put  in  place. 

The  expanded  metal  used  for  reinforcing  the  floor  slab  was  laid 
directly  upon  the  centering  and  after  being  covered  by  some  con- 
crete roughly  shoveled  over  was  raised  slightly  by  means  of  hand 
hooks  to  insure  the  metal  being  slightly  above  the  bottom  of  the 
slab  and  entirely  surrounded  by  concrete. 

The  walls  were  built  up  as  near  as  possible  to  a  uniform 
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height  all  around,  no  part  being  at  any  time  carried  higher  than 
4  ft.  above  any  adjacent  part.  At  places  where  the  work  was 
stopped  for  the  night  or  temporarily,  stop  boards  were  used  to 
square  up  the  ends  of  the  concrete.  These  boards  were  placed 
vertically  and  were  not  over  4  ft.  in  height  and  extended  the  full 
width  of  the  wall.  These  stop  boards  consisted  of  a  2-in.  plank, 
to  the  center  of  which  was  nailed  a  4  x  4-in.  cleat.  The  cleat 
formed  a  recess  in  the  concrete  into  which  the  fresh  concrete 
flowed,  forming  a  tenon  when  the  work  was  continued.  This 
made  a  firm  bond  between  the  new  and  the  old  concrete.  Care 
was  taken  in  all  cases  to  brush  off  all  loose  materials  from  the 
old  concrete  and  wash  over  its  surface  with  cement  grout  before 
depositing  fresh  concrete. 

Besides  using  great  care  to  get  a  dense  concrete,  the  interior 
surface  of  the  reservoir  was  coated  over  with  a  coating  of  i 
cement  to  7  sand  mortar.  This  was  put  on  in  two  coats  and  the 
whole  brushed  over  with  a  coat  of  grout. 

In  this  work  the  column  and  wall  forms  were  usually  removed 
from  7  to  10  days  after  the  concrete  was  deposited.  The  girder 
and  roof  forms  and  centers  were  usually  left  in  place  from  two  to 
three  v/eeks. 

The  Bloomingtou,  HI.,  Beservoir. — A  reinforced  concrete  res- 
ervoir of  10,000,000  gallons  capacity  was  recently  constructed  at 
Bloomington,  111.  This  reservoir  is  300  ft.  in  diameter  and  has 
side  walls  15  ft.  high,  vertical  on  the  back,  and  with  a  batter  of  2 
ft.  on  the  front  face.  Figure  519  shows  a  section  of  the  wall, 
which  is  I  ft.  thick  at  the  top  and  3  ft.  thick  at  the  bottom,  and  is 
built  with  a  footing  10  ft.  wide.  This  footing  has  a  toe  on  the 
inner  side  4  ft.  deep  below  the  bottom  of  the  reservoir  and  2  ft. 
wide.  It  is  reinforced  near  the  bottom  with  transverse  ^-in.  cor- 
rugated bars  placed  9  ins.  centers.  Every  fourth  bar  is  10  ft.  long 
and  is  bent  down  into  the  concrete  toe  of  the  footing.  The  other 
bars  are  4  ft.  long  and  have  one  end  just  inside  the  back  of  the 
footing.  The  footing  is  also  reinforced  near  its  upper  surface 
on  the  water  side  with  J^-in.  bars  placed  6  ins.  centers.  These 
bars  are  alternately  4  and  6  ft.  long,  and  all  extend  18  ins.  into 
the  concrete  under  the  wall. 

The  wall  proper  is  reinforced  with  vertical  ^-in.  bars  near  its 
inner  face.  These  bars  extend  down  into  the  footing  and  their 
spacing  is  reduced  from  4  to  6  and  then  to  12  ins.  on  centers 
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from  the  bottom  of  the  wall  to  the  top.  The  wall  is  also  rein- 
forced for  temperature  stresses  near  both  faces  by  ^-in.  hori- 
zontal bars.  These  are  placed  varying  distances  apart,  depending 
on  the  liability  of  extreme  changes  of  temperature,  and  on  the 
back  face  are  omitted  below  the  frost  line.  The  wall  was  built 
entirely  without  expansion  joints. 

The  surface  of  the  bottom  of  this  reservoir  is  a  segment  of  a 
sphere  the  depth  of  the  reservoir,  varying  from  15  ft.  at  the  wall 
to  25  ft.  at  the  middle.  The  floor  is  6  ins.  thick  and  is  reinforced 
with  a  lattice  work  of  ^-in.  round  rods,  spaced  6  ins.  centers  in 
both  directions. 

The  forms  used  in  the  construction  of  this  reservoir  were  built 
in  sections.  Figure  520  shows  the  detail  of  a  single  section.  The 
forms  consisted  of  planks  for  lagging,  nailed  to  vertical  posts, 
which  were  accurately  set  and  firmly  braced.  The  forms  were 
made  in  lengths  equal  to  one  one-hundredth  of  the  circumference 
of  the  reservoir.  Twenty-one  of  these  form  sections  were  built 
and  all  set  up  at  once.  The  wall  when  started  was  built  con- 
tinuously in  both  directions  from  the  starting  point.  The  lagging 
consisted  of  i-in.  boards  and  was  nailed  to  the  vertical  posts  and 
was  carried  up  just  ahead  of  the  concrete  filling. 

The  footing  was  built  without  forms  up  to  its  junction  with  the 
wall  proper.  A  layer  of  concrete  2J/2  ins.  thick  was  first  laid  in  the 
footing  trench,  the  lower  reinforcing  bars  put  in  place,  the  verti- 
cal bars  set  in  position  and  the  concrete  filled  in  up  to  the  level  of 
the  top  layer  of  reinforcing  bars;  these  were  then  put  in  place 
and  the  footing  completed.  The  wall  forms  were  then  put  in  posi- 
tion as  shown  in  the  figure  and  the  concreting  continued  to 
the  top. 

A  facing  of  gravel  concrete,  made  of  i  part  cement  to  4  parts 
fine  gravel,  with  no  pebbles  larger  than  i  in.,  was  placed  on  the 
front  face  of  the  wall. 

A  sheet-iron  form  similar  to  that  described  on  page  118  was 
used  for  depositing  this  facing.  Both  faces  of  the  wall  were 
painted  with  a  i  to  i  mixture  of  cement  and  sand ;  the  inner  face 
was  also  painted  with  a  i  to  i  mixture  of  waterproof  Star  Stettin 
Portland  cement  and  sand. 

The  Failure  of  a  Beinforced  Concrete  Beservoir  Covering  at 
Madrid,  Spain. — The  use  of  groined,  parabolic  and  segmental 
arches  in  reinforced  concrete  for  reservoir  covers  leads  to  ex- 
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tremely  thin  sections  and  a  great  saving  in  materials.  Great  care, 
however,  should  be  used  in  the  design  when  such  thin  sections  are 
to  be  used,  and  precautions  taken  to  avoid  types  of  construction 
where  the  strength  of  any  one  part  depends  upon  that  of  every 
other  part,  for  if  local  failure  takes  place  it  may  be  followed  by 
a  collapse  of  the  whole  structure.  Care  should  be  taken  to  brace 
and  stiffen  the  cover  in  both  transverse  and  longitudinal  direc- 
tions, and  extremely  slender  sections  in  columns,  beams  and  arch 


PtK    521  —Plan  and  Sections  of  Reservoir  at  Madrid    Spain 
covermg  avoided     Temperature  stresses  also  should  not  be  o\er 
looked     The  failure  of  the  Madrid  reservoir  covering  will  serve 
to  illustrate  the  features  of  bad  design  to  be  avoided. 

The  Madrid  reservoir  has  a  capacity  of  about  io6  million 
gallons,  and  was  divided  into  four  compartments  of  about  210  x 
85  meters  each,  with  a  depth  of  6.65  meters  (about  690  x  280  x  22 
ft.).  Transverse  and  lonjjitiidinal  sections  of  the  reservoir  are 
shown  in  Figure  521.     The  columns  supporting  the  roof  were 
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0.25  X  0.25  meters  (9.84  x  9.84  ins.),  and  8.4  meters  (27  ft.  6}i 
ins.)  high  to  the  springing  line  of  the  arches,  giving  a  ratio  of 
diameter  to  length  of  i  to  34.  The  columns  were  spaced  6.02  x 
4.03  meters  (about  20  x  13  ft.)  apart  from  center  to  center. 
These  columns  rested  upon  but  were  not  rigidly  attached  to  rein- 
forced concrete  bases.  The  columns  were  reinforced  with  four 
rods  about  5^ -in.  in  diameter,  and  rested  upon  flats  buried  about 
3  ins.  in  the  reinforced  concrete  bases. 

The  covering  consisted  of  parabolic  segmental  arches  having  a 
span  of  5.77  m.  ( 19  ft.),  and  a  rise  of  0.58  m.  (2  ft.  2^-in.),  and 
had  a  thickness  at  the  crown  of  .05  m.  (2  ins.).  Parallel  with 
the  arches  the  columns  are  connected  below  the  springing  line 
by  a  reinforced  concrete  beam  0.5  m.  deep  (19^  ins.),  having  a 
single  tensile  reinforcing  rod  ^y  mm.  (about  lyi  ins.)  and  3 
compression  rods  15  mm.  (about  ^  in.)  in  diameter.  These 
upper  and  lower  bars  are  connected  by  vertical  and  diagonal 
rods  4,  5  and  6  mm.  in  diameter.  No  ties  were  used  to  con- 
nect the  columns  in  a  direction  at  right  angles  to  these  girders. 
The  arch  reinforcement  consisted  of  rods  about  3^  in.  in  diameter 
tied  together  with  A  in.  diameter  rods.  A  1 14 J^  or  1 15  Portland 
cement  concrete  was  used.  The  details  of  the  roof  construction 
are  shown  in  Fig.  522. 

The  roof  of  one  section  of  the  reservoir  had  been  completed 
and  was  tested  by  loading  one  line  of  arches,  a  width  of  4  meters, 
on  April  7.  1905,  with  0.8  meters  of  sand ;  over  250  lbs.  per  sq.  ft. 
On  April  9  the  covering  collapsed  killing  30  men  and  wounding 
60  others.  The  collapse  was  sudden  and  without  warning.  The 
collapse  was  probably  due  to  several  causes.  The  test  load 
was  undoubtedly  excessive  for  such  a  slender .  arch  covering, 
probably  causing  the  loaded  crown  to  sink  and  the  adjacent 
panels  to  rise.  The  extremely  slender  columns  used,  the  absence 
of  any  rigid  attachment  at  the  base  and  entire  absence  of  all 
transverse  bracing  probably  all  contributed  to  the  failure  of  the 
roof  covering.  The  temperature  stress  due  to  hot  weather  un- 
doubtedly was  a  contributing  cause  to  the  collapse.  It  is  stated 
that  the  excessive  expansion  of  the  concrete  in  a  line  of  girders 
in  one  of  the  unfinished  sections  forced  the  beams  out  of  line 
2  ft.  or  more  a  few  days  after  the  collapse  of  the  finished 
section.  This  deflection  became  so  great  that  the  columns  and 
line  of  girders  collapsed. 
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The  stability  of  this  structure  depended  upon  every  part  msun- 
taining  perfect  rigidity  vertically  and  horizontally  without  the 
slightest  deviation,  for  as  soon  as  any  movement  took  place  in 
any  single  member  Jthe  others  were  caused  to  move  in  their  turn, 
bringing  on  a  general  collapse.  It  would  appear  from  the  above 
data  that  this  structure  was  not  carefully  designed,  many  of 
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Fig.  522. — Roof  Construction  for  Reservoir  at  Madrid.  Spain. 

the  conditions  affecting  it  when  in  the  process  of  construction 
being  entirely  neglected.  Then,  too,  the  extremely  slender  sec- 
tion used  and  the  lack  of  rigidity  of  the  completed  structure 
made  its  successful  completion,  at  the  best,  a  precarious  piece  of 
construction. 
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Grain  Elevator  Bins. — Reinforced  concrete  has  been  practically 
the  only  material  used  in  Europe  for  many  years  in  the  con- 
struction of  grain  elevators.  These  bins  are  usually  rectangular 
in  shape  and  are  supported  on  reinfprced  concrete  columns.  In 
this  country  both  circular  and  rectangular  bins  have  been  built. 
Grain  elevators  are  usually  what  are  known  as  terminal  elevators, 
viz.,  they  are  located  at  the  terminal  of  a  railway,  grain  being 
unloaded  at  such  a  point,  cleaned,  mixed  and  stored  preparatory 
to  being  shipped  by  vessel  to  some  distant  point.  This  class  of 
elevator  requires  a  working  floor  story  of  20  or  25  ft.  between 
liie  bottom  of  the  bins  and  the  level  of  the  railway  tracks,  two 
of  which  usually  run  through  the  house  to  permit  the  cars  to 
he  unloaded  directly  into  the  elevator  bins.  The  machinery  for 
unloading,  cleaning  and  the  mixing  machinery  are  located  on 
this  floor.  To  secure  the  proper  head  room  columns  of  upwards 
of  20  ft.  in  length  must  be  used  to  support  the  girders  carrying 
the  bins  proper,  and  must  be  so  spaced  as  to  allow  the  passage 
of  the  cars  underneath.  These  requirements  and  others  to 
secure  the  proper  location  of  a  line  of  cars  so  that  a  number  of 
cars  may  be  conveniently  unloaded  at  one  time  fix  closely  the 
size  of  bin  and  the  particular  form  of  construction  to  be  adopted. 

The  Canadian  Pacific  Grain  Elevator,  Fort  Arthur,  Ont. — ^The 
Canadian  Pacific  elevator,  which  was  completed  in  1904,  has  a 
capacity  of  443,000  bushels  and  consists  of  nine  circular  bins 
30  ft.  in  diameter  and  90  ft.  high,  and  four  inner  bins  formed 
by  the  walls  of  the  circular  bins.  The  centers  of  the  bins  are 
at  the  intersection  of  three  longitudinal  and  three  transverse  lines 
30  ft.  apart  in  both  directions.  Fig.  523  is  a  part  plan  showing 
the  arrangement  of  four  circular  bins  and  one  inner  bin  of 
approximately  rectangular  form. 

The  walls  are  of  reinforced  concrete  9  ins.  thick  on  foundations 
24  ins.  thick  carried  down  to  offset  footings  resting  on  hard- 
pan.  The  conical  tank  bottoms  are  seated  on  rammed  sand  fill. 
Under  the  center  of  each  row  there  is  a  concrete-lined  conveyor 
tunnel  7  ft.  wide,  7  ft.  high  and  about  86  ft.  long. 

The  walls  of  the  cylindrical  bins  have  a  uniform  thickness  of 
9  ins.,  except  where  the  adjacent  bins  are  tangent,  and  the  acute 
angles  between  the  convex  surfaces  are  filled  in  solid  with  a 
width  of  7  ft.  and  a  maximum  thickness  of  2j/^  ft.    The  concrete 
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used  was  composed  of  i  part  Portland  cement,  3  parts  sand  and  5 
parts  Lake  Superior  gravel. 

The  horizontal  reinforcement  consists  of  hooping  bars  spaced 
12  ins.  apart  vertically,  the  size  of  the  bars  decreasing  from  the 
bottom  upwards.  These  bars  are  in  pairs,  one  near  each  surface 
of  the  shell  For  the  first  15  ft  above  the  base  their  cross- 
section  IS  r  sq  m    for  the  next  31  ft  it  is  088  sq  m    for  the  next 


Pig.  523.— Part  Plan  of  Grain  Elevator  at  Port  Arthur.  Ont. 
20  ft.  it  is  0.75  sq.  in.,  and  above  that  it  is  0.50  sq,  in.  Besides 
the  horizontal  bars  there  are  in  each  bin  27  vertical  bars,  >j  in. 
in  diameter,  spaced  eqiially  distam  apart.  Where  the  walls  are 
thickened  at  the. contact  points  of  tangencies  they  are  reinforced 
by  horizontal  layers  of  2-in.  mesh  galvanized  wire  netting  I2  in* 
apart  vertically.  At  these  points  tht-y  art-  also  reinforced  by  tn^ 
horizontal  lyi  y.  S  in.  contact  anchors  12  ins.  apart  verticalK. 
which  hook  over  the  hoop  bands. 
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The  spaces  enclosed  between  the  convex  surfaces  of  each 
group  of  four  bins  are  also  used  for  grain  storage,  forming 
quadrilateral  bins  with  sides  concave  outwards.  In  other  ele- 
vators, notably  the  ele^^ators  at  Duluth,  Minn.,  no  provision  was 
made  for  strengthening  the  convex  circular  walls  of  the  en- 
closing bins  against  pressure  when  the  circular  bins  were  empty, 
with  the  result  that  they  collapsed.  A  description  of  the  Duluth 
failure  is  given  below.  To  care  for  the  unbalanced  pressure, 
caused  by  the  filling  of  these  bins  when  the  main  circular  bins 
are  empty,  tension  reds  were  passed  through  the  opposite  walls 
near  each  corner,  as  shown  on  the  partial  plan  (Fig.  523).  These 
tie  rods  have  a  diameter  of  i^  ins.  up  to  a  height  of  20  ft.,  i^ 
ins.  for  the  next  30  ft.,  13^  ins.  for  the  next  20  ft.  and  ij^  ins. 
from  that  point  to  the  top.  Their  screw  ends  have  nuts  bearing 
on  beveled  washers,  which  are  seated  on  flat  steel  tie-plates, 
which  distribute  the  pressure  over  the  cylindrical  walls  and  con- 
nect the  ends  of  adjacent  rods.  The  bottoms  of  the  circular  bins 
are  approximately  conical  surfaces,  and  consist  of  3  ins.  of  con- 
Crete  finished  with  i^  ins.  of  Portland  cement  mortar.  The 
concrete  was  laid  directly  on  well  rammed  sand,  and  is  without 
reinforcement.  The  sides  deviate  from  a  true  cone,  converging 
t^  a  flat  chute  10  ft.  long  and  i  ft.  wide,  with  a  15  x  15-in.  gate 
near  the  centers,  through  which  the  contents  are  aischarged  to  the 
conveyor  belt  in  the  tunnel  below.  The  rectangular  inner  bins 
have  their  bottoms  highest  in  the  center  and  slope  to  outlets  at 
one  comer  of  each,  from  which  the  grain  is  carried  by  chutes  to 
the  center  of  the  tunnel  over  the  conveyor  belts. 

The  concrete  walls  of  the  bins  were  made  in  movable  cylin- 
drical forms  4  ft.  high.  The  curved  surface  of  the  forms  were 
made  of  2-in.  vertical  planks,  spiked  to  inside  and  outside  cir- 
cular horizontal  ribs.  The  ribs  were  made  like  ordinarv  arch 
centers,  with  four  thicknesses  of  2  x  8-in.  scarf  planks  bolted 
together  to  break  joints  and  make  complete  circles  inside  the  tank 
and  circular  segments  of  270°  or  less  on  the  outsides  of  the  tanks. 
The  moulds  were  faced  on  the  inside  with  No.  28  galvanized 
steel  and  were  maintained  in  concentric  positi<^ns  with  a  fixed 
distance  between  them  by  means  of  eight  U-shaped  steel  yokes  in 
radial  planes.  Each  voke  consisted  of  an  inside  and  outside 
vertical  post  with  radial  web  and  flanges  engaging  the  inner  and 
outer  faces  of  the  circular  chords. 
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The  posts  project  about  2  ft.  above  the  tops  of  the  moulds,  and 
were  rigidly  connected  there  by  means  of  heavy  braces  and  an 
adjustable  tension  rod.  These  yokes  were  bolted  to  the  inner 
and  outer  chords  of  the  moulds  and  held  them  rigidly  together. 
The  lower  ends  of  the  vertical  yoke  posts  were  seated  on  jack 
screws,  which  were  supported  on  falsework  built  up  insicle  the 
tanks  as  the  walls  progressed. 

The  Failure  of  the  Duluth,  Minn.,  Grain  Elevator. — The 
arrangement  of  the  bins  of  the  Duluth  elevator  resembles  some- 
what that  of  the  Canadian  Pacific  elevator,  described  above. 
There  was  this  difference,  however:  The  sides  of  adjacent  circu- 
lar bins  were  not  tangent,  and  did  not  have  either  the  thickened 
buttresses  between  adjacent  bins  or  tie  rods  to  resist  the  thrust 
of  the  grain  from  within  the  inner  rectangular  bin. 


Fig.  524. — Diagram  Showing  Failure  of  Grain  Elevator  at  Duluth    Minn. 

Figure  524  shows  the  arrangement  of  the  enclosing  walls,  the 
entire  absence  of  anything  like  a  buttress,  there  only  being  a  thin 
connecting  wall,  while  in  the  Canadian  Pacific  elevator  the  walls 
are  tangent  and  thickened.  Failure  took  place  by  the  crushing 
of  the  arched  enclosure,  there  being  no  skewback  to  resist  the 
thrust  when  pressure  was  brought  upon  the  sides  of  the  bin.  The 
manne  -  of  failure  is  shown  by  the  dotted  lines  in  the  figure. 

The  Duluth  elevator  consists  of  a  series  of  circular  bins  about 
33  ft.  in  diameter  and  104  ft.  in  height.  The  first  failure 
occurred  on  December  12,  1900,  and  a  second  failure  occurred 
on  April  16,  1903.  The  sides  of  the  bins  were  12  ins.  in  thick- 
ness at  the  bottom  and  0  i"*^-  at  the  top.  The  reinforcement 
consisted  of  i^  x  ^-in.  steel  bands  spaced  about  12  ins.  centers. 
It  is  stated  that  the  gravel  concrete  used  for  side  walls  was  found 
to  contain  a  high  percentage  of  voids,  and  also  showed  evidences 
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of  containing  a  considerable  percentage  of  foreign  matter,  as 
chips,  bark,  etc.,  which  was  gathered  up  with  the  gravel  when 
the  concrete  was  mixed.  The  lesson  to  be  drawn  from  the  above 
failures  is  that  careful  designing  is  necessary  for  success  in 
this  type  of  structure.  No  possible  arrangement  of  loading 
should  be  overlooked  while  making  the  design,  and,  lastly,  good 
materials  should  be  used  in  fabricating  the  concrete. 

Sand  Storage  Bins. — Two  sand  storage  bins,  having  a  capacity 
of  1,140  tons,  or  850  cu.  yds.  each,  of  dry  sand,  were  designed  and 
constructed  by  the  Turner  Construction  Co.  for  J.  B.  King  &  Co., 
at  Hempstead  Harbor,  Long  Island,  in  1904.  The  combined 
weight  of  the  bins  and  sand,  which  amounts  to  about  1,355  tons, 
is  carried  on  fifteen  columns.  The  tank,  which  is  27  ft.  high 
and  30  ft.  in  diameter,  is  supported  at  a  height  of  about  20  ft. 
above  the  pile  foundation.  The  cokmins  are  arranged  in  two 
concentric  arches,  with  a  central  column  under  the  apex  of  the 
conical  bottom  of  the  bin.  Each  column  has  a  square  concrete 
footing  15  ins.  thick  and  43/2  or  5J^  ft.  long  on  each  side,  de- 
pending upon  whether  it  is  designed  for  five  or  eight  piles. 
The  pile  foundation  consists  of  96  12-in.  piles  about  25  ft. 
long.  The  column  footings  are  connected  by  radial  and  circum- 
ferential beams  of  concrete  reinforced  with  pairs  of  ^^-in.  bars, 
as  indicated  on  the  plans,  and  the  center  group  is  connected 
by  a  horizontal  concrete  diaphragm  14  ins.  thick.  The  footing 
under  each  column  is  reinforced  by  six  longitudinal  and  six 
transverse  ^-in.  bars  5  ft.  3  ins.  long. 

The  center  column  and  the  six  columns  of  the  inner  ring  are 
each  22  ins.  square,  and  are  reinforced  with  four  ^-in.  vertical 
bars,  while  the  outer  columns  are  22  x  18  ins.,  with  four  ^-in. 
vertical  bars.  The  sections  and  details  of  tops  of  columns  are 
shown  in  Fig.  525.  The  upper  ends  of  all  except  the  center 
columns  engage  the  lowe/  surface  of  two  annular  reinforced 
girders  made  by  thickening  the  bottom  of  the  bin,  and  are 
integral  with  it.  Great  pains  were  taken  to  make"  this  conical  sur- 
face and  its  girders  monolithic,  and  the  concrete  for  them  was 
all  placed  in  one  day.  In  calculating  the  bottom  and  sides  of 
the  bins,  fluid  pressure  for  dry  sand  weighing  100  lbs.  per  cu.  ft. 
was  assumed. 

The  side  walls  of  the  bin  are  reinforced  by  horizontal  circular 
rings,  each  ring  being  made  of  several  rods,  overlapping  about* 
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24  ins.  and  wired  together  so  as  to  be  thoroughly  spliced  by  the 
concrete.  The  sectional  area  of  these  rods  is  varied  to  conform 
with  the  different  pressures  assumed  at  different  heights  of  the 
bin,  by  changing  the  number  and  size  of  the  bars  in  2j4-ft. 
vertical  zones  of  the  wall,  as  shown  in  vertical  section. 
The  walls  are  also  reinforced  by  two  sets  of  vertical  rods,  the 
lower  set  consisting  of  larger  bars  than  the  upper  set  and  over- 
lapping them  6  ins.  at  a  point  a  little  below  the  center  of  the  bin. 
The  vertical  walls  of  the  bin  were  made  in  5-ft.  courses,  which 
were  additionally  bonded  together  hy  %-in.  vertical  dowels  2  ft. 
long,  set  in  the  center  of  the  wall,  2^  ft.  apart.  The  walls  have 
a  uniform  thickness  of  10  ins.  in  the  vertical  sides.  The  bottom 
is  13  ins.  thick,  and  is  reinforced  by  horizontal  circular  and 
inclined  radial  rods,  as  shown  in  drawing.  The  moulds 
for  each  bin  were  made  with  planed  vertical  staves  i^  ins.  thick, 
forming  panels  5  ft.  high  and  about  8  ft.  long.  The  staves  were 
nailed  to  2  x  lo-in.  horizontal  segmental  ribs,  one  at  the  upper 
edge,  one  at  the  lower  edge  and  one  at  the  center  of  each  panel. 
The  positions  of  these  ribs  were  displaced  2  ins.  vertically  in 
adjacent  panels,  and  tuey  were  extended  beyond  the  edges  of  the 
panels  so  as  to  overlap  each  other  and  receive  the  splice  bolts  by 
which  they  were  fastened  together.  The  ribs  were  braced  bv. 
inside  and  outside  vertical  standards  4  ft.  apart  on  centers,  each 
made  with  a  pair  of  2  x  6-in.  strips  6  ft.  long,  blocked  i  in.  apart 
and  tied  together  by  temporary  radial  bolts  through  the  moulds. 
These  bolts  pass  through  sleeves  of  i6-gauge  block  sheet  iron, 
bent  cold,  permanently  bedded  in  the  concrete  and  eventually, 
filled  with  mortar.  Enough  moulds  were  made  for  a  complete^ 
course  about  one  tank. 

After  the  concrete  was  about  24  hours  old,  the  tie-bolts  were 
removed  from  the  moulds  and  they  were  lifted  by  a  small  hoist 
until  the  lower  edges  engaged  the  top  of  the  concrete  for  about  2 
ins.  and  the  vertical  standards  engaged  it  about  r  ft.  They  were 
then  supported  on  bolts  through  the  upper  part  of  the  concrete. 
Each  5-ft.  course  was  made  monolithic  by  continuous  concret- 
ing in  one  day's  work.  The  conical  hopper  bottom  was  also 
built  monolithic  in  one  day's  continuous  concreting  and  was 
constructed  without  an  inside  mould. 

All  the  work  was  done  from  outside  platforms,  supported  at 
the  level  of  the  top  of  the  forms  by  falsework  built  up  from  the 
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groiinil  level.     Xo   scaffold  or  platform   ' 
inside  qf  the  bin. 

Coal  Pocket  for  Pennsylvania  Cement  to. — Mgiire  $26  is  a  view 
of  a  ctial  pocket  of  simple  design.  The  construction  consists  of 
transverse  buttresses  <;  ft.  0  ins.  centers  supporting  a  6-in.  slab 
reinforced  with  Ji-in.  corrugated  rods  spaced  from  4  to  7  ins. 
centers.  The  4-in.  r<x)f  is  reinforced  with  '/i-in.  transverse  bars 
spaced  8  ins.  and  J-^-in.  longitudinal  bars  2  ft.  on  centers.  The 
roof  is  supported  by  longinidinal  beams  and  struts  reinforced  in 
the  usual  manner,     The  roof  is  sloped  so  that  it  will  not  be 
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subjected  to  internal  pressure.  The  roof  house  contains  ihc 
conveying  machinery  for  filling  the  coal  pocket,  while  the  tunnel 
beneath  the  pocket  contains  conveying  machinery  for  removing 
the  coal. 

Atlantic  City  Coal  Pocket. — Kigure  527  shows  details  of  a  coal ' 
bin  for  the  Water  Department  of  Atlantic  City.  N.  J.,  at  Absecon 
Pumping  Station.  The  total  height  from  top  of  foundation  to 
top  of  roof  is  44  ft.  7'i  ins,:  the  outside  diameter  is  36  ft.  and 
inside  diameter  is  30  ft.  A  feature  to  be  noled  is  the  annular 
form  of  Ihe  foundation.  The  sides  and  bottom  are  9  ins.  thick. 
The  bottom  is  reinforced  with  f-j-in.  annular  bars,  spaced  13  H 


I^^jL 


TANK  AND  RESERVOIR  CONSTRUCTION, 


715 


centers,  and  J^-in.  radial  bars  18  ft.  long,  2  ft.  of  which  is  in  the 
side  wall  and  16  ft.  in  bottom  and  spaced  15  ins.  centers  and  J^- 
in.  radial  bars  between  the  forms,  also  spaced  15  ins.  centers, 
)^-in.  vertical  bars,  22  ft.  long,  spaced  3  ft.  centers,  having  the 
lower  3  ft.  bent  into  the  bottom,  with  J^-in.  bars,  lo  ft.  long,  to 
form  the  vertical  reinforcement,  while  J^  and  )^-\n.  bars,  spaced 
from  2  to  6  ins.  centers,  as  shown,  form  the  horizontal  reinforce- 
ment of  the  side  walls. 

The  roof  is  pyramidal  in  form,  having  a  lo-in.  25-lb.  I-beam 


Holf  Flan  of  Annulor  pjprt  t^  Pyrajn^Sa'  ^Jvii 

PiB.  527.— Coal  PockelB  at   Atlaotlo   Ctly,  N.  J. 
at  each  angle  framed  as  shown  in  Fig.  527.     The  roof  is  rein- 
forced with  j'2-in.  bars  bent  over  the  I-beam  flanges  and  spaced 
as  shown.     The  general  details  of  construction  are  shown  on 
the  drawings. 

Concrete  Gas  Holdei  Tank. — Concrete  has  been  used  both  in 
Europe  and  this  country  in  the  construction  of  gas  holder  tanks. 
The  half  section  of  tank,  recently  constructed  by  tlie  Cen- 
tral Union  Gas  Company  at  the  foot  of  136th  Street,  near  Locust 
Avenue,  New  York  City,  is  shown  in  Figs.  528  and  529.  This 
tank  has  an  extreme  diameter  of  189  ft.,  and  a  depth  of  41 J/^  ft. 
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Figure  529  shows  a  partial  seclum 
of  the  monolithic  concrete  exteriar 
wall,  which  is  42j^  ft.  high  from  the 
bottom  of  the  footing  and  $'/i  ft.  thick 
at  the  base.  Concentric  with  this 
wall  is  an  inner  one  i66  ft.  in  c.v- 
ternal  diameter  and  about  16.VJ  ft. 
high  above  the  footing.  The  top  of 
this  wall  is  continuous  with  a  con- 
crete lining  12  ins.  thick,  which  forms 
the  bottom  of  the  tank,  and  is  ap- 
pro.simately  a  truncated  cone.  The 
annular  space  between  the  inner  and 
outer  walls  serves  to  hold  the  water, 
which  forms  a  seal  for  the  bottom 
of  the  telescopic  cylindrical  steel  gJ* 
holder   shell. 

The  outer  wall  is  reinforced  in  the 
upper  part  with  six  sets  of  hori- 
zontal circular  bands  of  square 
twisted  steel  bars.  Eacli  bar  of  the 
upper  and  two  lower  sets  has  a  sec- 
tional area  of  1.25  sq.  ins.,  while  ibt 
intermediate  sets  have  an  area  0.75 
sq.  in.  for  each  bar.  In  each  set  iherf 
are  four  complete  rings  or  hoops- 
each  made  up  of  several  pieces  of 
twisted  steel,  with  their  ends  l^ng 
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about  32  ins.,  and  rigidly  clamped  together  by  U-bolts.  with 
tie  pieces  screwed  close  against  the  bars.  The  splices  in 
adjacent  bars  are  made  to  break  joints  at  least  2  ft.  As  shown 
in  the  figure,  the  hoops  were  not  placed  in  the  same  horizontal 
plane. 

The  top  of  the  wall  is  finished  with  a  6-in.  coping  reinforced 
by  a  continuous  horizontal  sheet  of  3  in.  No.  10  expanded  metal. 
On  top  of  the  wall  there  are  horizontal  seats  for  the  20  vertical 
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Pig.  530.— Details  of  Oaa  Holder  Tank  ai   Dubuque,  la. 

columns  of  the  gas  holder  guide  frame.  At  each  seat  are  four 
vertical  anchor  bolts,  254  in.  in  diameter  and  19  and  20  ft.  long. 
These  rods  have  at  their  lower  ends  forged  heads  engaging 
sockets  in  wrought  iron  anchor  plates  bedded  in  the  concrete. 
The  upper  ends  of  the  rods  are  in  sleeves  4  ft.  long  and  4  ins, 
in  diameter,  so  as  to  provide  for  a  slight  lateral  movement  and 
allow  for  adjustment  to  the  front  framework.  Radial  brick 
landing  piers,  with  granite  caps,  are  provided  on  the  bottom  of 
the  tank,  as  shown  in  the  figure.    A  1:2:4  Portland  cement  con- 
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Crete,  with  an  upper  finish  of  lyi  ins.  of  i  -.2  cement  mortar  was 
used. 

Gu  Holder  Tank,  Dnbnqne,  la. — The  construction  details  of  a 
gas  holder  tank,  recently  constructed  for  the  Key  City  Gas  Co., 
Dubuque,  la.,  are  shown  in  Fig.  530.  This  tank  is  84  ft  in  diam- 
eter and  21  ft.  5  ins.  deep.  The  bottom  of  the  tank  is  5  ft.  below 
the  level  of  the  ground,  and  rests  upon  a  pile  foundation.  Tfte 
floor  is  16  ins.  thick,  and  rests'  directly  upon  piles  spaced 
4  ft.  6  ins.  centers.  Under  the  walls  the  concrete  is  28  ins. 
(hick,  and  the  pile  foundation  is  reduced  to  2  ft  6  ins.     Rein- 
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1  Forme,  Dubuque  Gaa  Holder  Tank. 


forced  concrete  tunnels  are  run  under  the  floor  for  inlet  and  out- 
let pipes.  The  wall  of  the  tank  is  18  in.s.  thick  at  the  bottom  and 
12  ins.  at  the  top.  A  center  pier,  also  of  reinforced  concret  .  a 
shown,  is  also  used.  A  1 :  2j^  :  5  concrete  of  limestone,  all  pass- 
ing a  2-in.  ring,  was  used  for  the  floor,  while  a  1:2:4  mixture 
was  used  for  the  walls.  The  size  and  location  of  reinforcing  rods 
are  siiown  in  Fig.  530. 

The  metho<l  of  bracing  wall  forms  is  shown  in  Fig.  531 ;  while 
one  panel  of  the  inside  forms  is  shown  in  Fig.  532.  The 
outside  forms  were  similar,  but  were  concave  instead  of  convex. 
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The  circumierential  bars* for  the  walls  were  used  in  30 ft. 
lengths,  and  spliced  by  lapping  3  ft. 

Mr.  John  E  Conzelman,  Asst.  Engr.  of  the  St.  Louis  Ex- 
panded Metal  and  Corrugated  Bar  Co.,  who  designed  and  built 
this  structure,  states  in  Engineering  News,  August  9,  1906,  that 
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Fife     >d.o. — W^all  Forms  for  Dubuque  Gas  Holder  Tank. 

the  cost  of  unloading  steel  and  placing  it  in  structure  was  $7 
per  ton ;  that  the  labor  of  mixing  and  placing  concrete  amounted 
to  3.4  hrs.  per  cu.  yd.  for  the  floor,  and  5.2  hrs.  per  cu.  yd.  for 
the  wall  (including  pilasters  and  piers).  The  cost  ot  fonns 
averaged  9  cts.  per  sq.  ft.  of  walL 


CHAPTER  XXIX. 

CHIMNEYS,  TUNNELS,  SUBWAYS,  RAILROAD  TIES, 
FENCE  POSTS,  PIERS  AND  WHARVES. 

Chimneys. — For  high  chimney  construction  reinforced  con- 
crete is  not  only  superior  to  brick  or  steel  as  regards  stability 
and  strength,  but  it  possesses  great  durability  with  practically 
no  mainteni-nce  charges.  Many  chimneys  have  been  constructed 
of  this  material  in  the  past  few  years,  and  the  popularity  of  this 
type  of  construction  is  increasing.  Examples  of  a  number  of 
structures  will  be  given,  together  with  a  description  of  the 
general  methods  of  construction. 

The  reinforced  concrete  chimney  for  the  forge  shop  of  the 
United  Shoe  Machinery  Co.,  at  Beverley,  Mass.,  is  a  good  ex- 
ample of  a  chimney  of  rectangular  section,  adapted  to  industrial 
works,  when  a  chimney  of  moderate  height  is  needed.  This 
chimney  is  yy  ft.  lo  ins.  in  height  and  tapers  from  9  ft.  3  ins.  x 
10  ft.  at  the  base  to  7  x  6  ft.  at  the  top.  It  is  divided  into  two 
portions  by  an  interior  concrete  diaphragm,  reinforced  by  hori- 
zontal ^-in.  bars  spaced  18  ins.  apart  up  to  25  ft.  above  the 
footing.  One  side  of  the  chimney  is  again  subdivided  by  a 
longitudinal  diaphragm,  making  two  flues,  one  of  which  is  used 
for  furnaces  and  the  other  for  an  induced  draught.  The  upper 
45  ft.  of  the  chimney  is  unlined,  while  the  portion  below  is  lined 
with  firebrick.  The  walls  have  a  thickness  varying  from  18  ins. 
at  the  base  to  9  ins.  at  the  top,  and  are  reinforced  by  six  vertical 
3/2-in.  bars  lapped  18  ins.  at  the  joints  and  spliced  to  make  them 
continuous  from  the  base  to  the  top;  j4-in.  horizontal  bars  bent 
to  form  rectangular  frames  connect  the  vertical  bars.  These 
horizontal  bars  are  placed  i  in.  from  the  outside  of  the  concrete, 
and  12  ins.  apart  vertically  throughout  the  full  height  of  the 
chimney.  The  foundation  is  a  mass  of  concriete  6  ft.  6  ins.  deep, 
and  is  stepped  oflF  to  form  a  base  13  x  14  ft.  Figure  533  shows 
the  general  features  of  the  chimney. 

Most  notable  among  the  early  chimneys  built  of  reinforced 
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joncrete  is  that  for  the  Pacific  Electric  Ry.,  Los  Angeles,  CaL 
This  chimney  is  of  Ransome  construction,  and  was  designed  by 
Mr.  Carl  Leonardt,  of  Los  An- 
geles, and  merits  description,  as 
it  possesses  a  number  of  features 
not  commonly  met  with  in  this 
type  of  construction. 

The  Los  Angeles    chimney  is 
1 8c  ft.  in  height  above  its  base. 


Fig,  BS8, — Beclaosnlar  Chimney,  Volted      Fig.  534.— Chlnusy  tor  Power 
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which  is  15  ft.  6  ins.  below  the  level  of  the  ground.  This  chimney 
is  rectangular  in  section  to  a  height  of  36  ft.  above  the  grade,  at 
which  point  it  assumes  a  circular  form,  with  an  exterior  diameter 
of  15  ft  2  ins.,  the  inner  diameter  being  about  11  ft.  The 
rectangular  form  for  the  lower 
portion  of  the  chimney  was 
necessitated  by  the  entrance  of 
two  flues  from  opposite  sides. 
The  construction  of  the  chimney 
n  further  shown  in  the  accom- 
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panying  figures.  It  consists  of  two  concentric  walls  independent 
of  each  other  from  base  to  top.  and  separated  by  an  air  space 
oi  II  ms.  to  16  ins.,  increasing  in  width  toward  the  top.  The 
ouier  shell  above  the  rectangular  part  is  9  ins.,  6  ins.  and  5  ins., 
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respectively,  up  to  the  cap  in  sections  of  about  equal  height; 
while  the  inner  shell  is  5  ins.,  4^/2  ins.  and  4  ins.  thick,  respec- 
tively, from  bottom  to  top  in  corresponding  sections.  The  inner 
shell  ends  4  ft.  below  the  cap,  and  is  free  to  elongate  by  heat 
independently  of  the  outer  shell.  As  shown  in  the  sections. 
Fig.  534,  it  will  be  seen  that  at  intervals  of  30  ins.,  measured 
around  the  chimney,  the  air  space  is  contracted  for  a  length  of 
6  ins.,  and  reduced  to  the  width  of  2)^  ins. ;  at  every  5  ft.  in 
height  this  is  again  reduced  to  ^  in.  by  the  introduction  of  a 
concrete  brick  in  the  wall.  In  this  manner  the  oscillations  of 
either  shell  independent  of  the  other  is  checked,  and  the  outer 
shell  may  sway  in  the  wind  }i  in.  without  bringing  pressure  upon 
the  inner  shell. 

Ransome  square  cold  twisted  steel  bars  were  used  for  the 
vertical  and  horizontal  reinforcements  in  each  shell.  The  hori- 
zontal reinforcements  consist  of  yi-in.  bars  placed  at  intervals 
averaging  18  ins.  in  the  inner  shell  and  24  ins.  in  the  outer;  ^-ih. 
vertical  bars  were  placed  i  ft.  apart  in  the  lower  one-third  of  the 
shell  above  the  flues,  2  ft.  apart  in  the  middle  and  4  ft.  apart  at 
the  top  section  of  the  outer  shell.  In  the  inner  shell  34-in.  bars 
were  used,  spaced  about  3  ft.  apart  in  the  circumference  of  the 
shell.  The  concrete  for  the  outer  shell  consisted  of  i  part  Port- 
land cement  and  2  parts  sand  and  6  parts  crushed  granite,  but 
that  for  the  inner  shell  consisted  of  i  part  Portland  cement, 
2  parts  sand  and  4  parts  broken  sandstone. 

Ill  the  construction  of  this  chimney  a  temporary  tower  of 
timber  (Fig.  535)  was  erected  inside  the  chimney,  its  top  being 
kept  well  above  the  highest  level  of  the  concrete,  and  from  this 
tower  the  moulds  are  hung  by  adjustable  suspender  rods.  All 
material  was  hoisted  up  the  shaft  by  an  electric  hoist.  The 
tower  scaffoldinf^;  consisted  of  four  4  x  6-in.  timbers  having  up- 
rights with  2  X  lo-in.  horizontal  bars  bolted  thereto  every  5  ft., 
and  I  X  6-in.  cross-pieces.  The  head  or  top  scaffolding  was 
formed  of  6  x  14-in.  timbers,  to  which  hoisting  rods  were  at- 
tached. To  avoid  the  labor  of  dismantling  this  head  scaffolding 
for  each  set  of  moulds,  telescope  scaffolding  was  placed  mside 
the  main  upright  scaffolding,  which  enabled  the  workmen  to 
disconnect  the  head  scaffolding,  raise  the  entire  head  intact,  -and 
put  in  extensions  to  the  uprights,  all  of  which  could  be  done  in 
about  2y2  hours.    The  cross  beams  at  the  top  of  the  tower  sup- 
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porting  the  moulds  consisted  of  two  pairs  of  beams  about  i6  ft 

long,  each  cantilevered  about  5  ft.  beyond  the  sides  of  the  tower. 

The   inner  and  outer  moulds  were  each  suspended   from  these 

cross  beams  bj'  four  equally  spaced  vertical  rods  having  threaded 

tops,  which  engaged  screw  wheels  bearing  on  the  beams.    A  light 

working  platform  projected  out  from  the  outside  mould  near  the 

top,   and    the    concrete   plat 

form    was    hung    from     this 

mould  a  little  below  to  catch 

dropping  material  or  a  fa'lt-n 

workman.     Inside   the   chmi 

ney  a  staging  was  supported 

from  the  tower,  on  which  the 

workmen  stood  in  pla'-mg  and 

tamping    the    concrete      The 


Mould! 

shell  moulds  are  shown  in  Fig.  536.  These  were  made  with 
vertical  wooden  staves  12  ft.  long  beveled  to  an  angle  of  10  de- 
grees on  both  edges,  so  as  to  be  in  contact  on  the  face  next  the 
concrete,  and  having  a  V-shaped  opening  on  the  opposite  face. 
The  staves  were  locked  together  with  bands  built  up  of  >i-in. 
strips  of  Oregon  fir  to  a  thickness  of  5  ins.  and  a  width  of  4  ins. 
The  ends  of  these  bands  were  connected  by  specially  designed 
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jaw-forgings  and  sleeve  nuts  (Fig.  537).  Six  hoops  were  used 
for  each  mould,  being  located  outside  the  stave  in  the  outside 
mould  and  inside  the  staves  for  the  inside  moulds.  To  attach 
the  moulds  to  the  supporting  beams  lyi  x  Y^-m.  bars,  with  an 
eye  at  the  top  and  a  length  of  12  ft.,  were  bolted  to  each  hoop 
in  a  vertical  position  at  the  four  points  of  the  circumference 
directly  between  the  suspender  bars.  A  detail  of  the  core-boxes 
for  forming  the  spaces  between  the  inner  and  outer  shells  is 
shown  in  Fig.  538.  The  concreting  was  done  in  five  sections,  one 
section  being  completed  every  day. 

Probably  more  reinforced  concrete  chimnevs  have  been  con 
structed  by  the  Weber  Steel  Concrete  Chimney  Co.,  of  Chicago, 
than  bv  ahv  other  concern  in  the  world.  The  author  is  indebted 
to  the  company  for  the  following  information.  The  featurc3 
claimed  for  this  chimney  are  possessed  to  a  greater  or  less  ex- 
tent by  all  reinforced  concrete  chimneys,  and  may  with  much 
advantage  be  enumerated  in  this  place. 

In  the  construction  of  these  chimnevs  the  work  is  carried  on 
continuously  from  the  foundation  to  the  top,  thereby  fonning  a 
monolith.  The  chimney  is  airtight,  and  this,  with  the  smooth 
inner  shell,  gives  a  high  working  capacity.  The  construction  of 
reinforced  concrete  chimneys  proceeds  with  greater  rapidity  than 
brick  chimneys.  Another  feature  is  their  light  weight,  they  being: 
lighter  than  brick,  and  hence  requiring  smaller  foundations.  A 
concrete  chimney  resists  the  influence  of  chimney  gas  and  of 
heating  better  than  one  made  of  other  materials.  The  use  of 
concrete  gives  an  opportunity  for  improving  the  appearance  of 
the  chimney  without  excessive  cost  for  ornamentation. 

Figure  539  shows  the  details  of  a  chimney  of  moderate  height 
built  for  the  United  Shoe  Machinery  Company,  Beverly,  Mass., 
while  Fig.  540  is  a  view  of  the  chimney  completed.  This  chim- 
ney is  142  ft.  I  in.  in  height  from  the  bottom  of  the  foundation 
to  the  top,  and  6  ft.  in  diameter.  The  foundation  extends  about 
16  ft.  l)elow  ground.  The  shell  is  double  to  the  height  of  48  ft 
above  ground.  The  inner  shell  is  4  ins.  thick,  while  the  outer 
one  is  6  ins.,  and  the  upper  portion  of  the  chimney  shell  is  5  ins. 
in  thickness.  The  reinforcing  bars  consist  of  i  ^4  x  t!4  x  ^  ■  \t^  ins. 
vertical  and  i  x  i  x  ^^-in.  horizontal  T-bars.  The  number  of  bars 
in  the  circumference  of  the  chimney  shell  and  the  method  of 
arranging  the  bars  in  the  base,  together  with  the  details  of  con- 
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stniction.  are  shown  in  Fig.  539.  The  horizontal  rings  are 
spaced  i  ft.  6  ins.  centers  in  the  inner  shell  and  3  ft.  centers  in 
the  outer  and  upper  single  shells. 

Another  example  of  Weber  chimnej'  (Fig.  541)  is  the  one  used 
for  the  Butte  Reduction  Works,  at  Butte,  Montana,  to  carry  off 
the  gases  and  fumes  from  the  copper  smelting  furnaces.  This 
chimney  is  the  largest  reinforced  concrete  chimney  that  has  thus 
far  been  built.  It  stands  on  a  base  of  slag  iz'/i  ft.  high,  making 
its  top  352>4  ft.  above  the  surface  grade.  The  shell  has  an 
inner  diameter  of  10  ft.     This  chimney  was  designed  to  resist 


Fig.  540.— view  of  Doited  Snoe  Machloery  Co.'b  Chlmaey. 
the  pressure  of  the  wind  blowing  at  a  velocity  of  top  miles  an 
hour.  The  base  is  42}^  ft.  square,  8  ft.  thick,  and  made  of  1:3:5 
concrete  reinforced  as  shown  in  the  drawings.  The  shell  is 
double  to  a  height  of  loi  ft.,  and  above  this  point  the  single  shell 
rises  231  ft.,  making  a  total  height  above  the  slag  base  of  340  ft. 
The  outer  shell  is  9  ins.  thick,  and  the  inner  one  5  ins.,  with  an 
air  space  of  4  ins.  between.  The  single  upper  shell  is  7  ins.  thick. 
.A.  1 : 4  concrete  is  used  for  all  the  shells.  The  reinforcing  bars 
in  the  base  and  for  the  verticals  are  i]/\  x  V/x  -x.  Vn-in-  T-bars, 
while  the  horizontal  rings  are  i  x  1  x  J/^-in.  T-bars.  A  working 
-stxess  of  i6,cxx)  lbs.  per  sq.  in.  was  used  for  the  steeL^.Tlxe.isin- 
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forcement  in  the  base  consists  of  two  layers  of  20  bars  each, 
crossing  at  right  angles,  and  two  layers  of  13  bars  each,  running 
diagonally.  In  the  outer  shell  and  the  single  shell,  which  is 
above,  the  reinforcement  consists  of  460  vertical  bars  at  the 
bottom,  decreasing  gradually  to  20  at  the  top.  The  inner  shell 
has  20  vertical  bars  throughout  its  entire  height.  The  chimney 
ij  so  designed  that  no  wind  strain  comes  on  the  inner  shell.  The 
horizontal  reinforcing  rings  are  spaced  3  ft.  apart  in  the  outer 
and  single  shells  and  18  ins.  apart  in  the  inner  shell. 

In  the  construction  of  Weber  cliinineys  the  forms  consist  of 


P[g.  r.42.— view  Showlns  PorniB  for  Weber  Chimney- 
two  rings  of  six  sections,  each  about  3  ft.  wide,  fastened  to- 
gether with  patented  iron  fastenings.  The  moulds  are  held  in 
place  by  friction  on  the  concrete  only,  and  are  disconnected  before 
hauling  up  to  the  position  required  for  the  next  course.  The  flat 
top  ring  shown  in  Fig.  542  is  a  patented  guide  ring  to  hold 
the  vertical  steel  rods  in  alignment  through  holes  in  it.  The 
ring  is  made  of  two  ^-in.  layers  of  wood,  and  is  pu.shed  on  ahead 
of  the  centers.  Tt  also-  carries  the  beim  for  the  hoisting  pidley. 
All  materials  are  hoisted  inside  of  the  chimney,  no  interior  scaf- 
folding whatever  being  needed.     For  the  double  shell  one  form 
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or  ring  a  day  is  filled,  while  for  the  single  shell  two  forms  a  day 
are  usually  filled.  The  T-section  reinforcements  are  spliced  by 
lapping  about  2  ft.  The  character  of  the  forms  is  shown  ia 
Figs.  542  and  543. 

Ttuuieli. — Concrete,  both  plain  and  reinforced,  has  been  ex- 
tensively used  for  tunnel  and  subway,  construction  during  the 
past  few  years.     The  principles  of   design  and  methods  of  con- 
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Fig,  543, — View  Showing  Forms  for  Weber  Chimney. 
struction  arc  similar  to  those  for  sewer  and  water  conduits.    The 
larger  sections  used  and  general  conditions  met  with  in  this  class 
of  work  make  the  stresses  to  Ik  dealt  with  large  and  the  con- 
struction correspondingly  more  difficult. 

The  term  tunnel  is  iisuall>'  applied  to  construction  under  cover. 
in  which  the  timncl  bore  is  advanced  by  drifting,  the  surface  of 
the  ground  above  not  being  disturbed.  On  the  other  hand,  a 
subway  is  usually  distinguished  from  a  tunnel  as  being  a  con- 
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struction  in  open  cut.  The  tunnel  .usually  consists  of  a  single 
arch  spanning  the  opening,  while  to  save  head  room  the  roof  of 
a  subway  is  usually  flat,  being  supported  by  roof  beams,  or  girders, 
sometimes  carried  at  an  intermediate  point  or  points  by  columns. 

The  New  York  Subway. — The  original  section  for  the  New 
York  Subway  consists  of  steel  bents  spaced  5  ft.  on  centers, 
having  jack  arches  of  concrete  sprung  between  the  beams  to 
form  the  roof  and  side  walls. 

The  bents  consisted  of  a  roof  beam  26  ft.  long  for  a  double 
track  section,  supported  by  two  side  and  one  intermediate 
column.     The  foundation  of  the  columns  and  floor  of  the  sub- 


Fig.    S44— Subway   Cooairnctlon     New   Tofk   Rapid  TTMslt   R.R. 

way  also  consists  of  concrete.  The  size  of  roof  beam  is  governed 
by  the  height  of  cover,  a  15-in.  60-lb.  beam  being  used  for  ordi- 
nary conditions  where  the  cover  varies  from  5  to  10  ft.  The 
side  cohimn  consists  of  a  12-in.  40-lb.  I-beam,  while  the  center 
column  is  made  up  of  four  angles  of  special  section  and  one 
plate. 

In  the  construction  of  Contract  No.  2.  known  as  the  Brooklyn 
Extension,  the  standard  section  is  reinforced  concrete  for  the 
roof  and  side  walls  and  a  steel  column  similar  to  that  used  in 
the  original  section  to  support  the  roof  slab  at  mid  span.  The 
thickness  of  roof  slab  and  amount  of  reinforcement  varies  with 
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the  cover.  For  a  5-ft.  cover  the  slab  is  i8j/i  ins.  thick,  and  is 
reinforced  with- i^^-in.  square  rods  spaced  about  8-in.  centers. 
Two  i>^-in.  diameter  rods  connect  the  center  column  to  a  two- 
angle  post  or  wall  reinforcement  spaced  also  5-ft.  centers.  Three 
^-in.  diameter  rods  connect  the  center  columns  together  at  the 
top. 
The  side  walls  for  a  5-ft.  cover  have  a   thickness  of    14   ins. 


Fig  &4j- 


and  have  square  vertical  rods  between  angle  uprights  spaced 
about  I  ft  centers  The  arrangement  of  the  reinforcement, 
together  with  general  features  will  be  understood  by  consulting 
P'S-  544  The  arrangLment  ol  the  centering  used  in  the  con- 
struction of  a  section  at  Battery  Park  loop  is  shown  in  Fig.  545. 
The  Philadelphia  Subway. — In  tlie  construction  of  the  Phila- 
delphia subway  the  roof  beams  and  interior  columns  similar  to 
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those  used  for  the  original  New  York  subway  section  are  retained 
The  side  walls  are,  however,  reinforced  with  i-in.  diameter  ver- 
tical round  rods,  spaced  about  i  ft  centers  and  horizontal  rods 
^-in.  diameter  spaced  about  i6  ins.  centers.  A  bulkhead  of  con- 
crete reinforced  with  longitudinal  rods  about  s'/i  ft.  hi^  joined 
the  posts  in  pairs.  This  bulkhead  is  intended  to  prevent  the 
knocking  out  of  the  interior  posts  in  case  of  a  derailment.  These 
details  are  all  shown  by  Fig.  546. 

Aspen  Tannel,  Union  Pacific  S.  B. — In  the  construction  of  the 
Aspen  Tunnel,  on  the  Union  Pacific  R.  R..  at  certain  points,  un- 
usual pressures  occurred  on  account  of  the  unstable  nature  of  the 


Fig.  ."i4".— Aapen  Tunnel.  Union  Paclfle  Ry, 
rock.  The  tunnel  lining  used  consisted  of  concrete  stiffened 
with  steel  ribs  spaced  from  12  to  24  ins,  centers.  These  ribs 
consist  of  i2-in.  55-lb.  I-beams,  in  three  sections,  bent  to  the 
required  curve  and  riveted  together.  Tiic  ribs  are  embedded  in 
the  concrete,  which  reaches  from  4  inst  to  6}i  ins.  inside  the 
ribs  and  extend  backwanls  to  the  wall  of  the  excavation.  The 
construction  is  shown  by  Fig.  547.  The  invert  is  a  mass  of  con- 
crete reinforced  with  old  rails  placed  transversely  to  the  axis  of 
the  tunnel. 

The  East  Boston  Tnnuel. — Tliis  tunnel  was  constructed  with 
the  aid  ol  compressed  air.    The  lining  is  of  concrete,  2  ft.  g  ins. 
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thick  at  the  side  and  crown,  while  the  invert  is  2  ft.  thick,  and 
with  the  exception  of  a  twisted  bar  at  the  crown  is  unreinforced. 
The  centering  was  a  steel  framework,  as  shown  in  Fig.  548,  lor  a 
part  of  the  work ;  the  framework  for  the  remainder  was  of 
wood. 

In  the  construction  of  this  tunnel  two  side  drifts  8  ft.  sqnare 
were  first  driven  a  certain  distance  and  solidly  timbered.  The 
bottom  of  the  drifts  were  then  excavated,  and  the  side  founda- 
tions of  concrete  were  placed  in  lengths  of  from  16  to  20  ft. 
After  the .  foundations  had  set  the  interior  forms  for  the  side 
walls  were  placed  upon  them,  and  the  concrete  side  walls,  3  ft 


Pig.  548  — Spctfon  of  Eact 


thick,  built  up  to  within  16  ins.  of  the  springing  line  of  the  arch. 
This  work  was  kept  upwards  of  100  ft.  in  advance  of  the 
shield.  The  shield  moved  upon  rollers  traveling  upon  these  side 
walls  as  a  track. 

The  main  excavation  was  made  under  the  shield,  and  the  con- 
crete placed  in  sections  2j4  ft.  long  under  the  tail  end  of  the 
shield.  Sixteen  cast-iron  rods,  3  ins.  in  diameter  and  2j^  ft. 
long,  were  placed  in  the  concrete  the  entire  length  of  the  tunnel, 
and  the  shield  was  pushed  forward  by  means  of  hydraulic  jacks 
pushing  against  the  cast-iron  rod.  A  4-in.  lagging  was  placed 
over  the  rib-centering.    "The   centering  consisted  of   steel   ribs 
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spaced  2^  tt.  on  centers.    A  i  cement  and  2  sand  Portland  ce- 
ment grout  was  forced  in  on  top  of  the  arch  to  form  a  water- 
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Pig.  549. — Cross-Section  of  Ossining  Tunnel,  N.  Y.  C.  &  H.  R.  R.  R. 

proofing  film  about  ij4  iris,  thick.     The  invert  was  laid  as  the 
shield  moved  forward. 
The  Ossining  Tnnnel. — The  improvements    comprised  in  the 
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Pig.  550. — Part  Longitudinal  Section  of  Ossining  Tunnel. 

electrification  of  the  metropolitan  zone  of  the  New  York  Central 
Railroad  necessitated  a  change  from  a  double  track  tunnel  to  a 
four- track  tunnel  at  Ossining,  New  York.     The  tunnel  is  con- 
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slructed  on  the  bank  of  the  river,  the  ground  dipping  sharply  to 
the  water's  edge.  The  rock  is  of  a  micaceous  variety,  with  an 
irregular  stratification,  dipping  approximately  at  an  angle  of  45". 

A  portion  of  the  tracks  at  this  point  is  in  open  cut.  and  a 
portion  in  a  tunnel.  When  in  open  cut  the  sides  are  lined  with 
concrete,  and  when  necessary  the  concrete  lining  becomes  a  re- 
taining wall. 

Figures  549  and  550  show  a  section  of  the  tunnel,  together 
with  details  of  construction.  The  columns,  wliich  are  of  a  built- 
up,  Z-bar  section,  surrounded  by  expanded  metal  and  concrete, 
are  spaced  about  12  ft.  (>  ins.  centers  on  the  longitudinal  axis  of 
the  tunnel,  and  are  arranged  in  groups  of  4  or  5,  with  their 
bases  united  by  a  solid  collision  wall  of  concrete  reinforced  with 
horizontal  rods  to  form  piers  intended  to  deflect  the  cars  and 


Fig.  551. — SectlOD  at  OaaLnlDg  Improvemenl,  Shawlug  Retaining  Wall  Work, 
diminish  impact  in  case  of  a  derailment.  The  tops  of  the  columns 
are  connected  by  two  longitudinal  24-in.  I-beams  encased  in  con- 
crete. These  beams  support  20  and  24-in.  I-beams  spaced  about 
4  ft.  on  centers.  Jack  arches  of  concrete  are  sprung  between 
these  transverse  beams  forming  the  roof  of  the  tunnel.  The  con- 
crete has  a  minimum  thickness  of  6  ins.  This  arch  construction 
is  stiffened  by  a  series  of  ribs  about  12  ins.  wide  the  full  depth  of 
the  cover,  and  spaced  about  4  ft.  6  ins.  on  centers. 

The  roof  and  walls  arc  waterproofed  with  a  coating  of  tar 
about  %  in.  thick. 

Figure  551  shows  a  section  of  the  concrete  retaining  wall  used 
for  an  open  cut  section  of  this  work.  .^  section  of  the  old  tunnel 
which  was  removed  is  shown  in  dotted  lines. 

BulwB7  Tiet, — Railway  engineers  have  been  experimenting 
for  years  to  find  a  substitute  for  wooden  cross  ties  which  will 
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possess  all  the  good  points  of  the  wood  tie,  and.  white  cheap  in 
first  cost,  will  be  more  permanent.  Reinforced  concrete  ties  have 
been  tested  to  a  Umited  extent  on  short  stretches  of  track,  and, 
while  the  ex{>erimental  sections  are  not  long  enough  and  have 
not  been  tested  freely  enough  as  yet  to  warrant  final  conclusions, 
the  success  of  the  concrete  tie  has.  however,  been  great  enou^ 
to  promise  that  ultimately  a  satisfactory  design  will  be  secured. 


SacHooa      S«Je     E  evation 


2^ 


P  g  2  — C  osa  T  Used  on  a  P  en  li  Ra  way 
Figures  552  and  553  show  details  of  a  cross  tie  used  on  a 
French  railway  of  one  metre  gauge,  from  Vairon  to  Saint 
Beron.  Sixty  cross  ties  were  tested  for  a  year,  and  proved  so 
successful  that  250  more  were  ()r(]cre<I  put  in  to  continue  the  test 
on  a  larger  scale.  These  tics  arc  about  7  x  s^-j  ins.  x  6  ft.  The 
reinforcement  consists  of  three  trusslike  frames,  each  formed  of  a 


Pig.  .^t53.— Rail  Faatenlng  Used  witb  Tic  Shown  by  Fig  '>,'>2. 
single  ro<l.  as  shown  in  Fig,  552.  The  upper  and  lower  parts  of 
each  frame  are  tied  together  and  the  three  frames  are  tied  to- 
gether across  the  tic.  .\  depression  is  provided  for  the  rail  seat 
and  wodgc-shapcd  holes  arc  moulded  through  the  body  of  the 
tie  for  wooden  plug,s,  in  which  screw  bolts  for  the  rail  fastenings 
are  driven  (Fig.  553^     Wooden  tic  plates  are  placed  under  the 
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rail  when  it  is  set.    These  ties  weigh  about  230  pounds  and  cost 
in  the  neighborhood  of  90  cents. 

Ulster  and  Delaware  E.  E.  Tie. — Fig.  554  shows  details  of  a  tie 
which  has  been  successfully  tested  on  the  Ulster  and  Delaware 
Railroad.  The  reinforcement  consists  of  a  steel  angle  with  both 
legs  turned  down ;  holes  properly  spaced  are  punched  through  the 
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Pig.  554.— Cross-Tie,  Ulster  &  Delaware  R.  R. 

angle  for  the  bolts  which  form  the  rail  fastening*  A  square 
headed  bolt  ^  x  33/^  ins.  is  used  and  the  two  legs  of  the  angle  hold 
it  firmly  in  place  and  keep  it  from  turning  when  the  nuts  are 
tightened. 

An  iron  tie  plate  is  used.    The   nuts  of  the   bolts,  contrary  to 
expectation,  did  not  work  loose,  but  after  18  months  of  continuous 


(ivls51 


l 


Fig:  555. — Cross-Tie,  Hecla  Belt  Line  Ry.,  Hecla,  Mich 

use  were  as  tight  as  the  day  the  tie  was  put  in,  and,  moreover,  no 
attention  had  been  given  to  them  since  the  ties  were  installed. 
These  ties  were  made  of  a  i :  2 :  4  Portland  cement  concrete  and 
cost  42  cents  to  manufacture  exclusive  of  the  metal.  The  weight 
of  the  tie  is  about  450  lbs. 

The  principal  objection  to  this  tie  appears  to  be  the  impossibility 
of  renewing  or  replacing  a  bolt  in  case  one  is  injured. 
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Hecla  Belt  Sailway  Tic. — A  reinforced  concrete  tie  tested  on 
the  Hecla  Belt  Line  R.  R.,  in  Bay  City,  Mich.,  is  shown  in 
Fig.  555.  The  reinforcement  consists  of  a  lower  flat  bar  and 
a  twisted  upper  bar  with  flat  ends,  which  extend  outside  of  the 
concrete  resting  upon  and  holding  in  place  wooden  spiking  blocks 
partly  embedded  in  the  concrete  underneath  the  rails.  Holes 
are  punched  in  the  top  plate  for  spiking. 

The  Kimball  R.  R.  Tie. — A  cross  tie  of  rather  elaborate 
design  is  shown  in  Fig.  556.  This  tie  is  being  tested  on  the  Pere 
Marquette  R.  R.  It  consists  of  two  rectangular  blocks  of  con- 
crete, each  7x9  ins.  in  cross  section  and  3  ft.  long,  reinforced  and 
connected  by  two  steel  channels  placed  2  ins.  back  to  back.   Hard 
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Fig.  550. — Cross-Tie,  Pere  Marquette  R.  R. 

wood  blocks  3x9  ins.  x  i  ft.  6  ins.  bolted  to  the  concrete  serve  as 
spiking  pieces.  Cast-iron  sockets  moulded  in  the  concrete  hold  the 
bolts  for  fastening  the  spiking  pieces  and  space  the  channels. 
Wooden  plugs  set  in  holes  moulded  in  the  concrete  receive  the 
ends  of  the  spikes.  Exposed  portions  of  the  channels  are  cov- 
ered with  neat  cement  grout. 

Buhrer  Tie. — Figure  557  shows  a  concrete  and  steel  cross-tie,  of 
which  upwards  of  3,000  are  in  use  on  the  Lake  Shore  and  Mich- 
igan Southern  Railway.  As  will  be  seen,  this  tie  consists  of  a  piece 
of  an  old  65-lb.  rail  turned  upside  down  and  imbedded  in  the  con- 
Crete.  A  portion  of  the  bottom  is  shaped  not  unlike  an  ordinary 
wooden  tie.  The  flange  of  tlie  old  rail  forms  the  seat  for  the  track 
rail  and  to  it  are  attached  the  rail  fastenings.    These  ties  weigh 
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about  400  lbs.  It  is  stated  that  under  ordinary  conditions  this  tie 
has  proved  very  satisfactory. 

In  designing  a  tie  provision  should  be  made  for  the  renewal  of 
the  fastenings  in  case  they  are  injured  in  any  way.  The  simpler 
the  details  and  construction  the  greater  will  be  the  chance  of 
success. 

The  great  weight  of  the  concrete  ties,  while  making  them  diffi- 
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Fig.  557.— Cross-Tie,  Lake  Shore  &  Michigan  Southern  Ry. 

cult  to  handle  and  surface,  will  when  thev  are  once  in  the  tracks 
contribute  greatly  to  its  rigidity  and  permanence  and  will  un- 
doubtely  reduce  the  maintenance  charges  for  surfacing  and  lining 
track. 

Seinforced  Concrete  Fence  Posts. — Fence  posts  may  be  con- 
structed of  reinforced  concrete  and  in  many  situations  will  in  the 
long  run  prove  less  costly  than  wooden  posts.     The  reinforced 
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concrete  post  will  not  be  affected  by  the  weather  and.  hence,  will 
last  longer  tban  either  wood  or  iron.  A  concrete  post  may  be  cur- 
sructed  in  advance  and  put  in  place  after  it  has  hardened  and  set 
sufficiently  hard  as  not  to  be  injured  by  handling,  Posts  may  also 
be  moulded  in  place,  but  the  length  of  time  which  they  must  stand 
licfore  the  removal  of  the  forms  requires  the  use  of  a  large  number 
of  forms,  making  this  inetliod  of  manufacture  expensive.  For 
the  sake  of  ecenomy  the  post  is  usually  tapered.  It  is  customary  to 
reinforce  them  with  wire  or  light  rods,  one  rod  being  placed  near 
each  corner.  To  provide  a  means  for  fastening  the  fence  wires 
the  aLnplest  and  most  satisfactory  method  is  to  use' large  staples 


Fig.    o5S.— View    Showing    KemtorctfJ    Coiicrrte    foalB    iu    Fence. 

having  their  ends  bent  so  as  to  hook  firmly  into  the  concrete. 
These  are  put  in  their  proper  positions  when  the  concrete  is 
placed  in  tbe  moulds. 

Figure  558  shows  a  braced  corner  post  and  line  of  reinforced 
concrete  posts  moulded  in  place,  f-'igure  559  shows  view  of 
mould  for  corner  post  and  braces  and  Fig.  560  detail  of  mould  for 
corner  jxDst  and  brace.  These  forms  are  patented  by  the  Stiner 
Cement  Fence  Post  Co.,  of  Indianapolis,  Ind.  The  moulds  for  the 
line  posts  are  similar  in  construction  ( Fig.  561 ) .  The  comer  post 
here  shovim  is  10  x  10  ins.  at  the  top,  12  x  12  ins.  at  the  ground, 
5  ft.  high,  and  extends  about  ^Vi  ft.  into  the  ground.    The  hole  in 
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the  ground  may  be  flared  outward  as  much  as  desired,  givii^  a 
uiassive  base,  thereby  increasing  the  stability  of  the  post.  In  Fig. 
560,  a.  b,  c  and  d  are  the  sides.  The  moulding  i  or  j  is  nailed  to  thf 
side  pieces  b  and  e  as  shown  by  the  shaded  portion.  A  hole  is  cut 
in  part  c  for  the  connection  of  the  brace.  Parts  e  and  g  are  the 
sides  of  the  brace  mould  and  part  of  the  bottom,  and  part  h  shows 
clamps  for  holding  together  the  mould.  The  line  posts  are  5x5 
ins.  at  the  top,  7x7  ins.  at  the  ground  and  5  ft.  high.  The  moulds 
are  quite  simple,  being  two  pieces  5  ft,  6  ins.  long,  9  ins.  at  the 
bottom  and  7  ins.  at  the  top  and  two  pieces  7  ins.  at  bottom  3  ins. 
at  top.  also  5  ft.  6  ins.  long,  ail  i-in  lumber.  Two  clamps  (h) 
are  used  to  hold  them  together. 


P[E.  r>f51.— Mould  lor  Line  Post, 

After  digging  the  post  holes  the  forms  are  set  up,  the  reinforc- 
ing wire  or  rods  put  in  place.  The  concrete  is  then  mixed  and 
tainped  into  place.  Staples  may  be  put  in  position  through  holes 
cut  in  one  side  o.'  the  mould. 

I'igures  562  and  563  show  two  forms  of  moulds,  one  for  posts 
with  two  sides  beveled  and  the  other  with  four  sides  beveled. 
With  the  moulds  here  shown  the  moulding  is  done  horizontally. 
The  mould  consists  of  two  end  pieces  having  notches  to  hold  in 
place  the  longitudinal  boards,  cross  pieces  are  provided  as  shown 
to  prevent  bulging  of  the  longitudinal  pieces.  Hooks  may  be  used 
t<i  hold  together  the  various  pieces  forming  the  mould.  The  post 
for  which  mould  shown  in  Fig.  562  is  provided  is  6  x  6  ins.  at  the 
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base  and  3x6  ins.  at  the  top  and  7  ft.  long.    If  it  is  desired  to 
chamfer  the  edges  triangular  strips  of  wood  may  be  nailed  at  the 
edges  of  the  mould. 
The  mould  is  placed  on  a  platform  and  greased  or  coated  with 


u 


Fis.  i)G2.~MouId  for  Fence  Posts,  with  Two  Tapering  Sldea. 
soft  soap.    About   i  inch  of  concrete  is  deposite<l  and  carefully 
tamped  in  place,  the  rods  put  in  place  and  concrete  filled  in  until 
about  I  in.  from  the  top  yet  remains;  the  top  rods  are  then  put  in 
and  the  concrete  finished  off.    The  ends  and  sides  of  the  mould 
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Fig.  363.— Mould  for  Pence  Poats,  with  Pour  Tapering  Sldec 
may  be  removed  in  about  24  hours,  but  the  jwsts  should  not  be 
handled  for  about  a  week,  during  which  time  they  should  be 
sprinkled  several  times  daily  and  protected  from  the  sun  and  wind. 
The  intermediate  strips  may  be  carefully  withdrawn  at  t!ie  end 
of  two  or  three  days.    If  possible  the  posts  should  not  be  set  until 
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Ttanmy^vr—    Soctiori.  Lonsitud'inai       Section. 

Fig.  564.— Sections  of  Ocean  Pier  ai  Southampton,  England. 

they  are  about  2  months  old.  A  i :  2^2  :  5  stone  or  gravel  concrete 
with  the  stone  or  gravel  under  3^  in.  has  proved  satisfactory  for 
this  class  of  work.  Mr.  Philip  L.  Wormeley,  Jr.,  Farmers'  Bulle- 
tin 235,  U.  S.  Dept.  of  Agriculture,  states  that  a  post  measuring 
6x6  ins.  at  the  bottom,  6x3  ins.  at  the  top,  7  ft.  long,  should  not 
cost  more  than  30  cents,  the  cost  items  being  as  follows :  One  cubic 
yard  of  concrete  will  make  20  posts  of  the  size  given  above  and 
for  a  1 :  2^/^  :  5  mixture — 

1. 16  barrels  of  cement,  at  $2  $2.32 

0.44  cubic  yards  of  sand,  at  75  cts 33 

0.88  cu.  yds.  of  gravel,  at  75  cts 66 

Cost  of  materials  for  20  posts  =  i  cu.  yd.  of  concrete. .  $3.31 

Cost  of  concrete   for   i    post    $0.17 

Cost  of  28  ft.  of  o.i6-in.  steel  wire,  at  3  cts.  per  pound 06 

Total  cost    $0.23 

Cost  of  mixing  concrete,  moulding  and  handling  will   not 
exceed     07 


Total  cost  of  I  post   $0.30 

Of  course,  the  costs  of  the  materials  and  labor  in  any  given 
locality  will  vary  and  affect  the  cost  accordingly. 

Piers  and  Docks. — Reinforced  concrete  has  been  used  for  piers, 
wharfs  and  docks  in  Europe,  but  until  recently  has  been  little 
employed  in  this  country.  The  usual  type  of  construction  con- 
sisted of  reinforced  concrete  piles  braced  by  longitudinal  and 
transverse  struts,  carrying  beams  and  girders,  supporting  the 
floor  slab.  The  size  of  the  reinforcement  used  for  the  various 
members  is  essentially  the  same  as  that  employed  for  similar  mem- 
bers in  other  classes  of  construction. 

Christophe  describes  a  wharf  of  Hennebique  construction  at 
Woolston,  Southampton,  England.     This  structure  is  L-shaped, 
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having  tlie  stems  90  x  31  and  100  x  47  ft.,  respectively.  It  was 
designed  to  carry  a  moving  load  of  500  lbs.  per  sq.  ft.  with  a  crane 
to  lift  35  tons  at  the  outer  end.  Figure  564  shows  a  cross  and 
longitudinal  section.  The  piles  were  spaced  10  ft.  on  centers. 
The  details  of  the  reinforcement  of  the  piles  and  girders  arc 
shown  in  Fig.  565,  together  with  connections  of  horizontal  and 
diagonal  bracing. 

The  most  notable  piece  of  pier  construction  thus  far  done  in  the 
United  States  is  the  reconstruction  of  the  Atlantic  City  Steel  Pier 
at  Atlantic  City,  N.  J.    This  work  consists  of  strengthening  the 


Fls.  565.— DetaltB  ot  SouthampLon   Pier. 
old  iron  pier,  which  had  become  so  weakened  by  rust  that  it  was 
necessary  to  either  strengthen  or  rebuild  it  as  a  whole,  and  of 
adding  side  bents  to  increase  the  width  of  the  pier. 

The  old  cross  and  longitudinal  girders  were  encased  in  a  con- 
crete beam  13  ins,  wide  by  27  ins.  deep,  reinforced  at  the  top  and 
bottom  with  l-in.  bars,  as  shown  in  Fig.  566. 

The  old  steel  pipe  piers,  which  were  10^  ins.  outside  diameter, 
were  encased  with  a  reinforced  concrete  shell  built  in  place  about 
the  pile  and  sunk  as  the  work  progressed,  A  water  jet  was  used 
to  sink  the  shells  until  they  rested  upon  the  old  cast-iron  disks 
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sapporxin^  the  steel  pile.    The  details  of  these  pile  reinforcements 
are  shown  in  Fig.  566. 


V'am,  I'^^ty^Pr"^"^) 
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Fig.  56fi. — Section   ShowinR  Method   of  Encasing  St««lwork  of  AtlKntlC  CItJ 
Pier  with  Concrel*. 

For  the  new  work  two  sizes  of  piles  were  used.  12  ins.  and  Zi 
ins.  in  diameter,  respectively.  l~lie  transverse  girders  are  2  ft  4 
ins.  deep  and  7  ins.  wide,  while  the  longitudinal  struts  are  15  fu 
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deep.    Details  of  the  girders,  bracket  and  knee  brace  construction 
are  shown  by  Fig.  567. 

As  will  be  seen,  the  lower  end  of  the  pile  has  a  diameter  of  2  ft. 
6  Ins.  and  together  with  the  pile  was  built  about  a  2  in.  jet  pipe 
and  reinforced  with  six  ^-m.  bars.  These  piles  were  constructed 
in  advance  and  sunk  with  a  water  jet  having  a  pressure  of  65  lbs, 
per  sq.  in.  When  in  position  the  girder  moulds  were  built  in  place 
and  the  girder  reinforcement  and  concrete  forming  the  girders 
and  struts  placed.    The  piles  were  sunk  from  8  to  14  ft.  into  the 


AUaoite  City 


sand  and  had  a  maximum  length  of  32   ft.  6   ins.    The   bearing 
power  of  the  sand  was  taken  at  5  tons  per.  sq.  ft. 

The  25-in.  piles  were  carried  down  to  a  depth  of  16  ft.  into  the 
sand.  The  details  are  similar  to  those  of  the  12-in.  piles.  The 
bottom  12  ft.  of  the  25-in.  piles,  including  the  bulb  point,  was 
moulded  in  wooden  forms  with  the  jet  pipe  and  reinforcing  rods 
in  place.  When  the  concrete  had  hardened  a  -^-in.  galvanized 
steel  shell  was  slipped  a  short  distance  over  the  top  of  the  con- 
crete and  the  Joint  made  watertight  by  calking  with  oakum.  The 
steel  shell  was  constructed  watertight  and  was  long  enough  to 
reach  above  the  water  when  the  pile  was  sunk  into  position.    The 
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reinforcing  rods  were  then  put  in  position  and  hooked  to  the  lower 
sections  and  the  pile  and  casing  swung  into  place  and  jetted  down 
with  85  lbs.  water  pressure.  After  being  sunk  the  casing  was  filled 
with  concrete  and  the  bracketed  tops,  girders  and  struts  moulded 
in  place.  The  length  of  these  25-in.  piles  was  52  ft.  from  the  top 
of  the  girders.  A  i :  2 :  4  Vulcanite  Portland  cement  concrete 
wa?  used.  The  concrete  was  mixed  wet  and  puddled  into  the  pile 
forms  by  means  of  bamboo  fishing  poles,  which  proved  very  satis* 
factory  in  giving  a  good  mortar  surface  and  working  the  mixture 
between  the  reinforcing  rods  and  the  face  of  tiie  former.  Thi* 
construction  wa.s  designed  by  the  Concrete  Steel  F-nx;ine^rinjr  Ca 
of  Np.w  Yo.-k. 


CHAPTER  XXX. 

CONCRETE  IN  BRIDGE  CONSTRUCTION. 

Concrete,  both  reinforced  and  unrein  forced,  is  extensively 
used  in  bridge  construction.  Without  reinforcement  it  is  used  in 
the  construction  of  arches  up  to  quite  wide  spans ;  it  is  also  used 
for  abutments,  piers,  spandrel  walls,  etc.  Reinforced  concrete 
has  a  still  broader  use,  being  employed  for  both  girder  and  arch 
bridges,  spandrel  walls,  posts,  floor  slabs  and  beams,  foundations, 
and  for  strengthening  existing  structures. 

For  convenience  reinforced  concrete  bridges  may  be  classified 
as  girder  and  arch  bridges.  Girder  bridges  may  consist  of  a  rein- 
forced slab  with  or  without  stiffening  ribs.  Without  stiffening 
ribs  girder  bridges  are  only  adapted  to  short  spans,  usually  not 
exceeding  about  15  ft.  For  wider  spans  the  ribbed  slab  is  em- 
ployed, consisting  of  two  or  more  heavily  reinforced  concrete 
girders  connected  by  a  reinforced  slab,  the  construction  being  not 
unlike  that  used  for  wide  span  floor  construction.  Bridges  of  this 
type  have  been  constructed  with  spans  up  to  about  100  ft.  Another 
type  of  girder  bridge  occasionally  met  with  consists  of  a  deep 
girder  having  portions  of  the  web  removed,  the  arrangement  of 
the  reinforcement  being  such  as  to  bring  about  some  form  of  truss 
action.  Girder  bridges,  especially  for  the  wider  spans,  are  best 
adapted  to  the  construction  of  foot  bridges  and  highway  bridges. 
When  the  span  exceeds  about  50  ft.  the  arch  bridge  will  prove 
the  more  satisfactory  form  cf  construction.  For  railroad  bridges, 
on  account  of  the  rough  usage  to  which  they  are  subjected,  girder 
bridges  are  seldom  employed  for  spans  exceeding  about  25  ft. 

Arch  bridges  may  consist  of  a  solid  or  ribbed  arch.  The  solid 
arch  consists  of  a  curved  slab,  which  when  reinforced  has  some 
one  of  the  arrangements  of  reinforcement  shown  in  Figs.  145  to 
154,  pages  257-9.  Ribbed  arches  consist  of  two  or  more  curved 
girders  connected  either  by  a  thin  reinforced  slab  or  a  framework 
of  beams  and  girders.  The  reinforcement  for  ribbed  arches  con- 
sists usually  of  top  and  bottom  reinforcing  bars  with  or  without 
connecting  web  members.     Sometimes  the  skeleton  consists  of  a 
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rigidly  connected  built  up  truss.  The  slab  or  arch  rib  may  be  of 
uniform  thickness  throughout  its  whole  length,  but  often  is  of 
varying  thickness,  increasing  usually  from  the  crown  to  the 
springing  points.  Sometimes,  especially  when  hinges  are  used,  the 
arch  ring  increases  in  thickness  from  the  crown  to  the  haunches 
and  then  decreases  again  to  the  springing  points. 

Either  solid  or  skeleton  spandrel  construction  may  be  used  with 
both  the  solid  and  ribbed  type  of  arch  bridge.  Skeleton  spandrel 
construction,  on  account  of  its  reduced  weight  and  cost,  is,  how- 
ever, most  com.nonly  used  for  the  ribbed  arch  bridge  and  for  the 
wider  spans  is  becoming  more  popular  for  the  solid  arch.  The 
skeleton  spandrel  construction  may  consist  of  either  a  series  of 
spandrel  arches  carrying  the  roadway  or  of  a  framework  of  posts 
and  girders  carrying  a  reinforced  slab  forming  the  roadway.  Both 
types  of  construction  will  be  illustrated.  Skeleton  post  and  girder 
construction  greatly  reduce  the  dead  weight  to  be  carried  and 
transmits  the  loads  directly  to  the  arch  ring,  thereby  greatly  sim- 
plifying the  analysis  of  strains. 

Culvert  construction  is  essentially  the  same  as  that  useid  for 
short  span  bridges,  the  only  material  difference  being  in  the  addi- 
tion at  times  of  wing  walls  to  protect  the  embankment.  A  culvert 
may 'be  considered  as  a  short  span  bridge  serving  for  a  water- 
way through  an  earth  embankment  of  greater  or  less  height. 

Floors  of  steel  bridges  may  often  be  constructed  with  economy 
of  reinforced  concrete.  Such  floors  replace  the  various  types  of 
metal  trough  floors  used  heretofore  for  highway  and  railroad 
bridges,  and  have  in  many  resi)ects  proved  much  more  satisfactory 
than  metal  l](^ors. 

Reinforced  concrete  may  at  times  l^e  used  for  strengthening 
old  steel  bridges,  therc])y  lengthening  their  life  and  enabling 
increased  loads  to  ])e  carried  without  the  great  expense  of  a  new 
structure. 

If  properly  designed  and  constructed  both  concrete  and  rein- 
forced concrete  bridges  are  practically  indestructible  and.  hence, 
possess  great  ultimate  economy.  Reinforced  concrete  bridges  are 
considerably  lighter  than  masonry  or  concrete  bridges  and  do  not 
bring  so  great  weight  upon  the  foundations,  often  giving  a  siil>- 
stantial  saving  in  the  cost  of  the  latter.  Again,  on  account  of 
their  great  stiffness,  due  to  the  presence  of  the  metal,  reinforced 
concrete  bridges  possess  greater  security  af^^iinst  danger  caused  by 
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any  slight  settlement  of  the  foundations.  The  steel  provides  re- 
sisting power  against  dangerous  tensile  strains  due  to  any  cause 
and  gives  an  ample  factor  of  safety  against  any  possible  emer- 
gency. From  an  aesthetic  standpoint  reinforced  concrete  bridges 
possess  all  the  advantages  of  masonry  bridges.  In  many  cases 
more  slender  sections  are  employed,  giving  more  graceful  and 
pleasing  lines,  without  any  loss  of  strength.  The  cost  of  the 
reinforced  concrete  bridge  in  almost  all  cases  will  be  much  less 
than  that  of  a  masonry  structure,  and  in  many  cases  will  not 
greatly,  if  at  all.  exceed  that  of  a  steel  structure.  They  are  free 
from  the  excessive  vibrations  often  experienced  in  metal  bridges, 
and  if  the  foundations  are  protected  against  scour  will  withstand 
almost  any  flood  and  are  proof  against  destruction  by  fire  or 
tornadoes.  The  cost  of  maintenance  is  practically  nothing,  in  the 
case  of  highway  bridges  being  confined  to  keeping  the  pavements 
in  repair. 

The  materials  and  labor  used  in  the  construction  of  this  type  of 
bridge  are  usually  obtained  in  the  locality  of  the  bridge  site  and  a 
large  part  of  the  money  expended  in  the  construction  of  the  bridge 
is  disbursed  among  the  home  people  who  pay  for  and  use  the 
bridge. 

The  girder  bridge,  on  account  of  its  freedom  from  corrosion, 
light  weight  and  low  cost,  is  particularly  well  adapted  to  the  con- 
struction of  foot  bridges,  and  light  highway  bridges  spanning 
railroads,  canals  and  small  streams.  For  short  spans  the  flat  slab 
answers  all  purposes,  but  for  spans  from  20  to  60  ft.  and  even  up 
to  80  or  100  ft.  the  ribbed  slab  gives  a  satisfactory  form  of  con- 
striiction. 

As  a  rule  for  spans  greater  than  50  feet  the  arch  will  prove  the 
more  economic  form  of  construction. 

The  longest  span  reinforced  concrete  arch  thus  far  built  is  that 
of  the  Gruenwald  Bridge,  at  Munich,  Germany.  This  bridge  has 
two  arched  spans  of  230  ft.  This  bridge  is  described  on  page  789. 
Mr.  Edwin  Thacher  states  that  he  can  see  no  gfood  reason  why 
reinforced  concrete  bridges  with  spans  of  500  ft.  or  more  cannot 
be  built  with  perfect  safety,  and  often  with  economy ;  that  he  has 
designed  and  submitted  bids  on  spans  as  great  as  300  ft.,  and 
although  the  plans  and  prices  were  satisfactory,  other  and 
weightier  considerations  from  the  point  of  view  taken  by  the 
officials  induced  them  to  prefer  steel  structures. 
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In  this  country  fixed  or  monolithic  arched  bridges  have  been 
used  almost  exclusively,  but  in  Europe  both  one  and  three  hinged 
arches  of  reinforced  concrete  have  been  used  for  wide  span 
bridges.  In  arched  bridges  the  use  of  reinforced  concrete  is  not 
confined  to  reinforcing  the  arch  ring,  but  when  solid  spandrels 
are  not  employed  it  is  used  for  the  spandrel  arches  or  posts  and 
girders  supporting  a  reinforced  slab  carrying  the  roadway. 
Again  reinforced  concrete  may  be  used  with  economy  in  the  con- 
struction of  piers,  abutments  and  abutment  wing  walls.  It  is  also 
used  for  railroad  trestles,  the  bents  and  girders  being  entirely  of 
this  material. 

Cost. — In  the  construction  of  highway  bridges  light  metal 
bridges  with  wooden  floors  will  usually  be  found  to  be  cheaper  than 
reinforced  concrete,  but  if  heavy  steel  construction  with  trough 
floors  be  used  the  reinforced  concrete  bridge  will  prove  to  be  the 
cheaper  when  no  special  difficulty  is  experienced  in  securing  good 
foundations.  When  the  questions  of  maintenance  and  permanency 
are  considered  the  reinforced  concrete  bridge,  it  is  believed,  will 
prove  the  cheaper.  A  reinforced  concrete  viaduct  at  Rotterdam 
was  constructed  with  a  saving  of  30  per  cent,  of  the  cost  of  a  steel 
viaduct.  In  addition  to  this  an  income  is  obtained  from  the  rental 
of  shops  built  in  the  space  under  the  viaduct.  This  space  could 
not  have  been  utilized  in  this  way  had  a  steel  viaduct  been  con- 
structed on  account  of  the  great  noise  due  to  the  traffic  on  a 
metal  structure.  The  contract  for  the  Richmond  and  Chesapeake 
viaduct.  Richmond,  Va.,  described  on  another  page  in  this  chapter, 
was  secured  in  competition  with  a  steel  structure,  the  question  of 
cost  alone  determining  the  award  of  the  contract.  For  railroad 
bridges  of  moderate  span  reinforced  concrete  supplies  a  material 
of  construction  which  will  give  a  permanent  way  and  practically 
eliminate  from  the  fixed  maintenance  charges  the  expense  of  a 
corps  of  bridge  carpenters  and  inspectors.  Again  the  use  of 
trough  floors  of  reinforced  concrete  filled  with  ordinary  ballast 
p2rmits  the  use  of  ordinary  cross-ties  on  the  bridges,  thereby  re- 
ducing maintenance  charges,  as  bridge-ties  are  much  more  ex- 
pensive than  ordinary  cross-ties.  The  use  of  ballast  over  bridges 
eliminates  the  train  shocks  so  unpleasantly  experienced  when  a 
train  passes  upon  and  leaves  a  metal  bridge  with  framed  bridge 
ties. 

Of  course  local  conditions  will  determine  whether  a  steel   or 
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reinforced  concrete  structure  should  be  used.  It  is  probable  that 
for  spans  of  from  25  to  100  ft.  the  reinforced  concrete  arch  will 
prove  an  economic  structure.  Many  of  the  reinforced  concrete 
arch  bridges  used  on  American  railroads  have  been  so  designed 
that  the  concrete  alone  has  sufficient  strength  to  carry  all  loads, 
the  steel  being  put  in  for  additional  strength  because  of  ignorance 
of  arch  design.  These  structures  cannot  be  said  to  be  designed  as 
reinforced  concrete  bridges,  and  have  very  high  factors  of 
safety.  While  not  advocating  the  extremely  light  sections  used 
in  some  reinforced  concrete  bridges  of  European  design,  the 
author  believes  that  with  careful  designing  lighter  structures  of 
ample  strength  may  be  secured  and  dollars  saved  for  the  railroad 
companies. 

GIRDER  BRIDGES. 

For  short  span  girder  bridges  where  a  reinforced  slab  wiftiout 
strengthening  ribs  is  used  the  slab  reinforcement  inay  consist  of 
any  one  of  the  systems  of  reinforcement  already  described  for 
floor  slabs.  When  heavy  loads  are  to  be  carried  care  should  be 
taken  to  see  that  there  is  sufficient  concrete  and  metal  provided  to 
care  for  shearing  stresses,  as  with  short  spans  and  heavy  loads 
this  will  be  found  in  many  cases  to  be  the  determining  factor  in 
the  design.  For  ribbed  girder  bridges  any  one  of  the  systems  of 
girder  reinforcements  already  described  for  girder  construction 
may  be  used.  The  methods  to  be  used  in  the  computations  are 
the  same  as  those  employed  for  floor  and  beam  design.  In  many 
cases,  however,  it  would  seem  advisable  in  the  design  to  treat  the 
beams  or  ribs  as  if  they  acted  independently  of  the  slab,  so  propor- 
tioning them  that  they  will  have  sufficient  strength  to  carry  all 
loads  without  assistance  from  the  slab  concrete,  which  in  floor  de- 
sign is  considered  as  acting  with  the  rib  to  form  a  T-shaped  beam. 
This  seems  desirable  on  account  of  the  uncertain  character  of  the 
load  to  be  brought  uix)n  the  bridge,  the  rough  usage  which  it  is  at 
times  subjected  to,  as  well  as  being  in  many  cases  subjected  to 
the  action  of  ice  and  drift  during  time  of  flood. 

For  culvert  and  railroad  bridges  it  is  often  impossible  to  design 
the  bridge  according  to  hard  and  fast  rules,  as  the  eflfect  of  impact 
from  heavy  trains  is  practically  an  unknown  quantity.  Under 
such  conditions  good  judgment  serves  to  fix  the  sections  which 
should  be  used.    For  such  bridges  the  cost  of  the  extra  materials 
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necessary  to  give  a  well  proportioned  structuFe  is  of  small 
moment,  especially  when  it  is  remembered  that  the  structure  will 
form  a  permanent  one  with  little  or  no  expense  neoessary  for 
repairs. 

For  highway  and  foot  bridges  conditions  are  different  and 
theoretical  designs  may  be  more  closely  followed. 

Beam  Bridges. — Many  short  bridges  of  concrete  and  steel  have 
been  constructed  for  both  highway  and  railroad  spans.     These 
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Fig.  568.— Steel  Beam  Bridge,  B.  ft  O.  R.  R. 

consist  either  of  longitudinal  I-beams  embedded  in  a  concrete 
slab  or  longitudinal  beams  having  jack  arches  of  concrete  sprung 
between  them.  The  bridges  shown  in  Figs.  568  and  569  are  of 
this  type  and  are  standard  bridges  used  on  the  Baltimore  and 
Ohio  Railroad.  Simple  slabs  of  concrete  12  in.  thick  reinforced 
with  rails,  as  shown  in  Fig.  569.  are  used  for  spans  from  5  to  12 
ft.  The  concrete  is  made  1:3:5  with  Portland  cement  and  1  Yz 
in.  broken  stone  well  rammed.     Under  each    rail  is    embedded 
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Fig.  569.— Steel  Rail  Bridge,  B.  &  O.  R.  R. 

a  double  line  of  rails  set  close  together.  The  top  line  of  rails  have 
their  heads  turned  down  and  placed  between  the  webs  of  the 
lower  line  and  the  spaces  between  the  rails  filled  with  a  i  :3 
cement  mortar.  The  rails  are  given  a  bearing  of  18  ins.  on  the 
tops  of  the  side  walls. 

For  spans  varying  from  12  to  26  ft.  steel  beams  are  used  in 
place  of  rails,  as  shown  in  Fig.  568.  These  beams  have  a  bearing 
of  2  ft.  on  the  masonry  and  are  embedded  in  a  mass  of  concrete, 
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extending  2  ins.  below  and  from  4  to  5  ins.  above  the  top  flanges. 
In  this  case  a  1:2:4  concrete  is  used  with  i-in.  broken  stone. 
The  bottom  sides  and  upper  surfaces  are  finished  with  J^-in.  of 
1:3  mortar  carefully  rammed  in  with  the  concrete. 

Figure  570  shows  cross  section  of  a  beam  bridge  consisting  of 
two  i8-in.  and  three  20-in.  I-beams,  having  concrete  arches  rein- 
forced with  expanded  metal  sprung  between  then  bottom  flanges. 
This  bridge  has  a  span  of  28- ft.  and  was  designed  to  carry  a  12- 
ton  roller. 

Hennebiqne  Bridges. — In  Europe  the^Hennebique  construction 
has  perhaps  been  most  extensively  used  for  girder  bridges  This 
construction  usually  consists  of  a  flat  deck  slab  supported  by 
longitudinal  ribs  or  girders  usually  spaced  from  33/2  to  7  ft  on 
centers,  the  whole  being  built  as  a  monolith  The  slab  is  rein- 
forced in  the  usual  manner  with  straight  and  bent  rods  placed 
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Fig   570. — Concrete  and  Steel  Beam  Highway  Bridge. 

transversely  to  the  direction  of  the  girder  and  has  the  usual 
Hennebique  stirrups.  The  girders  are  reinforced  in  the  usual 
manner  with  straight  and  bent  rods  and  stirrups.  The  floor  slabs 
are  at  times  cantilevered  from  the  outside  girders  to  form  a  side- 
walk, the  reinforcing  metal  being  properly  placed  to  care  for 
tensile  stresses.  The  Sutton  Drain  and  Milan  bridges,  described 
further  on,  are  examples  of  Hennebique  construction. 

Holier  Bridges. — In  Germany  the  Moller  ribbed  slab  construe 
tion  is  extensively  used  for  girder  bridges.  The  construction 
is  similar  in  all  respects  to  that  used  for  floor  slabs,  the  ribs 
being  thicker  at  the  center  of  the  span,  giving  the  fish- 
belly  type.  The  reinforcement  is  usually  a  flat  bar,  having  short 
angles  riveted  to  it  at  intervals  to  anchor  it  in  the  concrete.  (See 
Fig.  79,  page  226^.  The  reinforcement  of  the  deck  slab  usdally 
consists  of  small  I-beams  placed    transversely    to    the    rite   or. 
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girders.     Figure  571  shows  the  principal  features  of  the  Moller 
construction. 

Satton  Brain  Bridge,  Hull,  Eng. — This  brid^  is  of  Hennebique 
construction  and  is  the  first  reinforced  concrete  highway  bridge 
constructed  in  England.  The  bridge  is  on  a  slight  skew  and  has 
a  square  span  of  40  ft.  and  a  width  of  60  ft  between  parapets, 
the  roadway  being  40  ft.  in  width  and  the  two  sidewalks  each  10 
ft.  This  bridge  was  designed  to  carry  at  the  same  time  four 
wagons:  each  carrying  25  tons  on  two  axles  8  ft.  apart.  The 
reinforced  floor  slab  is  carried  by  eight  longitudinal  beams  16 
ins,  wide  and  2  ft.  7  ins.  deep  beiow  the  bottom  of  the  slab.  Three 
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Fig.  .")71.— .Moller  Girder  Brldse. 
cross-beams,  8  ins  wide  and  10  ins.  deep,  below  the  floor  slab, 
6pan  between  the  main  beams  under  the  roadway  Three  cross- 
beams, 8  ins.  wide  and  6  ins.  deep  connect  the  bottoms  of  the 
main  beams  under  the  sidewalk  slab.  These  beams  are  intended 
to  carry  water  and  gas  pipes  across  ,yie  bridge.  Details  of  con- 
struction are  shown  in  Fig.  572.  The  main  beams  are  reinforced 
with  four  straight  and  four  bent  rods.  Ij4  ins.  diameter  near  the 
bottom  and  with  two  sets  of  four  straight  rods  i  y^  ins.  diameter 
near  the  top  of  the  beam. 

Skew  Bri^e  at  Uilan. — The  Milan  bridge  has  an  83  ft.  8-in. 
center  span  and  two  34  ft.  9-in.  side  spans  measured  on  the  skew, 
the  skew  angle  being  65°.    The  piers  are  6  ft.  7  ins.  thick  and  are 
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also  of  reinforced  concrete.  The  clear  width  of  bridge  between 
parapets  is  23  ft.,  including  two  sidewalks,  3  ft.  3  ins.  wide 
Two  main  girders,  which  also  act  as  parapets,  are  2  ft,  thick 
and  6  ft.  7  in,  deep  and  extend  3  ft.  3  ins,  above  the  foot  paths. 
Reinforcement  is  placed  in  both  the  tension  and  the  compression 
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Fls   572  — M«nnf bique  Qlrdcr  Bridge   Sutton  Drain    England 

flanges  of  the  beams.  The  compression  reinforcement  consists 
of  22  rods,  approximately  1%  in.  in  diameter,  while  the  tension 
reinforcement  consists  of  12  rods  approximately  2^  ins.  in 
diameter.  A  series  of  small  rods  is  placed  transversely  between 
the  longitudinal   rods  to  tie  them  together.     Cross-beams,  ap- 
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proximately  to  ins.  wide  and  i6  ins.  deep  below  the  deck  ilab, 
spaced  6  ft.  centers,  span  between  the  main  ^rders  and  sni^XHt 
tbe  deck  slab,  wiiich  is  s'A  <"£•  thick.  These  beams  are  rein- 
forced with  three  yi-m-  rods  at  the  top  and  six  li^-ia.  rods  at 
the  bottom.  The  deck  slab  is  reinforced  with  both  longitudinal 
and  transverse  rods.  A  partial  elevation  and  cross  secti(Kis 
showing  details  of  construction  are  given  in  Fig.  573. 
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HoH    Trans«rse    Sectten. 
Fls-  S7S.— Details  of  Olrder  Briilc«  at  UflMi. 

Albany,  Ind.,  Bridge. — In  one  or  more  systems  of  ribbed  slab 
construction  an  attempt  has  been  made  to  secure  a  beam  or  rib 
of  uniform  strength  by  varying  the  depth  of  the  beam — i.  e.. 
where  the  beam  is  uniformly  loaded  the  cross  section  will  increase 
from  the  abutment  to  the  center  directly  as  the  bending  moment 
of  the  beam  increases 

The  MoUer  construction  described  on  page  757  shows  one 
method  of  applying  this  pnnciple.  This  construction  has  been 
nsed  both  for  floor  and  fur  girder  bridge  construction.  The 
Albany,  Ind..  bridge  is  another  exani])lc.  This  bridge  was  de- 
signed to  secure  a  maxuiiuni  economy  of  materials  in  order  to 
meet  steel  bridge  com|jetition  and  also  to  secure  a  girder  con- 
strnction  of  uniform  strength.  The  span  is  40  ft.  and  the  width 
of  roadway  14  ft.  The  construction  consists  of  an  arched  slab 
8  ins.  thick  at  the  crown  and  slightly  thicker  at  the  ends  and  hav- 
ing a  total  rise  of  only  28  ins.  The  slab  is  reinforced  with  five 
longitudinal  ribs,  straight  on  the  bottom  and  28  ins.  deep  at  mid- 
span.  No  dependence  is  placed  on  the  arched  slab  for  carrying 
either  dead  or  live  loads,  it  being  considered  as  acting  only  as  a 
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ribbed  slab.  The  slab  is  reinforced  with  5^-in.  diameter  plain 
steel  rods  placed  near  its  lower  surface  transversely  to  the  axis 
af  the  roadway  and  spaced  about  3  ft.  centers.  The  ribs  or  gir- 
ders are  each  reinforced  with  plain  steel  rods,  having  a 
section  of  8  sq.  ins.  On  account  of  the  beam  having  a  section 
to  secure  uniform  strength  the  rz*l.*  are  equally  stressed  through- 
out the  whole  length  of  the  span.  1'his  necessitates  a  positive 
anchorage  at  the  ends  having  sufficient  strength  to  develop  the 
strength  of  the  reinforcement.  If  the  latter  is  bent  sharply  at 
right  angles  the  concrete  will  crush  under  the  rods ;  but  by  bend- 
ing  the  rods  with  a  sufficiently  large  radius  this  is  avoided,  and 
by  gradually  reducing  the  radium  of  curvature  a  sufficient  length 
of  rod  will  be  embedded  in  the  concrete  to  develop  their  strength 
by  means  of  the  adhesion  and  friction  on  the  rod.  The  method 
of  bending  the  rods  to  secure  a  sufficient  anchorage  is  shown  in 
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Fig.   574. — Girder  Bridge  at  Albany,  Ind. 

Fig.  574,  which  is  a  half-plan  longitudinal  and  transverse  section. 
This  bridge  was  designed  to  carry  a  20-ton  concentrated  load, 
together  with  200  lbs.  per  sq.  ft.  uniform  liye  load,  besides  the 
dead  weight  of  bridge  and  the  fillinj  upon  it. 

Elmwood  Bridge,  Memphis,  Tenn. — The  loo-ft.  reinforced  con^ 
Crete  girder  bridge  recently  constructed  at  Memphis,  Tenn.,  is 
the  longest  span  highway  girder  bridge  thus  far  constructed, 
The  necessity  of  providing  a  <:learance  of  at  least  19  ft.  over  the 
six  railroad  tracks  spanned  by  this  bridge  and  the  strong  objec- 
tions raised  to  a  graded  approach  which  would  have  been  required 
in  the  cemetery  ground  if  an  arch  span  with  the  required  clearance 
had  been  used,  made  the  adontion  of  a  practically  flat  span  im- 
perative. The  bridge  as  built  has  a  rise  of  4  f t .  but  wa^  not 
designed  to  act  as  an  arch  Two  longitudinal  -rirders  are  used 
to  carrv  the  reinforced  concrete  slab,  which  is  suspended  from: 
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them  and  forms  the  roadway  and  sidewalk.  The  bridge  has  a 
total  width  of  31  ft.,  there  being  a  16- ft.  roadway,  two  4-ft 
sidewalks  and  the  two  3-ft.  6-in  girders  between  the  roadway 
and  sidewalks.  The  girders  have  a  total  height  of  6  ft  6  ins., 
including  a  6-in.  coping.  Massive  concrete  abutments  are  pro- 
vided at  both  ends  and  the  girders  are  designed  to  act  as  a  fixed 
or  restrained  beam.  Under  these  conditions  the  portions  of  the 
girders  near  the  abutments  act  as  cantilever  beams,  while  the 
middle  portion  acts  as  a  simple  beam.  The  reinforcement  of  the 
cantilever  portion  consists  of  30  bars,  i^-in.  diameter,  placed  in 
four  horizontal  rows  in  the  upper  or  tension  portion  of  the  beam. 
These  bars  are  40  ft.  long,  extend  4  ft.  beyond  the  inflection 
points  or  ends  of  cantilever  sections  of  the  girder  and  extend  15 
ft.  back  into  the  abutment.  The  middle  portion  of  the  girder, 
which  acts  as  a  simple  beam,  is  reinforced  near  the  bottom  with 
24  bars  lyi  in.  diameter  placed  in  three  rows:  This  rein- 
forcement is  66  ft.  long  and  extends  4  ft.  into  the  cantilever 
section  at  each  end,  i.  e.,  the  two  systems  of  rods  lap  4  ft.  at 
each  end  of  the  girder.  At  these  points  30  inclined  shearing  rods, 
ij4-in.  diameter,  transmit  the  shear  from  the  lower  to  the  upper 
rods.  Each  cantilever  is  anchored  to  the  abutment  by  a  series 
of  lyi'in,  diameter  rods  running  from  a  central  point  at  the  top 
back  and  downward  into  the  abutment.  Several  light  street 
railway  rails  were  placed  in  a  vertical  position  near  the  end  of 
each  girder  to  bond  the  girders  and  nbutment  together. 

The  abutments  were  designed  to  act  as  anchorages  for  the 
cantilever  girders,  any  possible  thrust  due  to  arch  action  beini:^ 
neglected.  Between  the  girders  the  abutments  are  hollow,  having^ 
a  retaining  wall  at  the  front  and  a  wide  flat  floor  canti- 
Icvered  back  from  the  rear  face  of  the  wall.  This  floor  is  rein- 
forced near  its  lower  surface  with  light  rails.  The  front  wall 
retains  the  earth,  which  resting  upon  the  floor  provides  additional 
anchorage.  The  bridge  floor  is  13  ins.  thick  and  is  reinforced 
with  To-in.  tranverse  T-beams.  Each  beam  is  attached  to  the 
girders  on  their  center  lines  by  two  i-in.  tie  rods  extending  up 
into  the  girder  and  anchored  just  below  the  coping  on  the  latter 
by  means  of  a  J'S  x  6-in.  steel  bar  embedded  in  the  concrete.  De- 
tails of  construction  are  shown  in  Fig.  575. 

This  brid^re  ^**!  designed  to  sustain  a  uniform  live  load  of  200 
lbs.  per  square  foo^.     The  dead  load  is  approximately  500  tons. 
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The  false  work  used  in  the  erection  of  this  bridge  consisted  of 
bents  built  of  12  x  12-in.  timbers  heavily  cross-braced  and  sup- 
porting 5  X  i6-in.  stringers,  which  carried  the  lagging.      ' 

The  concrete  was  a  i :  2'/^ :  5  Portland  cement  broken  stone 
concrete  mixed  fairly  wet.  Corrugated  bars  were  used  for  the 
reinforcement.  Each  girder  was  built  in  a  single  day.  The 
forms  were  not  removed  until  three  months  after  the  concrete 
had  set. 


FiK.  riT5, — Olrder  Bridge  at  Uemphla.  Tena. 

This  bridge  was  designed  by  and  erected  under  the,  direc- 
tion of  Mr.  J.  A.  Omberg,  City  Engineer  of  Memphis,  who 
states  that  the  total  cost  of  the  bridge  was  $17,500,  including  the 
asphalt  pavement,  iron  hand  railing  and  cutstone  veneering  on 
posts  at  the  end  of  the  girders.  The  forms  cost  $4,000.  This 
large  cost  was  due  to  difficulties  in  erection,  which  was  done  so 
as  not  to  interfere  with  traffic. 

Open  Web  Girder  Bridge. — The  bridge  at  Purfleet.  England, 
differs  from  the  usual  type  of  girder  bridge  in  that  it  is  con- 
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structetl  with  open  webs.  On  account  of  limited  head  room  it 
was  necessary  to  use  a  through  bridge.  The  bridge  rests  upon 
circular  piers  and  fonns  a  part  of  an  approach  to  an  island  pier. 


Pig.  570. — Half  Elevation,  Open  Web  Olrder  Brldg«.  Purfleet. 'E:nglatid. 
It  is  used  to  carry  a  single  line  of  standard  gauge  railway.  The 
main  portion  of  the  pier  also  consisted  of  reinforced  concrete 
piles  and  girders.     On  account  of  this  bridge  beii^  built  on  a 


Tlf.  577. — DetallEi  of  One  Panel,  Purfleet  Brias*. 
sharp  skew,  it  has  an  out  to  out  span  of  59  ft.  8  ins,  and  a 
square  span  of  35   ft.     i-igiire   576  shows  a   half  elevation  of 
one  truss,  while  l-ig.  577  shows  sections  and  elevstion  of  ooe 
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panel  of  the  truss.  The  main  portion  of  the  top  chord  is  9x18 
ins.  in  section,  and  is  reinforced  with  eight  i%-in.  round  bars; 
cross  bars  Ij4  in.  in  diameter,  i  ft.  4  ins.  long,  are  inserted 
transversely  at  intervals  to  prevent  the  concrete  from  bulging 
laterally  when  under  high  stress.  The  reinforcement  of  the  bot- 
tom or  tension  chord  also  consists  of  eight  round  rods  1%  ins. 
diameter,  bound  together  by  stirrups  of  No.  12  S.W.G.  iron 
2  ins.  wide,  spaced  about  10  ins.  centers.  The  vertical  members 
are  cruciform  in  cross-section,  each  arni  of  the  cross  being  7x5 
ins.  in  section.  They  are  reinforced  with  vertical  bars  hooked 
over  the  bottom  and  top  chord  bars,  and  with  diagonal  bars  bent 


BO-t'fdce  fo  Jvcc  of  ntraoefs A 

r  r  i-  *•  i 

le'-o'-—^ i6-o'-'-^ i6'o'-—  ^-^ — 16-0' — »m — le'-o' J 

QAw»    of   RkMil.    i| 


t 


Fig.  578. — Trestle  Over  Cave  HoHow,  C,  B.  &  Q.  R.  R. 

around  the  corners  of  the  openings  to  prevent  the  concrete  from 
rupturing  at  these  points  on  account  of  shearing  stresses. 

fhe  trusses  are  connected  by  transverse  girders  8  ins.  wide 
and  15  ins.  deep,  with  both  top  aitd  bottom  reinforcing  bars.  The 
upper  bars  have  hooked  ends  reaching  to  the  center  of  the  main 
truss  section,  while  the  lower  bars  are  carried  through  the  chord 
between  the  two  rows  of  ij^-in.  bars  forming  the  reinforcement 
of  the  main  trusses.  The  floor  of  the  bridge  consists  of  a  rein- 
forced slab  5  ins.  thick,  stiffened  with  longitudinal  ribs  placed 
directly  under  the  track  rails.  This  bridge  is  of  Hennebique 
construction,  and  all  reinforcing  members  are  anchored  in  the 
concrete,  and  the  whole  firmly  bound  together  by  numerous  sheet 
iron  stirrups.     It  is  stated  that  the  structure  weighed  90  tons, 
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of  which  15  tons  is  the  weight  of  the  reinforcement.  The  con- 
crete was  composed  of  i  part  Portland  cement  and  4  parts 
crushed  stone,  aggregate  all  passing  a  ^-in.  screen.  This  bridge 
when  tested  by  two  cars  with  bogie  triicks  and  24  ft.  wheel  base, 
loaded  to  30  tons  each,  showed  a  maximum  deflection  of  0.197  '"s- 
The  form  given  to  the  main  trusses  would  seem  to  make  a 
determination  of  the  stresses  therein  impossible,  a  state  of  affairs 
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Fig.  579. — Details  of  Floor,  Cave  Hollow  Bridge. 

which,  as  far  as  possible,  should  be  avoided  in  bridge  or  structural 
design. 

Viaducts. — Viaducts  of  reinforced  concrete  have  been  used  to 
a  limited  extent  both  in  this  country  and  in  Europe.  Fig.  578 
shows  a  half  plan  and  elevation  of  a  reinforced  concrete  trestle  of 
heavy  construction  over  Cave  Hollow,  on  the  Chicago,  Burling- 
ton &  Quincy  Railway.     Fig.  579  shows  longitudinal  and  trans- 
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Fig.  580. — Viaduct  for  C,  C,  C.  ft  St.  L.  Ry. 

verse  sections,  with  details  of  construction.  The  longitudinal  re- 
inforcement consists  of  ^-in.  corrugated  bars  spaced  3  ins. 
centers,  while  the  transverse  bars  are  J4  in.  spaced  12  ins.  centers. 
Cleveland,  Cincinnati,  Chicago  &  St.  Louis  B.  R.  Viaduct- 
Several  viaducts  of  reinforced  concrete  have  been  recently  con- 
structed by  the  Q.,Q.,C  &l  St.  L.  R.  R.  Fig.  580  shows  an  ele- 
vation and  a  partial  plan  of  a  portion  of  one  of  these  viaducts 
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Fig.  581  shoWs  a  longitudinal  and  a  transverse  section  of  the 
piers,  floors  and  girders.  These  structures  consist  of  a  series  of 
piers  of  reinforced  concrete  supporting  girders  of  20  ft.  clear 
span.  The  longest  viaduct  constructed  has  a  total  length  of  1,217 
ft.  The  girders  are  5  ft.  4  ins.  deep  and  2  ft.  wide,  and  are  con- 
nected at  mid-depth  by  a  flat  floor  slab  i  ft.  9  ins.  thick.  The  ar- 
rangement of  the  reinforcing  bars  is  clearly  shown.  For  the  sake 
of  appearance  the  faces  of  the  girders  and  piers  are  relieved  with 
paneling,  as  shown  on  the  elevation.  A  horizontal  expansion  joint 
is  provided  on  each  abutment  and  on  every  fourth  pier.    Move- 


Fig.  581— Details  of  Viaduct  Sbown  in  Fig.  580. 
ment  is  provided  for  by  transverse  inverted  rails  embedded  in  the 
upper  portion,  resting  upon  short  lengths  of  rails  embedded  in  the 
concrete  of  the  pier  itself.  To  insure  clean  contact  between  rails 
those  of  each  course  project  %  in.  from  the  face  of  the 
concrete,  forming  a  !4-in.  open  joint  between  the  girder  and  the 
pier,  which  is  filled  with  layers  of  felt.  At  each  fourth  pier  also 
there  is  a  vertical  expansion  joint  in  the  floor  and  girder.  This 
is  filled  with  two  layers  of  felt  reaching  to  within  2  ins.  of  the  top, 
the  upper  portion  being  filled  with  asphalt. 

Fig.  582  shows  a  partial  cross-section  of  a  viaduct  approach 
recently  constructed   at   Oklahoma   City,   Okla.   T.     The  pieri 
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forming  the  bents  were  spaced  26  ft.  centers.  Tht^e  lon^tudinal 
girders,  one  20  x  28  ins.  and  two  20  x  26  ins.  in  section,  span 
between  bents  and  carry  the  roadway  slab.  The  columns  are  ao 
X  20  ins.  at  the  top  and  increase  in  size  with  a  batter  of  }^  in.  to 
the  foot  downward.  The  general  details,  size  and  amount  of 
reinforcement  are  shown  on  the  drawing. 

OaadalqniTer  Birer  Yiadnot. — Two  viaducts  between  30  and 
40  ft.  in  height  were  recently  constructed  for  a  mineral  railway 


Fig.  582.— viaduct  Apprcach  to  Bridge  at  Oklahoma  Cit;,  Oktaboma. 

near  Seville,  Spain.  One  viaduct  has  a  length  of  371  ft.  and 
the  other  of  284  ft.  The  scheme  for  handling  cars  to  and  from 
a  loading  jiier  at  the  Guadalquiver  River,  where  the  ore  is  loaded 
in  barges  by  tipping  the  cars,  involves  two  tracks,  the  cars 
being  pushed  to  the  loading  pier  by  a  locomotive  and  run  back 
by  gravity.  The  two  tracks  are  carried  on  separate  lines  of 
girders  supported  by  double  bents  braced  together  transversely. 
I'igure  583  shows  an  elevation  of  the  shorter  viaduct  and 
loading  pier;  I-'ig,  584  shows  a  transverse  section  through  the 
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bents  and  Fig.  585  the  d'^tail  01  the  girder  reinforcement.  The 
bents  are  spaced  approximately  29I/2  ft.  centers,  and  are  composed 
of  four  posts  approximately  26  x  9  ins.  The  girders  spanning 
between  the  bentJ  are  about  48  x  9  ins.  in  section  and  carry  a 
slab  which  supports  the  track  and  is  cantilevered  out  to  carry 
the  sidewalks.  Two  or  more  struts  brace  the  posts  forming  the 
bents  in  a  transverse  direction.  Fig.  584  also  shows  the  foot- 
mg  for  the  bent  posts;  this  consists  of  a  slab  5  ins.  thick,  5  ft. 
9  ins.  wide  and  23  ft.  long,  stiffened  by  a  rib  between  the  posts. 
This  reinforced  footing  rests  upon  a  bed  of  concrete  about  8  ins. 
thick.  The  maximum  pressure  brought  upon  the  soil  is  about 
1.2  tons.  The  train  loads  for  which  this  viaduct  was  designed 
consists  of   a  36-ton  locomotive  on  coupled  axles  about  9  ft 
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Fig.  585. — Girder  Reinforcement,  Guadalquiver  River  Viaduct. 


centers  and  12  tons  on  a  bogie  truck  with  axles  5  ft.  3  ins.  centers 
and  20  cars  carrying  20  tons  each  on  axles  5  ft.  3  ins.  apart. 

It  will  be  noted  that  no  longitudinal  bracing  is  used  between 
the  bents,  the  only  stiffness  in  this  direction  being  that  of  a 
column  26  ins.  wide,  which  for  a  height  of  30  or  40  feet  wouKl 
appear  to  be  beyond  what  is  usually  considered  a  safe  limit. 
For  the  short  trestle,  which  is  only  284  ft.  long,  the  braced  load- 
ing pier  at  one  end  and  the  bank  at  the  other  will  prevent 
longitudinal  movement.  For  the  longer  trestle,  which  is  on  a 
curve,  it  would  appear  that  some  form  of  longitudinal  bracing 
should  have  been  used. 

Richinond  &  Chesapeake  Bay  By.  Co.'s  Viaduct. — A  reinforced 
concrete  viaduct  having  a  total  length  of  about  3,000  ft.  and  a 
maximum   height   of  65   ft.    has   been    recently   constructed  at 
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Richmond.  Va.  This 
structure  is  of  reinforced 
concrete  throughout,  and 
was  designed  and  the  con- 
struction supervis:;d  by 
the  Trussed  Concrete  Steel 
Co.,  of  Detroit,  Mich.  The 
Kahn  bar  was  used  for  re- 
inforcement throughout. 
The  construction  consists 
of  reinforced  concrete 
girders  from  23  to  49  ft 
long,  supported  by  bents 
and  towers  of  reinforced 
concrete. 

The  23-ft.  girders  are 
12  X  30  ins.  in  section, 
and  are  connected  and 
braced  by  transverse 
struts  ^yi  X  18  ins.  in 
section.  These  struts  are 
flared  at  the  ends  and 
divide  the  floor  into  three 
parts,  having  irregular 
octagonal  openings  5  ft. 
9  ins.  in  width.  Details  of 
the  standard  23-ft.  girder 
spanning  between  the 
single  post  bents  used  for 
heights  up  to  about  21  ft. 
are  shown  both  in  plan 
and  elevation  in  Fig.  586. 
The  sizes  and  location  of 
reinforcement  for  girders, 
struts  and  posts  are  clearly 
shown  in  this  figure. 

A  transverse  section  through  the  girder  and  bent  s  shown 
in  Fig.  587,  together  with  general  fea  u  es  of  cons  uc  on  The 
cross-section  of  the  standard  post  used  for  h  s  bent  s  shown  n 
Fig.  588.     As  will  be  seen,  the  post  is   16  ins.  square  and  is 
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reinforced  with  four  J^**'*'  Kahn  bars  tied  together  every  14  ins. 
with  J^-in.-diameter  rods.  The  detail  of  the  column  bases,  as 
should  be  noted,  are  also. of  reinforced  concrete. 

The  12  X  30  in.  girders  are  reinforced  with  three  i-in.  bars 
23  ft.  long  and  two  ^-in.  bars  16  ft.  long  at  the  middle.  Two 
^-in.  bars  are  also  placed  near  the  top  of  the  beam.  The 
cross  struts  are  reinforced  with  j4-in.  round  rods. 


j< e'^"' >j 


'Cored 
Hole 


'r§^ie/rfers 


Fig.  58S. — Section 
Through  Typical 
Column. 
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Fig.  587.— Details  of  Bents  Nos.  2  to  10. 

As  shown  in  Figs.  586  and  589,  occasional  spans  have  the 
girders  connected  with  a  full  top  slab.  This  gives  additional 
stiffness,  and  when  the  girders  cross  a  street,  as  in  girders  be- 
tween bents  44-45,  and  bents  48-49,  Fig.  589,  protects  the  street 
below. 

Details  of  a  49  ft.  girder  span  are  also  shown  in  Fig.  586. 
These  girders  are  20  x  54-in.  in  section  and  are  connected  by 
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Fig.  500. — Section  of  20  x  51-In. 
Girder. 
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Fig.  591. — Typical  Trestle  Bent. 
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a.  continuous  3>^-in.  deck  slab.  The  cross-section  of  this  girder 
is  shown  in  Fig.  590.  Two  cross  ribs,  as  shown  in  Fig.  58O, 
brace  the  girders  transversely.  The  3H-in-  <l«ck  slab  is  rein- 
forced by  one  J^-in.  diameter  rod  running  longitudinally  alot^ 
its  center  line  and  J^-in.  diameter  rods  spaced  12-in.  centers  and 
running  transversely. 

The  general  arrangement  of   the   towers  will  be   undeistood 


Fig    31)2.— Detallfl  ol  To- 

from  Fig.  589.  Two  or  more  separate  towers  consisting  of 
bents  connected  by  longitudinal  struts  alternate  with  two  towers 
connected  by  longer  span  girders  as  shown  in  the  left-hand 
portion  of  the  figure.  I-'ig.  591  shows  a  typical  bent,  while 
Fig.  592  shows  details  of  the  tower  bent  used  for  the  higher 
towers.  For  a  height  of  49  ft.  18  x  i8-in.  posts  connected  by 
two  transverse  and  two  longitudinal  struts  were  used.    The  rem- 
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forcement  consists  of  six  J^-in.  bars  as  shown  in  Fig.  593.  A 
20  X  20-tn.  post  was  used  at  the  highest  point  of  the  trestle 
where  the  base  of  rail  was  65  ft.  above  the  surface  of  the  ground. 
P'S-  594  shows  section  A-B  through  tower  43-44.     The  trans- 


Pig.  596.— Plan  of  Tower  No.  45-46. 
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verse  and  longitudinal  bracing  of  this  tower  is  shown  in  de- 
tail in  this  figure.  Fig.  595  shows  a  plan  of  the  same  tower 
together  with  plan  of  girders  and  their  bracing.  The  slender 
section  of  longitudinal  strut  between  bents  43  and  44,  viz.:  12  x 
30-in.  for  a  span  of  49  ft.,  should  be  noted. 

The  plan  of  tower  45-46  is  shown  in  Fig.  596.  The  method 
of  stiffening  this  tower  in  the  plane  of  the  top  of  girders  should 
be  noted.  1 

The  details  of  reinforced  concrete  shoe  marked  "F"  and  used 
for  outside  post  of  bent  43  is  shown  in  Fig,  597.     The  other 


Fig.  507.— Typical  Column  Foottng. 
shoes   were  of  similar   construction,   the  amount   and   arrange- 
ment of  reinforcement  varying  with  the  size  of  shoe  needed. 

Expansion  joints  were  provided  at  suitable  intervals.  Fig. 
598  shows  plan  of  expansion  joint  at  bent  No.  5,  and  Fig.  599 
shows  clearly  details  of  construction  of  expansion  joint. 

This  structure  was  designed  to  carry  a  live  load  of  75  tons  on 
two  trucks  33  ft.  apart,  each  truck  consisting  of  two  axles  7  ft. 
centers.  It  was  assumed  that  tlie  structure  should  carry  its  dead 
load,  the  full  live  load,  and  50  per  cent,  of  the  live  load  for 
impact.     Wind  pressure  was  taken  at  30  lbs,  per  square  foot  on 
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surface  of  train  and  surface  of  structure  The  longitudinal 
thrust  due  to  braking  of  trams  was  taken  as  20  per  cent,  of 
live  load.  The  loading  on  towers  due  to  centrifugal  force  of 
train  on  a  7  degree  curve  was  taken  as  14  per  cent  of  live  load. 
As  wilt  be  noted,  the  usual  diagonal  bracing  used  on  all  metal 
towers  is  replaced  by  transverse  and  longitudinal  struts,  the 
intention  being  to  so  design  all  joints>  and  all  members  that  they 
will  possess  tlie  necessary  rigiditv  to  withstand  all  bending 
coming  upon  them.    The  success  or  failure  of  this  viaduct  will 


be  watclied  with  niucli  interest,  as  it  is  the  largest  structure  of 
this  kind  which  has  thus  far  been  built  of  reinforced  concrete. 


ARCH  BRIDGES. 

Arch  bridges  of  concrete  are  rapidly  replacing  masonry 
bridges  and  in  many  cases  metal  structures.  Whether  it  is 
necessary  or  not  to  use  steel  reinforcement  for  the  arch  ring 
depends  upon  the  conditions  governing  each  bridge  and  the 
individual  judgment  iif  the  designer.  A  number  of  railroad 
bridges  have  l>een  built  during  the  past  few  years  in  which  the 
arch  concrete  was  designed  tn  carry  all  stresses  without  rein- 
forcement and  then  metal  added  when  the  structure  was  built. 
While  this  practice  certainly  gives  a  safe  bridge,  it  is  a  needless 
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waste  of  materials  and  hardly  conforms  to  the  ethics  of  good 
engineering. 

The  principal  methods  of  locating  the  metal  reinforcement  in  a 
cross  section  of  the  arch  formed  by  a  plane  cutting  the  arch  ring 
at  right  angles  to  its  axis  have  been  shown  in  Figs.  145  to  154. 

Aroh  Desig^. — The  methods  employed  for  the  design  of  a  stone 
masonry  arch  are  usually  employed  in  preparing  the  design  for  a 
plain  concrete  arch  ring,  and  may  also  be  employed  in  the  design 
of  reinforced  concrete  arches.  The  line  of  resistance  of  the 
arch  is  determined  and  located  graphically  on  the  profile  of  the 
assumed  arch.  If  this  line  lies  within  the  middle  third  of  the 
arch  ring,  no  provision  for  tension  will  be  necessary,  and  if  the 
assumed  safe  compressive  stresses  on  the  concrete  are  not  ex- 
ceeded the  arch  will  be  safe.  It  is  customary  to  divide  the  arch 
ring  by  radial  planes  into  sections  of  convenient  length,  such 
that  the  line  of  resistance  \\\\\  not  depart  far  from  the  curve  of 
the  lineal  arch,  i,  c,  the  medial  line  of  the  assumed  arch  ring. 
When  a  reinforced  arch  is  under  consideration,  if  as  :s  usually 
the  case,  the  reinforcement  is  symmetrically  located,  the  same 
method  may  be  followed. 

If  the  reinforcement  is  not  symmetrical  in  the  arch  rib,  con- 
siderable difficulty  will  be  experienced  in  locating  the  neutral 
axis   at   any  section.     Again   the   position    of   the    neutral  axis 
undoubtedlv   shifts   about   under   the   action   of   different   loads. 
The  presence  of  steel   in   a   rib  will  enable   it  to  safely  resist 
tension,  but  it  is  the  practice  of  the  best  designers  to  so  pro- 
portion the  arch  rib  that  it  is  seldom  subjected  to  tension  under 
dead  and  live  loads.     The  maximum  stress  which  can  occur  at 
any  section  of  the  arch  is  that  due  to  the  thrust  of  the  arch 
acting  along  the  line  of  resistance,  the  bending  moment  caused 
b/  such  an  arrangement  of  the  loads  as  to  produce  the  greatest 
possible  stress  upon  the  given  plane  and  the  bending  moment 
due  to  temperature  changes.     It  is  usual  not  to  exceed  a  unit 
pressure  of  about  500  lbs.  per  sq.  in.  on  the  concrete  for  dead 
and  live  loads.     For  temperature  stresses,  however,  these  com- 
pressive stresses  are  allowed  to  run  up  to  from  650  to  800  lbs. 
per  sq.  in.     These  maximum  stresses  also  include  dead  and  live 
loads  and  wind  stresses.    When  tension  is  allowed  in  the  concrete, 
the  unit  tensile  stress  allowed  varies  from  50  to  75  lbs.  per  sq.  in. 
When  the  bending  moment  at  the  given  sections  has  been  dc- 
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termined,  the  necessary  concrete  and  steel  sections  may  be  com- 
puted. 

For  methods  of  determining  the  line  of  resistance,  Baker's 
Masonry  Construction  or  any  well  known  work  on  graphic 
statics  may  be  consulted.  For  determining  the  true  line  of  re- 
sistance  the  external  forces  must  be  known  or  assumed,  and  the 
direction,  point  of  application  and  amount  of  thrust  at  the  crown 
shall  be  known.  It  is  customary  to  assume,  besides  the  usual 
dead  loads,  at  least  two  live  loadings :  ( i )  that  the  arch  carries 
the  maximum  live  load  over  the  entire  span:  (2)  that  the  arch 
carries  the  maximum  live  load  over  one-half  the  span.  The  first 
of  these  loadings  gives  the  maximum  thrust  and  the  second  the 
maximum  bending  moment.  Such  sections  should  be  chosen 
as  to  satisfy  both  conditions. 

The  elastic  theory  of  the  arch  is  to  be  preferred  over  the 
above  method,  as  it  gives  a  much  more  satisfactory  analysis.  A 
discussion  of  the  elastic  arch  theory  cannot  be  given  in  this 
place.  Among  the  best  treatises  on  this  subject  are,  *'Theory 
of  Steel-Concrete  Arches,"  by  Prof.  William  Cain.  *'Symmetri- 
cal  Masonry  Arches,"  by  Prof.  Malverd  A.  Howe.  "Trusses 
and  Arches,  Part  III,"  by  Prof.  Charles  E.  Greene.  The  author 
prefers  Prof.  Greene's  method  as  giving  the  most  satisfactory 
solution. 

Thacher's  Formnlas. — Having  found  the  thrusts,  bending 
moments  and  shears  at  chosen  sections  in  the  arch  ring,  the  in- 
tensities of  the  stresses  in  the  concrete  and  the  metal  and  the 
necessary  distribution  of  the  material  may  be  obtained  by  the  use 
of  Mr.  Edwin  Thacher's  formulas.  The  author  is  indebted  to 
Mr.  Thacher  for  permission  to  publish  these  formulas.  These 
formulas  apply  to  any  form  or  variety  of  reinforced  concrete 
arch  or  beam  within  the  limits  of  elasticitv  of  concrete.  The 
following  nomenclature  will  be  used : 

Ec  =  modulus  or  coefficient  of  elasticity  of  concrete. 

E«  =  modulus  or  coefficient  of  elasticitv  of  steel. 

E. 

—   =  e. 

Ee 

Ac  =  area  of  section  of  concrete  one  inch  wide,  square  inches. 
A«  =  area  of  section  of  steel  in  width  b,  square  inches. 

A. 

a     =  area  of  steel  per  inch  width  =  ,  square  inches. 

b 
Ic  =  moment  of  inertia  of  concrete,  Ac,  about  common  neutral  axis. 
Is  =  moment  of  inertia  of  steel,   a,   about   common   neutral  axis. 
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fc  =  intensity  of  stress  in  the  concrete,  lbs.  per  sq.  in. 

f»   =  intensity  of  stress  in  the  steel,  lbs.  per  sq.  in. 

d    =  depth  of  concrete  in  inches. 

d'   —  depth  of  steel  in  inches. 

u  —  distance  from  neutral  axis  of  combination  to  outer  fibre  of  concrete, 
in  inches. 

V  —  distance  from  neutral  axis  of  combination  to  outer  fibre  of  steel 
in  inches. 

T    =  thrust  on  section  of  arch,  one  inch  wide,  in  pounds. 

M   =  bending  moment  on  section  one  inch  wide  in  foot  pounds. 

P    =  pressure  on  line  of  pressure  on  section  one  inch  wide. 

k  =  distance  from  neutral  axis  of  combination  to  line  of  pressure  in 
inches,  taken  normal  to  line  of  pressure. 

c  =  distance  from  center  of  gravity  of  steel  rib  to  bottom  of  con- 
crete, in  inches. 

b  =  distance  from  center  to  center  of  steel  ribs,  measured  in  the  direc- 
tion of  the  width  of  the  arch,  in  inches. 

For    sections   in    which   the   steel    reinforcement   is   arranged 
symmetrically  about  the  center  of  gravity  of  the  concrete. 

T  6dM 

fe  =  ^  t   (I). 

Ac  +  ea      I<?  +  e  Is 
eT  6ed'M 

f.  -= ±  (2). 

Ac  +  ea      Ic  +  el« 

For  sections  in  which  the  steel  reinforcement  is  not  arranged 

symmetrically  about  the  center  of  gravity  of  the  concrete. 

T  Pku 

fc ± (3» 

Ac  +  ea       Ic  +  e  I« 
or, 

T  12  uM 

fc ± (4> 

Ac  +  ea      Ic  +  e  I« 

c  T  c  P  k  V 

f. ± (5)- 

Ac  +  ea       Ic  +  c  Is 
or, 

eT  i2evM 

f. ± (6). 

Ac  +  ea      Ic  +  e  Is 

The  distance  of  the  neutral  axis  of  the  combination  above  the 

soffit  of  the  arch  or  the  bottom  of  the  concrete  will  be 

Mi  Ar  d  +  e  a  c 

d  —  u  -     i;) 

A«   +  e  a 

It  is  Mr.  Thacher's  practice,  and  that  of  many  other  engineers, 
lo  require  that  sufficient  steel  shall  be  used  to  take  the  entire 
bending  moment  of  the  arcli  without  aid  from  the  concrete  and 
not  exceed  the  clastic  liiuit  of  the  steel.  The  steel  can  never 
take  the  entire  bending  moment  unless  the  concrete  fails.    This 
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cannot  occur  if  the  arch  ring  is  so  designed,  as  is  the  usual 

practice,  that  the  line  of  pressure  will   fall  within  the  middle 

third.     To  satisfy  the  condition  that  the  steel  within  its  elastic 

limit   shall   be   capable   of  taking   the   entire   bending  moment, 

assuming  the  elastic  limit  of  steel  at  36,000  lbs.  per  sq.  in.,  we 

have 

Mv 

I.  =  or  >  (8). 

3,000 

For  symmetrical  sections,  1.  c,  when  the  steel  is  symmetrically 
placed  about  the  center  of  gravity  of  the  concrete,  we  have 

M 

a  =  or  >    (9)- 

1,500  d' 

Mb 

At  =  or  >  ( 10) . 

1,500  d' 
At  the  crown  also  make 

db 

Ai  =  or  >    (11). 

150 

Equation  (11)  is  obtained  as  a  result  of  Mr.  Thacher's  rule  that 
the  total  cross-section  of  the  steel  at  the  crown  shall  not  be  less 
than  I- 1 50  of  the  cross-section  of  the  concrete  at  that  point. 
Usually  the  area  of  steel  falls  within  the  limits  1-50  and  1-150  of 
the  area  of  the  concrete  at  the  crown.  £, 

The  value  assumed  for  the  value  of  e  = =  20     by  many 

Ke 

engineers  enables  the  use  of  higher  stresses  in  the  steel  than  .is 
possible  when  a  lower  value  for  e  is  used.  The  reason  for  using 
such  a  high  value  for  e  is  that  it  is  believed  that  the  value  of  the 
modulus  of  elasticity  Ec  for  concrete  in  large  masses  is  low^r 
than  for  concrete  in  small  sections  usually  used  for  slabs  and 
beams.  Under  the  conditions  obtaining  in  arches  the  modulus 
is  taken  at  1,500,000  lbs.  per  sq.  in. 

Austell  Bridge. — The  four-span  reinforced  concrete  arch 
bridge  of  the  Southern  Ry.  near  Austell,  Ga.,  is  composed  of 
four  three  center  arch  spans.  The  clear  span  is  70  ft.  and  the 
rise  20  ft.  from  spring  line  to  intrados.  The  radii  of  the  arch 
are  12  ft.  3  ins.,  29  ft.  and  56  ft.,  respectively.  This  bridge  may 
be  taken  as  an  example  of  a  heavy  reinforced  bridge  of  the 
Monier  tvpe,  corrugated  bars  being  used  to  form  the  reinforce- 
ment. The  arches  have  a  thickness  of  3  ft.  4  ins.  at  the  crown 
and  have  parapet  walls  2  ft.  8  ins.  high.    Near  the  intrados  the 
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arch  is  reinforced  longitudinally  for  30  ft.  with  54-i"-  b^rs, 
12  ins.  on  centers  with  a  depth  of  cover  of  4  ins.,  thence  lapping 
6  ft.  and  placed  5  ins.  on  centers;  the  reinforcement  continue» 
with  Ij4-in.  bars  to  the  center  of  the  arch,  where  the  lap  is  7  ft 
Transverse  bars  of  J^-in.  section  are  placed  3  ft.  centers.    In  the 


Pig.  COO.— Southern  Rallwaj  BrEdge,  Austell.  Ga. 
extrados  the  reinforcement  consists  of  i^-in.  bars  throughout 
the  entire  length  placed  12  ins.  on  centers.  The  lap  of  the  ex- 
trados bars  is  7  ft.  The  side  walls  are  reinforced  by  y^  and 
^-in.  bars  bent  to  the  desired  form.  Expansion  joints  are 
placed  in  the  parapet  wall  over  the  crown  of  the  arch.     A  cross- 


Bridge.  Grand  Raplda,  Hich. 
forcement  and  centering 


Fig.  001,— Details  of  7!)-Fi.  Span,  Gn 
section  of  the  bridge  showing 
used,  is  shown  in  I'ig.  600. 

Grand  River  Bridge,  Grand  Rapids,  Hich. — This  bridge  is  a 
good  example  of  recent  reinforced  concrete  work.  It  consists 
of  five  arch  spans,  one  87  ft.,  two  83  ft.  and  two  79  ft.    Figure 
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Fig.  002. — Transverse  i 

River  Bridge. 

601   shows  a  longitudinal  section 

and  part  plan  of  the  79-ft.  span. 

The  arch  ring  is  i  ft.  6  ins.  thick 

at  the    crown    and    3   ft.  at  the 

spring.       The    bridge    has    solid 

spandrel  walls  as  shown   in   Fig. 

602.     The   section   of    the   83-ft. 

span  is    shown   in    Fig.  603,  to- 
gether   with    centering   used    to 

support   the     forms.       The    cen- 
tering consists   of   posts  or  piles 

driven    to    a     firm    bearing   and 

braced    together     by     transverse 

and     longitudinal     timber.       The 

reinforcement    consists    of      two 

lines    of     \%-m.    Thacher     rods 

placed    3   ins.    from     the    intra- 

dosal    and    extradosal     faces     of 

the  arch  ring.    Each  pair  of  rods 

is    connected     every     4    ft.     by 

means  of  a  ^-in.  rod  with  a  hook 

at  each  end.    The  reinforcing  rods  are  fitted  with  3-in,  washers 

and  nuts,  which  give  them  an  anchorage  at  the  abutments,  and 

are   made  continuous  from  end  to  end  of  span  by  means  of 

tumbuckles. 


784  CONCRETE  AND  REINFORCED  CONCRETE. 

The  method  of  constructing  the  arch  rings  is  as  follows:  The 
endniost  sections  of  the  reinforcing  bars,  which  had  been  anchored 
into  the  piers  and  abutments  during  their  construction,  were 
bent  down  to  the  curve  of  the  arch  rii^  and  connected  with  the 
arch  rods  proper.  Scantling  placed  transversely  across  the  1^- 
ging  of  the  center  served  to  block  up  the  soffit  rods,  while  the 
upper  rods  were  held  in  place  by  the  connecting  rods  already 
mentioned.  A  wet  concrete  was  deposited  and  worked  in  under- 
neath the  lower  rods.  After  these  were  embedded  a  stifier 
concrete  was  deposited  and  rammed  in  6-in.  layers.    The  arch  ring 
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Fig.  604,— Deiaila  ol  Railing  and  Forms,  Grand  River  Bridge. 

was  built  in  transverse  sections,  and  each  section  was  completed 
in  a  continuous  operation  in  one  day.  The  crown  section  was 
built  first  and  then  the  two  skew  back  sections,  and  last  the  inter- 
mediate section ;  the  entire  ring  being  completed  in  five  days. 
Fig.  603  sliows  the  spandrel  wall  forms  and  method  of  bracing 
same.  Expansion  joints  in  spandrel  walls  were  formed  by  singly 
laying  the  concrete  against  a  vertical  form  and  then  butting  the 
concrete  of  the  following  section  against  this  smooth  surface  with 
a  sheet  of  tar  paper  inserted  between.  Fig.  604  shows  details 
of  railing  and  forms  used  in  their  construction. 
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The  loadings  assumed  in  the  design  of  this  bridge  were  as 
follows : 

Dead  Load.  Lbs.  per  cu.  ft. 

Concrete    150 

Earth  filling  120 

Pavement  12  ins.  deep  150 

Live  Load.  Lbs.  per  sq.  ft. 

Center  20-in.  roadway  250 

Remainder  of  roadway    150 

Sidewalks     100 

A  concentrated  load  was  assumed  on  roadway  consisting  of  a 
15-ton  steam  roller  having  axles  11  ft.  centers  with  6  tons  on 
the  forward  wheel  4  ft.  wide  and  ^y^  tons  on  each  of  the  two 
rear  wheels  20  ins.  wide  and  5  ft.  apart  on  centers.  The  ratio 
of  the  moduli  of  elasticity  between  concrete  and  steel  was  taken 
as  20.  The  maximum  compression  allowed  on  the  concrete  in 
the  arch  ring  was  500  lbs.  per  sq.  in.,  not  including  temperature 
stresses,  and  750  lbs.  per  sq.  in.,  including  temperature 
stresses.  The  maximum  tension  allowed  in  the  concrete  in  the 
arches  was,  including  temperature  stresses,  due  to  a  variation  of 
40^,  75  lbs.  per  sq.  in.  The  maximum  shear  allowed  was  75 
lbs.  per  sq.  in.  It  was  required  that  the  ribs  reinforcement  under 
a  stress  not  exceeding  18,000  lbs.  per  sq.  in.  must  be  able  to  take 
the  entire  bending  moment  of  the  arch  without  aid  from  the  con- 
crete. It  was  also  required  that  the  area  of  steel  at  the  crown  of 
the  arch  should  be  at  least  2%  of  the  total  area  of  the  arch  at 
the  crown. 

The  Lnten  Arch. — A  type  of  arch  bridge  which  has  success- 
fully competed  with  steel  truss  bridges  is  the  Luten  arch.  In 
this  bridge  the  horizontal  thrust  is  taken  up  by  longitudinal  ties 
extending  between  the  abutments  underneath  the  bed  of  the 
stream  and  buried  in  concrete.  The  usual  heavy  abutments 
which  are  necessary  when  the  banks  of  the  stream  are  not 
ledge  rock  are  thus  dispensed  with,  only  enough  material  being 
needed  at  the  abutments  to  enable  the  arch  ring  to  be  connected 
to  the  horizontal  ties. 

A  longitudinal  and  cross  section  of  one  of  the  largest  bridges 
of  this  type  are  shown  in  Fig.  605.  This  arch  was  constructed 
at  Yorktown,  Tnd.  The  span  is  95  ft.  and  rise  of  the  arch 
from  spring  to  crown  is  ii  ft.  t  in.,  or  about  one-nintli  of  the 
span,  the  springing  being  at  approximately  low  water  level.  The 
depth  of  the  water  at  mid-span  is  about  4  ft.  6  ins.,  making  a 
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total  height  of  opening  of  15  ft.  7  ins.  The  steel  tie  rods  extend 
from  abutment  to  abutment  beneath  the  bed  of  the  stream  and 
are  embedded  in  a  6-in.  concrete  pavement.  The  pavement  is 
provided  at  both  up  and  down  stream  edges  with  aprons  pro- 
jecting downward  into  the  bed  of  the  stream.     These  prevent 
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Fig.  005.— Lu-.en   Arch   BrIdBe,   Yorktown,   Md. 
the   pavement   from   being  undermined,   and    make   the   bridge 
flood-proof. 

The  reinforcements  of  the  arch  rib  consist  of  ^-in.  steel  rods, 
spaced  6  ins.  on  centers,  and  arranged  in  series  of  single  rods 


FIb.  606.— Details  ot  Me  Ian  Arcb  Bridge  at  Dayton,  O. 


passing  through  the  tension  region  of  the  arch  rib  that  is  near 
the  intrados  at  the  crown  and  the  extrados  at  the  haunches  and 
abutments. 

Since  the  limits  of  the  tensile  regions  are  not  easily  deter- 
mined, the  reinforcing  rods  are  arranged  to  cross  the  an*  rib 
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from  intrados  to  extrados  at  points  distributed  over  the  area 
of  probable  minimum  moment. 

In  addition  to  the  ^-in.  steel  rods,  a  reinforcement  consist- 
ing of  electric  welded  wire  netting  was  attached  to  the  rods 
throughout  the  crown  of  the  arch.  This  netting  was  of  No.  6  x 
No.  10  wire,  spaced  3  ins.  and  8  ins.  respectively,  the  heavier 
wires  running  longitudinal  to  the  axis  of  the  bridge. 

The  arch  rib  was  built  in  parallel  rings,  the  middle  ring,  12 
ft.  wide,  bsing  placed  first,  and  the  two  end  rings  3  ft.  6  ins. 
each,  with  spandrel  and  rails  following.  Each  ring  was  started 
at  both  footings  simultaneously  and  was  advanced  continuously 
to  meet  at  the  crown.  The  separate  rings  were  bonded  together 
with  transverse  rods  across  the  roadway,  and  then  afterward 
into  the  rails  with  seven  over  the  crown  and  two  at  each  abut- 
ment.  The  wire  netting  was  continuous  across  the  entire  width 
of  the  roadway. 

Dayton,  Ohio,  Melan  Arch  Bridge. — A  seven-span  Melan  rein- 
forced concrete  bridge  having  a  total  length  of  588  ft.  was  con- 
structed at  Dayton,  O.,  in  1903.  The  lengths  of  the  spans 
varied  from  69  ft.  at  the  ends  to  88  ft.  at  the  center.  The  width 
of  the  bridge  in  the  clear  is  54  ft.  The  proportion  of  rise  of 
arch  to  length  of  span  adopted  increased  from  1-13  to  i-io.  The 
bridge  was  designed  to  carry  a  live  load  of  150  lbs.  per  sq.  ft. 
and  two  lines  of  40-ton  electric  motor  cars.  The  distance  be- 
tween crown  of  arch  and  crown  of  roadway  varied  from  13  to 
15  ins.,  so  that  the  railway  tracks  practically  rested  on  the  asch 
ring  at  the  center  of  the  span. 

Figure  606  shows  a  half  longitudinal  section  together  with 
partial  cross-sections  of  the  88  ft.  span.  The  size  and  arrange- 
ment of  the  reinforcement  are  shown  on  the  drawing.  A  1:2:4. 
stone  concrete  was  used  for  the  arch  ring.  A  ^-in.  coating  of 
cement  mortar  covered  with  a  coat  of  tar  was  used  for  water- 
proofing the  arch  ring.  This  bridge  was  designed  by  the  Con- 
crete-Steel Engineering  Co.  of  New  York  City. 

Helan  Hinged  Arch. — The  reinforced  concrete  arch  bridge 
at  Laibach,  Austria,  is  a  good  example  of  the  application  of 
the  Melan  system  to  the  construction  of  a  hinged  arch  bridge. 
This  bridge  was  designed  by  Prof.  J.  Melan,  of  Prague,  and 
crosses  the  Laibach  River  on  a  skew  of  9°  14'.  The  clear  span 
cf  the  arch  is  108.2  ft.  and  the  rise  is  14.23  ft.  center  to  center 
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Concrete  Hinge  Bteki. 


iJ;  Hinge  jf  Stwl  tiirti™. 

S    Fig.  000.— Crown  Hlnse.  Lalbach  Bridge 
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of  hinges.  Fig.  607  shows  arch  section,  together  with  arrange- 
ment of  the  reinforcement.  The  thickness  of  the  main  arch 
ring  i^aries  from  20  ins.  at  the  crown  to  27y2  ins.  at  the  haunches, 
and  25J/lins.  at  the  skewbacks.  The  arch  reinforcement  con- 
sists of  14  arched  steel  lattice  girders  whose  flanges  are  every- 
where about  2  ins.  within  the  concrete  and  spaced  from  3.3  to  3.8 
ft.  centers.  Four  sets  of  steel  cross-frames  parallel  with  the 
axis  of  the  bridge  connect  and  brace  these  skeleton  trusses. 
Three  secondary  arches  near  each  end  of  the  main  arch  assist 
in  carrying  the  roadway.  These  secondary  arches  have  spans 
of  7.4  ft.  and  their  intrados  is  semi-circular.  They  have  a 
thickness  of  6  ins.  in  the  center,  but  thicken  rapidly  toward  the 
haunches.  The  reinforcement  consists  of  curved  4  in.  I-beams 
spaced  3  ft.  and  3  ft.  10  in.  centers. 

Details  of  the  hinges  are  shown  in  Figs.  608  and  609.  Thesp 
hinges  are  backed  by  blocks  of  concrete  moulded  several  months 
before  erection  was  begun.  Full  and  uniform  contact  of  the 
curved  abutting  faces  was  secured  by  placing  in  the  joint  a  strip 
of  hard  lead  4  ins.  wide  and  1-16  in.  thick. 

The  center  hinge  of  the  steel  ribs  is  a  simple  abutting  pin 
joint  as  will  be  seen  from  the  drawing,  but  the  skewback  hinges 
of  the  ribs  have  wedges  for  accurate  adjustment  of  the  span. 

After  the  arch  was  completed  and  the  centering  removed,  the 
hinges  of  the  metal  ribs  were  encased  in  concrete. 

The  character  of  the  falsework  is  also  shown  in  Fig.  607. 
Eight  centering  frames  were  used,  spaced  about  7  ft.  apart  and 
braced  together  by  diagonal  timbers.  Each  frame  rested  on  7 
supports  consisting  of  single  piles.  On  the  top  of  each  support 
was  fixed  a  sand  box.  The  upper  members  of  the  centering, 
frames  were  not  continuous,  but  were  cut  in  the  middle  of  each 
panel  and  here  rested  on  cross  timbers  hung  from  the  steel 
reinforcing  ribs  by  means  of  hangers,  as  shown  in  Fig.  610. 

The  Omenwald  Bridge. — The  Gruenwald  Bridge,  at  Munich,  is 
the  largest  reinforced  concrete  bridge  thus  far  built.  This  struc- 
ture consists  of  two  arched  spans  of  230  ft.,  and  of  five  28- ft. 
girder  approach  spans.  The  arched  spans,  which  are  ttiree- 
hinged  arches,  are  of  the  type  with  open  spandrel  construction 
supporting  the  beams  and  slab  roadway.  The  rise  of  the  arches 
is  42  ft.  center  to  center  of  hinges.  The  roadway  is  30  ft.  wide 
over  all,  with  a  16.5  ft.  roadway  and  two  5-ft.  sidewalks.    The 
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arches  are  26.2  ft.  wide,  and 
have  a  thickness  of  30  ins.  at  the 
crown,  36  ins.  at  the  sprinffiiig 
line,  and  a  maximum  thickness 
of  48  ins.  at  the  quarter  points. 
I'igiire  61 1  shows  partial  eleva- 
tion, plan  and  section  of  the 
bridge. 

The  hinges  are    steel  castings 

with   a    convex-concave   rollinf; 

surface.     I-'ig.   612  shows  detail 

of  hinges.    The  convex  face  has 

a  radius  of   8  ins.  and   the  c<in- 

•  <?  cave  face  a  radius  of  10  ins.    .\ 

dowel   at    the    center     provides 

1  I  security  against   accident.     The 

^  *  hinge    castings    were     made   in 

lengths  of  31 J^  ins.,  and  adjoin- 

0  ing   pairs    were    spaced    2  in-. 
'  apart,  giving  ten  pairs  of  hin);c- 

1  to    each   joint.     The  back  face 
IliX  of  each  casting  was  planed,  and 

a  lead  plate  about  ^  in.  thick 
was  placed  between  the  castings 
which  it  abuts.  Special  blocks  of  con- 
crete were  necessary  nn  account  of  the  excessive  bearjng  bark 
of  the  lead   plates,    14.00  lbs.   per   sq.   in.       The   blocks  were 
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and  arch  block  against  ' 


CONCRETE    IN    BRIDGE    CONSTRUCTION. 


791 


moulded  in  planed  cast-iron  moulds,  and  were  provided  with 
transverse  reinforcing  bars  to  prevent  splitting;  these  bars  ex- 
tend at  right  angles  to  the  general  direction  of  the  hinge  joints, 
and  are  distributed  uniformly  through  the  thickness  of  the 
block.     One  block  was  placed  under  each  hinge. 

The  reinforcement  of  the  arch  ring  consists  of  eighteen  28 
mm.  {i.i  in.)  steel  rods,  nine  each  at  the  top  and  bottom  of 
the  ring.  The  rods  were  tied  together  at  3  ft.  intervals  with  14 
in.  stirrups.  Round  sleel  rods  were  used  throughout.  In  addi- 
tion to  this  reinforcement,  a  special  reinforcement  was  placed 
under  each  transverse  line  of  posts  to  aid  in  the  distribution  of 
the  post  loads  on  the  concrete. 


Fig.  U13.— Main  J 


Two  ^-in.  diatn,  transverse  rods  were  placed  near  the  top 
of  the  arch  rib,  and  four  rods  of  the  same  size  near  the  bottom  of 
th;  rib.  The  arrangement  and  size  of  the  reinforcing  rods  are 
shown  in  Fig.  613. 

The  posts  supporting  the  roadway  are  spaced  3.28  ft.  apart 
transversely,  and  6.56  ft.  apart  longitudinally.  All  interior 
posts  are  approximately  16x16  ins.  in  section,  and  vary  in 
height  from  5  ft.  to  38  ft.  Their  reinforcement  consists  of 
longitudinal  rods  tied  together  by  '/i-in.  rods  spaced  14  ins.  on 
centers.  The  longitudinal  reinforcements  vary  from  about 
eight  rods  Ji*'"-  diam.,  to  four  rods  ^-in.  diam.  The  posts 
in  the  outer  rows  were  widened  out  at  the  outer  face  to  a  T- 
section  so  as  to  present  a  face  28  ins.  wide  in  side  elevation. 
Their  reinforcement  varies  from  eight  rods  +i-in.  diam.  to 
eight  rods    H-in.  diam.     The  reinforcing  rods  of  all  posts  tx- 
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tend  downward  from  i6  to  20  ins.  into  the  concrete  of  the 
arch  ring. 

The  roadway  consists  of  a  flat  plate  7.9  in.  thick,  and  of 
a  6.56-ft.  span  resting  on  five  Hnes  of  longitudinal  stringers  of 
13.12-ft.  span  supported  by  the  posts. 

Fig.  .614  shows  cross-section  of  roadway,  also  sections  of 
roadway  stringer  over  the  arch  and  section  of  girder  spans.  The 
floor  plate  is  approximately  8  ins.  thick,  and  is  reinforced  in 
each  13-ft.  panel  by  twelve  top  rods,  eight  of  ^-in.  diam.  and 
four  of  ^-in.  diam.,  and  ten  bottom  rods,  six  of  J/2-in.  diam.  and 
four  of  °/i6-in.  diam.  Six  of  the  bottom  rods  are  bent  diagon- 
ally upwards  near  the  quarter  points.  The  floor  stringers  over  the 
arches  are  10  x  16  ins.  in  section  below  floor  plate,  and  are  rein- 
forced with  four  bottom  rods,  %-m.  diam.,  and  two  top  rods, 
^'/le-in.  diameter.    Over  the  supporting  posts  half  of  the  bottom 
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Fig.  614. — Cross-Section  of  Roadway,  Gruenwald  Bridge. 

rods  are  bent  upward  and  lie  in  the  top  of  the  beam  over  the 
posts.  The  approach  girders  are  16  x  32-in.  in  section  below  the 
floor  plate,  and  are  reinforced  with  i  rod  t5-in.  diam.  and  5  rods 
i^-in.  diameter.  The  arrangement  of  the  rods  is  shown  in 
Fig.  614.  This  bridge  was  designed  to  carry  a  uniformly  dis- 
tributed live  load  of  82  lbs.  per  sq.  ft.,  and  a  concentrated  load 
consisting  of  a  22-ton  road  roller.  The  maximum  compression 
on  the  concrete  was  taken  at  510  lbs.  per  sq.  ft.  (36  kg.  per 
sq.  cm.). 

Parabolic  Arch  Bridge,  Wabash,  Ind.— Pigure  615  shows  eleva- 
tion and  cross  sections  of  a  parabolic  arch  bridge  with  a  clear 
span  of  75  ft.  The  reinforcement  used  was  Kahn  bars,  which 
gives  an  unusual  arrangement  of  the  steel  in  the  arch  ring.  Two 
spans  of  75  ft.,  together  with  the  approaches,  made  up  a  total 
length  of  this  bridge  of  240  ft. 

The  arches  carry  solid  spandrel  walls,  with  earth  filling  be- 
tween.   The  spandrels  were  designed  as  vertical  cantilever  slabs. 
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The  arch  ring  is  i8  ins.  thick  at  the  crown,  and  3  ft.  4  ins.  at  the 
haunches.  The  size  and  arrangement  of  the  reinforcing  bars 
are  shown  in  Fig.  615.  Figure  616  shows  framing  of  centering 
used  in  the  construction  of  this  bridge. 

Bibbed  Arches. — Ribbed  arches  have  not  thus  far  been  used  to 
any  extent  in  this  country,  although  they  are  popular  in  Con- 
tinental Europe.  The  saving  in  materials  and  reduction  in  dead 
weight  are  items  which  deserve  careful  consideration  in  localities 
adapted  to  the  use  of  this  type  of  structure.  The  cost  of  forms, 
however,  is  higher  than  for  the  solid  arch.  The  75-ft.  bridge  at 
Grand  Rapids,  Michigan,  and  the  Deer  Park  Gorge  Bridge,  near 
La  Salle,  111.,  may  be  taken  as  examples  of  ribbed  arch  construc- 
tion of  American  design. 

The  Grand  Bapids  Bridge. — The  Grand  Rapids  Bridge  is 
used  as  an  approach  to  a  steel  truss  bridge  across  the  Grand 
River,  at  Grand  Rapids,  Mich.  This  bridge  has  a  span  of 
75  ft.,  and  consists  of  seven  parallel  parabolic  arch  ribs,  sup- 
porting a  slab  and  girder  floor  by  means  of  columns.  Five 
ribs  2  ft.  wide,  50  ins.  deep  at  springing  lines,  and  32  ins. 
deep  at  the  crown,  support  the  21 -ft.  roadway,  while  the  side- 
walks are  supported  by  two  ribs,  each  i  ft.  wide,  50  ins.  deep 
at  springing  and  25  ins.  deep  at  the  crown.  The  soffits  are 
all  shaped  to  the  same  curve  of  three  centers,  approximating  very 
closely  a  parabola  of  14  ft.  rise  and  75-ft.  span.  The  linear  arch 
of  the  main  ribs  has  a  rise  of  12.7  ft.  The  ribs  are  connected  and 
braced  by  4-in.  reinforced  concrete  slab  webs  lying  near  the 
neutral  axis  of  the  ribs.  These  were  deemed  necessary  to  stiffen 
the  ribs  to  resist  the  impact  of  floating  ice  and  drift  during  floods. 
The  webs  extend  between  the  main  ribs  from  each  abutment  to 
the  second  row  of  columns,  and  between  the  outer  ribs  and  those 
adjacent  they  extend  to  the  third  row  of  columns.  The  general 
arrangement  of  ribs,  struts  and  posts  are  shown  in  plan, 
elevation  and  section  in  Figs.  617,  618  and  619.  As  will  be 
seen,  in  addition  to  the  webs,  the  ribs  are  further  stiffened  by 
8  X  8-in.  concrete  struts  at  each  of  the  middle  columns.  The 
longer  columns  are  also  connected  by  4-in.  vertical  webs  of 
reinforced  concrete.  The  columns  under  the  roadway  are 
12  X  12  ins.,  with  a  i-in.  chamfer  on  the  comers.  The  sidewalk  ' 
columns  are  10  x  12  ins.  The  sidewalk  slabs  are  9  ft.  wide, 
and  overhang  the  6  x  12-in.  longitudinal  beam  3  ft.     They  are 
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reinforced  with  yi-in.  bars  spaced  8  ins.  centers.    The  roadway, 
which  is  built  in  the  form  of  a  trough,  has  an  8-in.  reinforced 


Hair  LengltiKtlnat  Sadion  ihow'in^  nib*D?      Half  LongituOlnal  Saetion  ahoMng  KtoV. 

Fig.  617.— Plan  and  Sections  or  Grand  Rapids,  Mlcb.,  Brldsa. 
slab.    Sections  of  arch  rings,  cantilevered  sidewalk,  vertical  posts 
and  struts  are  shown  in  Fig.  6i8.    The  arrangement  of  the  shear 
bars  in  the  arch  ribs  is  shown  in  Fig.  619.    This  figure  also  shows 


CONCRETE  AND  REINFORCED  CONCRETE. 


construction  of  centering  used 
for  this  bridge.  As  will  be  seen, 
it  consists  of  vertical  posts 
braced  together  to  form  bents 
supporting  the  timbers  carrying 
the  lagging,  which  was  only  of 
sufficient  length  to  form  bottom 
of  box  for  the  rib. 

The  arch  ribs  were  built  com- 
plete in  one  operation,  usually 
two  ribs  being  placed  in  one 
day.  The  top  of  the  crowns 
was  roughened  to  form  a 
bond  with  the  roadway  slab 
and  girders  into  which  the  main 
ribs  merged.  The  reinforce- 
ment for  the  columns  was 
placed  when  the  rib  concrete  was 
placed  and  extended  nearly  to 
the  bottom  of  the  ribs.  After 
tlie  ribs  had  been  concreted, 
the  forms  for  the  post  girders 
and  for  slabs  were  inil  in  posi- 
tion, and  the  concreting  com- 
pleted in  one  operation. 

This  bridge  was  constructed  without  hinges,  but  expansion 
joints  of  tarred  felt  and  tar  were  made  across  the  bridge  at  the 
center  and  two  abutments,  the  center  joint  extending  through 
the  slabs  to  the  arch  ribs  and  columns. 
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This  bridge  was  designed  to  carry  a  15-ton  road  roller,  or  a 
24-ton  electric  car  or  a  uniform  live  load  of  250  lbs.  per  sq.  ft.  on 
roadway  and  100  lbs.  per  sq.  ft.  on  sidewalks.  A  factor  of  safety 
of  two  for  dead  loads  and  four  for  live  loads  was  used. 

It  is  stated  that  the  cost  of  forms  and  concrete  in  arches,  slabs, 
sidewalks  and  roadway,  etc.,  290  cu.  yds.  being  used,  was: 

Cost  per  ou.  ji. 
of  concrete. 

Forms :  Material   $37o 

Labor    3.03 

$673 

Oincrete :  Materials   $322  ■ 

Labor    3.57 

6.79 

Total  $13-52 

Deer  P&rk  Oorge  Bridge. — This  bridge  may  be  taken  as  an 
example  of  light  construction,  as  it  is  intended  only  for  a  foot 


Pig.  620.— Deer  Park  Qorge  Bridge. 

bridge.  The  clear  span  is  72  ft.,  length  over  all  95  ft.,  and  dis- 
tance between  hand  railings  4  ft.  6  ins.  The  rise  of  the  arcli  is 
7  ft.  6  ins.,  with  a  camber  of  4  ins.  Figure  620  shows  half  plan 
elevation  and  cross-section  of  the  bridge.  The  arch  rings  are 
16  ins.  in  thickness,  and  vary  in  depth  from  20  ins.  at  the  crown 
to  24  ins.  at  the  haunches.  From  the  arch  ring  to  the  floor  line 
there  is  a  7-in.  spandrel  wall,  on  which  is  carried  the  4-in,  hori- 
zontal floor  slab.  A  series  of  6-in.  diaphragms  spaced  5-ft.  centers, 
extending  from  the  floor  line  to  the  bottom  of  the  arch  ring,  were 
placed  between  the  ribs. 

Each  rib  is  reinforced  with  four  i  x  i-in.  x  0.87-lb.  steel  T-bars, 
located  as  shown  in  Fig.  620.  The  bars  are  in  four  lengths,  and 
have  wired  splices  staggered,  and  are  carried  entirely  throujdi 
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the  abutment  ends  of  the  ribs.  The  diaphragms  are  reinforced 
with  transverse  T-bars,  as  shown.  Vertical  T-bars  are  run  up 
from  the  ribs  into  the  railing  posts.  The  floor  slab  is  reinforced 
with  I  X  i-in.  X  0.87-lb.  T-bars  running  transversely,  and  spaced 


Fit.  621.— Details  oF  Hand  Ralllags   Deer  Park  Qorge  Bridge, 
about  6  ins,   apart      Three   i   x    'A-m    flats  are  located  in  the 
floor  slab,  and  run  longitudinallj   the  full  floor  length. 

Figure  621  shows  details  of  reinforced  concrete  hand  railing. 

Figure  622  sliows  side  elevation  and  section  of  centers  and 
forms  used  for  this  bridge.  The  size  of  timbers  and  method  in 
which  they  are  placed  are  shown  in  the  f^ure.    On  the  top  of  the 


Fig.  622. — Centers  tor  Deer  Park  Qorge  Biidsa. 
12  X  12-in,  longitudinal  cross  timbers,  which  are  supported  as 
shown,  were  erected  2  x  4-in.  vertical  bracing  to  support  the 
lagging.  The  lagging  consisted  of  2  x  lo-in,  plank  placed  length- 
wise and  flat,  with  staggered  joints,  and  on  these  a  floor  of 
2  X  lo-in.  transverse  planks  were  placed,  and  acted  as  a  working 
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floor  as  well  as  bottom  for  the  forms.  The  ribs  were  concreted 
first,  then  the  forms  for  the  remainder  of  the  structure  put  in 
position,  and  the  concreting  completed.  A  1:2:4  concrete  was 
used.  A  I -in.  mortar  finish  was  applied  to  the  floor  for  a  wearing 
surface.  It  is  claimed  by  Mr,  J,  B.  Strauss,  who  designed  this 
bridge,  that  a  saving  of  from  25  to  35  per  cent,  resulted  from 
the  use  of  the  ribbed  arch  type. 


C.i^T<iW,- 


Flg.  023.— Three-Hinged  Arch,  Brookslde  Pftrt.  Cleveland.  O. 

Three-Hinged  Concrete  Arch  Bridge,  Brookaide  Park,  Cleve- 
land, 0. — This  concrete  bridge  over  Big  Creek,  in  Brookside 
Park,  Cleveland,  O.,  is  one  of  the  few  three-hinged  arch 
bridges  constructed  in  this  country.  The  shape  of  the  arch 
is  that  of  a  semi-ellipse,  whose  major  axis  is  92  ft.  and  semi- 
minor  axis  9  ft.  The  arch  proper,  however,  stops  at  the  abut- 
ment hinges,  giving  a  span  length  between  abutment  hinges  of 
86  ft,  4J^  ins.  The  rise  of  the  arch,  1.  e.,  the  vertical  distance  be- 
tween center  and  abutment  hinges,  is  5  ft.  2'/^  ins.,  making  an 


J  J 

1° 

^ 

A 
0 

'"^ 

'1 

. 

0 

. 

t 

b 

6 

£' 

r 

jfj 

,  =?■ 

u 

3 

i 

J 

TiE.  624.— HtDgea  tor  Brookside  Park  Bridge, 
extremely  flat  arch.  The  width  of  the  arch  is  12  ft.  9  ins.  Figure 
623  shows  cross  and  longitudinal  sections  of  this  bridge,  while 
Fig.  624  shows  details  of  a  part  of  one  of  the  hinges.  The 
thickness  of  the  concrete  at  the  crown  is  2  ft.,  and  at  the  abut- 
ment hinges  3  ft.  The  abutments  rest  upon  and  are  buried  in 
firm  shale  rock.  The  concrete  is  entirely  unreinforced,  with  the 
exception  of  a  few  rods  used  to  tie  the  spandrel  walls  to  the  arch 
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proper  to  prevent  any  possible  failure  when  the  earth  filling 
should  be  placed  on  the  bridge. 

A  1 :  2j4 :  5  concrete  mixture  was  used,  but  the  outside  faces 
were  made  of  a  2-in.  coating  of  very  rich  concrete,  which  was  put 
in  at  the  same  time  as  the  body  of  the  concrete.  The  arch  was 
further  waterproofed  with  a  very  heavy  coating  of  asphalt  gum. 

The  position  of  the  hinges  was  so  chosen  as  to  prevent  any 
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Pig.  626.— Spandrel  Wall. 
Piney  Creek  Bridge. 


Fig.  627.^Interior  Spandrel  Construction, 
Piney  Creek  Bridge. 


tension  on  the  concrete.  The  hinges  were  built  up  of  plates  and 
angles,  and  have  cast-iron  bearing  plates  carefully  fitted  to  2j/$-in. 
diam.  steel  shafting,  so  as  to  secure  a  uniform  bearing  on  the 
shaft.  Before  being  placed  in  position  the  hinges  were 
thoroughly  greased  and  the  joints  all  carefully  protected  against 
rust.  At  the  joints  the  concrete  was  separated  J4  in.,  and  this 
opening  carefully  closed  by  calking  it  with  pure  asphalt.    The 
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maximum  compressive  stress  coming  upon  the  concrete  is  500 
lbs.  per  square  inch.  This  bridge  was  designed  by  A.  W.  Zesign, 
Asst.  Park  Engr.,  Cleveland,  O. 

Piney  Creek  Bridge,  Washington,  D.  C. — The  parabolic  con- 
crete bridge  over  Piney  Creek  at  i6th  Street,  Washington,  D.  C, 
is  an  unusual  type  of  concrete  bridge.  The  arch  ring  has  the 
curve  of  a  parabola,  a  clear  span  of  125  ft.,  and  a  rise  of  39  ft. 
The  spandrels  are  hollow,  and  a  framework  of  reinforced  con- 
crete between  curtain  walls  carries  the  floor  slab.  The  spandrels 
and  the  floor  slab  are  of  reinforced  concrete,  but  the  arch  ring 
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Pig.  628. — Pennypack  Creek  Bridge,  New  York  Short  Line  Railway. 

is  unreinforced,  except  for  a  net  of  face  bars  to  resist  surface 
cracking.  Figure  625  shows  horizontal  and  vertical  sections  of 
the  bridge.  The  spandrel  constructions  consist  of  two  solid 
spandrel  walls,  and  between  them  two  rows  of  columns,  al^  sup- 
porting a  ribbed  floor  slab.  The  longer  spandrel  columns  are 
stiflFened  laterally  by  horizontal  braces  between  columns  in  both 
directions ;  the  transverse  braces  running  with  the  spandrel  walls. 
Columns,  walls  and  girders  are  all  reinforced,  as  shown  in  detail 
in  Figs.  625-627.  The  spandrel  construction  is  continued  over 
the   abutments,   with   certain   modifications.     First  one   row  of 
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columns  is  used  instead  of  two,  and  the  lower  portions  of  these 
columns  are  connected  by  walls  to  form  closed  cells,  which  are 
filled  with  earth. 

The  reinforcement  of  the  floor  slab  is  indicated  in  Fig.  627. 
The  slab  is  stiffened  by  transverse  ribs  over  the  columns.  These 
ribs  or  girders  vary  in  section  from  24  x  16  to  36  x  18  ins.,  and  are 
reinforced  with  from  six  to  nine  i^^-in.  rods  spaced  4-ins.  centers. 
Alternate  rods  are  bent  up  at  the  ends  of  span,  and  carried  over 
the  columns.  The  slab  reinforcement  consists  of  ^-in.  transverse 
rods  spaced  6-ins.  centers  and  ?^-in.  longitudinal  rods  spaced  12- 
ins.  centers. 

P^nnypack  Bridge. — An  unrein  forced  concrete  bridge  348  ft. 
long,  having  an  extreme  height  of  about  80  ft.,  was  recently  con- 
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Fig.   629. — Expansion   Joint,   Pennypack  Creels  Bridge. 

structed  for  the  New  York  Short  Line  R.  R.,  over  the  Pennypack 
Creek,  about  12  miles  from  Philadelphia.  This  bridge  is  a  mono- 
lithic structure,  and  comprises  four  full  centered  arches  of  60-ft. 
span,  supported  by  two  abutments  and  four  piers,  all  of  concrete. 
Figure  628  shows  plan,  elevation  and  sections  of  two  end  spans. 
The  expansion  joint  at  piers  is  also  shown  in  detail.  The  arches 
have  a  radial  thickness  of  3  ft.  at  the  crown,  increasing  over  the 
haunches  to  a  maximum  thickness  of  11  ft.  on  the  center  line 
of  the  piers,  where  the  upper  surfaces  of  two  arches  meet.  The 
upper  faces  of  the  arch  terminate  on  the  plane  of  the  spandrel 
walls,  which,  like  the  piers,  are  carried  up  to  the  level  of  the 
base  of  rail. 

Vertical  expansion  joints  are  provided  in  the  spandrel  walls 
over  each  pier,  as  shown  by  Fig.  629. 
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Figure  630  shows  longitudinal  section  through  arch  and  abut* 
ment,  while  Fig.  631  shows  section  at  crown.  Details  of  centering 
and  forms  for  piers  are  also  shown  in  these  figures.  Sizes  of 
materials  used  are  marked  on  drawing. 

A  1:2:4  concrete  was  used  for  all  parts  of  the  bridge  above 
the  springing  line,  while  a  1:3:6  concrete  was  used  exclusively 
below  these  points. 

Weak  Haunch  Beinf orcement. — The  use  of  extremely  flat  arches 
necessary  to  secure  sufficient  head  ro6xn  or  waterway  has  led  to 
the  use  of  three  or  five  centered  or  elliptical  arches.  In  many 
cases  where  such  arches  have  been  used,  the  arches  have  cracked 
on  the  haunches,  the  cracks  opening  up  on  the  extrados;  and 
where  a  solid  parapet  wall  and  railing  of  monolithic  construction 
has  also  been  employed,  the  cracks  extend  through  these.  These 
cracks,  while  not  endangering  the  safety  of  the  bridge,  are  both 
unsightly  and  objectionable.  The  flat  portion  of  the  arch  un- 
doubtedly acts  as  a  beam,  and  it  would  appear  to  be  desirable 
in  some  cases  to  design  the  bridge  as  a  cantilever  or  fixed  beam, 
or  at  least  give  it  a  segmental  form,  and  increase  the  extradosal 
reinforcement  considerably  beyond  what  is  theoretically  re- 
quired. The  Seeley  Street  Bridge,  Brooklyn,  N.  Y.,  shows  bad 
cracks  through  the  haunches,  and  reaching  through  the  spandrel 
walls.  A  low  unit  stress  in  both  steel  and  concrete  should  also 
be  used,  say,  from  9,000  to  12,000  lbs.  pc  sq.  in.  for  the  former 
and  250  to  350  lbs.  for  the  latter.  When  possible,  it  will  be  well 
to  remove  the  centering  and  allow  the  arch  to  settle  in  place 
before  building  the  parapet  walls  and  railing.  In  many  cases 
it  will  be  found  desirable  to  mould  the  railing  in  sections,  and 
set  it  up  after  the  arch  ring  and  parapet  have  been  completed. 

Expansion  Joints. — Expansion  joints  are  usually  provided  for 
the  spandrel  walls  or  arches  at  each  pier  and  at  tl^^  abutments, 
to  allow  for  some  movement  due  to  temperature  changes.  Ex- 
pansion joints  may  be  made  by  placing  in  the  joint  several  thick- 
nesses of  corrugated  asbestos  board,  protected  by  a  J^-in.  lead 
plate  folded  into  the  joint  to  form  a  trough  at  the  top.  An  as- 
phaltic  coating  may  then  be  placed  over  the  lead,  covering  the 
whole;  this  gives  an  elastic  and  perfectly  waterproof  joint. 
Tongued  and  grooved  joints  are  sometimes  used,  but  in  general 
a  lead  covering  such  as  that  shown  in  Fig.  632,  it  is  believed, 
will   prove  the  most  satisfactory.     The     foints    shown  in  the 
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f^re  were  used  on  the  Big  Muddy  Bridge.  Illinois  Central  Ry. 
See  also  Fig.  629  for  expansion  joint  used  for  the  Pennypack 
Bridge. 


Fig.  632 —Ex pan B Ion  JolDtB    Big  Muddy  Bridge    UIIdoIb  Ceotral  R  R. 

Waterproofing  and  Drainage  — It  is  customary  to  waterproof 
the  top  of  the  arch  ring  and  arches  o\er  the  spandrels  either 
with  a  Portland  cement  grout  or  a  coating  of  asphalt.  The 
methods  for  waterproofing  described  in  another  chapter  may 
be  applied  to  bridges.  Pipe  drains  should  also  be  provided 
to  carry  off  the  water  and  discharge  it  at  points  where  it  can 
do  no  harm.  It  is  desirable  where  the  expense  may  be 
allowed  to  use  bronze  for  the  drain  pipes,  as  iron  or  steel  pipes 
will  rust  and  discolor  the  masonry. 

CULVERTS. 

Culverts  of  arch  form  are  built  botli  in  plain  and  reinforced 
concrete,  while  reinforced  concrete  is  extensively  used  for  the 
construction  of  box  culverts.  For  small-sized  culverts  rein- 
forced concrete  pipes  may  be  used  to  replace  cast  iron  and 
vitrified  clay  pipes,  in  many  cases  with  considerable  saving  in 
cost.  The  smooth  waterway  obtained  when  concrete  is  used 
in  the  construction  of  culverts  increases  considerably  their 
capacity,  and  prevents  stoppage  of  the  waterway  by  drift,  which 
is  a  common  trouble  met  with  in  the  ordinary  loose  stone  cul- 
verts often  used  in  high  embankments.  Again,  when  such 
construction  is  used  with  suitable  wing  walls,  no  trouble  may  be 
feared  from  the  water  undermining  the  earth  embankment  and 
dropping  the  track  during  time  of  flood.  Reinforced  concrete 
culverts  have  licen  adopted  as  the  standard  construction  by  a 
number  of  American   railroads. 

Figures  633  and  ('134  show  the  standard  pattern  used  by  the 
Chicago.  Burlington  &  Qiiincy  Ry.  for  standard  box  ciJverts, 
tlie  first  for  clear  spans  up  to  7  ft.,  and  the  second  for  spans  of 
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8  ft.  and  over;  while  Fig.  635  shows  the  standard  pattern  for 
arch  culverts  of  small  span.  The  dimensions  L  and  1  in  the 
box  culvert  designs  are  determined  by  the  formulas: 


10 
L  =  —  h  +  x  +  3  ft.,  and 

3 

10 

1   =  —  h  +  X, 

3 


^ j:V 


Pig.  633.— Standard  Box  Culvert  for  Clear  Widths  of  7  Ft..  C,  B.  &  Q.  Ry. 


J^^f.1^. 

'•R^ 


?5 


Fig.  634. — Standard  Box  Culverts  for  Clear  Widths  of  8  Ft.   and    Over, 

C,  B.  &  Q.  Ry. 
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Fig.  635. — Standard  Arch  Culverts  for  Interior  Dimensions  of  4  x  4  Ft.; 

5x5  Ft.  and  (i  x  0  Ft.,  C,  B.  &  Q.  Ry. 

in  which  x  =  width  of  the  roadbed  at  the  crown,  and  h  =  height 
of  fill  above  the  culvert.  In  the  arch  culvert  pattern  the  dimen- 
sion L  is  determined  by  the  formula: 

10 
L  =  —  h  +  x  +4ft 

3 

All  other  dimensions  are  determined  by  the  cross-sectional  sizes 
of  the  waterway. 

Table  LXXIII.,  taken  from  '^Railway  Maintenance  and  Struc- 
tures" for  September,   1906,  gives    the  dimensions    and  thick- 
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nesses  of  roof,  floor  and  side  walls,  together  with  amount  of 
concrete  used  for  the  various  sizes  adopted  as  standards  by  this 
railroad : 


TABLE  LXXIII. 
Box    Culverts     Pattern    Fig.    633. 


Inside 

Length  of 

Cn.  yds. 

Cn.  yds. 

Thickness 

Thickness 

Thickness 

dimensions 

wing  walls. 

concrete 

cone.  lin. 

side  walls. 

roof  slab. 

floor  slab. 

in  feet. 

ft. 

ins. 

wing  walls. 

ft.,  barrel. 

inches. 

inches. 

inchfls. 

4X4 

5 

10 

7.4 

0.75 

12 

12 

12 

4x5 

7 

6 

9.2 

0.83 

12 

12 

12 

4X6 

9 

2 

1 1.6 

0.9 

12 

12 

12 

5X4 

6 

I 

9.0 

0.91 

12 

14 

14 

5x5 

7 

9 

11.3 

0.99 

12 

14 

14 

5x6 

9 

6 

13.9 

1.06 

12 

14 

14 

6X5 

8 

0 

135 

1. 18 

12 

16 

16 

6x6 

8 

0 

16.5 

1.25 

12 

16 

16 

6x8 

12 

9 

18.3 

1.60 

15 

16 

16 

7x5 

8 

4 

15.65 

1.39 

12 

18 

18 

7^7 

11 

5 

24.9 

1.72 

15 

18 

18 

7x8 

13 

0 

29.13 

1.82 

IS 

18 

18 

Box  Culverts,   Pattern 

Fig.  634. 

8x6 

10 

0 

31.0 

1.89 

IS 

20 

20 

8x8 

13 

4 

39-7 

2.08 

IS 

20 

20 

8  X  10 

10 

5 

57.1 

2.51 

18 

20 

20 

10  X  10 

17 

0 

62.3 

3.07 

18 

24 

24 

10  X  12 

20 

4 

76.0 

3-3 

18 

24 

24 

The  arrangement  of  the  reinforcement  and  general  details  of 
the  4  X  6-ft.  culvert  are  shown  in  Fig.  636.  The  general  arrange- 
ment for  the  larger  sizes  are  similar  in  all  respects. 

Figure  637  shows  details  of  a  10  x  12-ft.  box  culvert.  The 
structural  features  of  the  standard  arch  pattern  of  a  6  x  6-ft. 
culvert  are  shown  in  Fig.  638.  The  dimensions,  quantity  of 
concrete  and  metal  used  are  shown  in  Table  LXXIV. 


TABLE 

LXXIV. 

Inside 

dimensions 

in  feet. 

Length  of 

wing  walls, 

ft.  ins. 

Cu.  yds. 
concrete  in 
wing  walls. 

Lbs.  of 
metal  wing 
walls. 

Co.  yds.  con- 
crete per  lin. 
ft.,  barrel. 

Lbs.  of  metal 

per  lin.  ft, 

barrel. 

4x4 

5x5 

6x6 

5  3 

6  II 

8    6 

6 
10 
12 

236 
401.7 

553.5 

0.5 
0.71 

1. 00 

54 
76.7 
1034 

The  concrete  used  for  the  culverts  constructed  bv  the  C.  B. 
&  Q.  Ry.  was  a  1:3:6  mixture,  both  gravel  and  broken  stone 
being  used. 

Details   of   a  box  culvert  of  4-ft.   span,   used  by  the  Great 
Northern,  is  shown  in   Fig.  639.     The  minimum  thickness   of 
concrete  used  for  slabs  and  walls  is  9  ins.    The  arrangement  of 
the   reinforcement  is  clearly  shown   in   the  figure. 
,    A  culvert  of  similar  pattern  is  used  by  the  K.  C,  M.  &  O.  Ry. 
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Figure  640  shows  general  pattern  of  a  4  x  6-ft.  double  box  cul- 
vert used  by  this  railroad,, 

Figfure  641  shows  details  of  a  20-ft.  flat  top  culvert  used  by 
the  Cleveland,  Cincinnati,  Chicago  &  St.  Louis  Ry,  The  de- 
tails of  construction  are  clearly  shown  in  the  figure.  It  may  be  ■ 
noted  that  several  different  classes  of  concrete  are  used. 
Class  A  is  a  1:4:8  concrete ;  Class  B,  i  part  cement  to  gj^  pirts 
gravel;  Class  C  was  a  1:3:6  mixture;  Class  D,  i  part  cement 


Pig.  040. — Double  Box 

to  Syi  gravel,  and  Class  E  consisted  of  a  1:2:4  mixture.  All  of 
these  mixtures  are  used  by  the  C,  C,  C.  &  St.  Louis  Ry. 

Any  one  of  the  above  standard  flat  top  culverts  can  be  used 
for  double,  triple  or  multiple-span  culverts  where  an  increased 
waterway  is  needed  without  the  additional  expense  necessan 
for  the  construction  of  a  single  span  opening.  This  construction 
resembles  in  many  respects  the  old  type  used  for  stone  box 
culverts. 

Figure  642  shows  cross-sections  of  an  unreinforced  arch  cul- 
vert recently  built  by  the  Xashville,  Chattanooga  &  St.  Louis  Ry- 
This  section  was  used  through  an  embankment  from  76  ft  in 
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Fig.  IHI.— Flat  Top  Culvert,  C.  C.  C.  &  St.   L.   Ry. 


[* 5fe"" '^-4'e"—^- /3'e'-- 

PlK.  H42.— Arch  Culvert,  N.,  C.  ft  St,  L.  Rt- 
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height,  and  when  completed  had  a  length  of  about  200  ft.  The 
culvert  was  built  in  three  sections,  an  intermediate  one  of  70  ft 
and  two  end  ones  of  about  65  ft  each.    The  thickness  of  the 


Rart    Plon. 

Pig.  043.— Arch  Culvert.  Great  Norlhem  Rj- 
crown  shown  in  tlie  figtire  was  for  the  middle  section.     Tills 
thickness'  was  reduced  to  i  ft,  9  ins.  for  the  side  sections,  where 
the  earth  fill  brought  less  load  upon  the  arch.     A   1:3:6  slag 
and  concrete  aggregate  was  used. 


Fig.  tH4. — Arch  Culvert,  Great  Northern  Ry. 
A  design  by  Mr.  C.  F.  Graff  for  an  arch  culvert  of  small  span 
used  by  the  Great  Xortliern  Ry.  is  shown  in  Fig.  643. 

[•"igure  644  shows  design  for  a  20-ft.  arch  culvert  used  by  i1k 
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same  railroad.  The  size  and  arrangement  of  the  reinforcement, 
together  with  the  general  features  of  the  design,  are  clearly 
shown  in  the  drawings.  In  the  design  of  this  culvert  a  height 
of  bank  varying  from  22  to  40  ft.  was  assumed.  The  weight  of 
earth  fill  was  taken  at  100  lbs.  per  cu.  ft.  A  uniform  live  load 
of  10,000  lbs.  per  lineal  foot  of  track  was  assumed.  50  per  cent, 
added  for  impact,  and  a  factor  of  safety  of  4  was  used  on  such 
live  load  plus  impact,  and  of  2  for  dead  load.  The  ultimate 
strength  nf  concrete  in  tension,  compression  and  shear  was  taken 
at  200,  2,000  and  400  lbs.  per  sq.  in.,  respectively.  Corrugated 
bar  reinforcement  was  used,  with  an  elastic  limit  of  50,000  lbs. 
per  sq.  in.  The  weight  of  the  concrete  was  taken  at  150  lbs.  per 
cu.  ft.    It  was  found  that  the  weight  of  the  40-ft.  bank  increased 


^^^ 


Fig    64    —Arch  Culvert    L    S    A  M    S.  Ry. 
but  slightly  the  section  needed  to  carry  a  20-ft,  embankment,  and 
this  section  was  used  for  all  heights  of  embankment  up  to  40  ft. 

The  method  of  using  I-beams  and  old  rails  as  reinforcement 
for  flat  top  culverts  and  bridges  is  described  on  page  756. 

A  large  culvert  of  the  Monier  type  is  shown  in  Fig.  645,  which 
gives  a  part  elevation  and  section  of  the  reinforced  concrete 
arch  culvert  at  Elkhart.  Ind..  used  in  the  yards  of  the  Lake 
Shore  &  Michigan  Southern  Ry.  These  culverts,  40,  60  and 
160  ft.  long,  respectively,  were  built  under  the  main  tracks  and 
two  groups  of  .\ard  tracks.  The  arches  have  a  clear  span  of 
30  ft.  and  13-ft,  clear  headway.  The  general  details  art  given 
«n  the  drawing.  The  Monier  reinforcement  consists  of  two 
lines  of  J^-in.  longitudinal  corrugated  bars  spaced  6-in.  centers, 
and  located  2'/S  ins.  from  the  intradosal  and  extradosal  faces 
respectively.  Across  these  are  placed  transvei^  rods  spaced  2-ft. 
centers.    A  1:3:6  concrete  was  ertiployed. 


CHAPTER  XXXI. 

ARCH  BRIDGE  CENTERS  AND  METHODS  OF 

CONSTRUCTION. 

Substantial  centers  are  necessary  in  the  construction  of  con- 
crete bridges,  as  it  is  desirable  to  support  the  structure  without 
any  possibility  of  the  lagging  sinking  or  sagging  when  the  con- 
crete is  being  put  in  place  or  before  it  has  set. 

In  the  construction  of  girder  bridges  forms  similar  to  those 
used  for  floors  are  used,  and  need  no  further  consideration  in 
this  place.  Forms  for  concrete  arch  bridges  resemble  in  many 
particulars  those  used  in  the  construction  of  stone  bridges.  Xot 
only  must  the  arch  ring  be  supported,  but  provision  must  be 
made  to  retain  the  concrete  for  the  spandrel  construction.  The 
supports  for  the  forms  should  be  a's  unyielding  as  possible.  If 
the  subsoil  is  sufficiently  firm,  mud  sills  may  be  put  down,  and 
the  bents  or  struts  rested  directly  on  them.  Temporary  masonry 
foundations  are  sometimes  built,  upon  which  to  rest  the  sup- 
porting bents.  Piles  are  also  used,  and  are  driven,  if  possible,  to 
a  firm  bearing,  so  that  no  settlement  will  occur  when  the  weight 
of  the  structure  is  brought  upon  them. 

In  general,  centering  may  be  divided  into  two  classes.  In 
the  first  of  these,  struts  or  braces  support  the  timbers  or  ribs 
carrying  the  lagging  at  every  joint.  These  struts  or  posts  are 
braced  together  to  form  transverse  bents,  which  are  spaced  at 
convenient  distances  apart  along  the  central  line  of  the  bridge. 
At  times  the  bents  are  braced  together  longitudinally.  In  the 
second  form  trusses  are  used  either  to  carry  the  lagging  directly 
or  to  support  short  braces  carrying  the  ribs  which  support  the 
lagging.  These  trusses  may  be  carried  on  bents  or  masonry 
supports  at  the  ends.  There  is  no  distinctive  division  between 
the  two  classes.  Examples  will  be  given  of  both  types  of  center- 
ing used  on  important  construction. 

Where  trussed  centering  is  used  a  slight  camber  is  usually 
provided,  amounting  to  from  ^^  to  ^  of  the  span.  The  ribs 
upon  which  the  lagging  rests  directly  are  usually  formed  by  spik- 
ing together  several  planks,  so  as  to  break  joints.    The  top  edges 
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of  the  plank  are  cut  to  a  curve  parallel  with  the  intrados,  and 
the  thickness  of  the  lagging  below  or  inside  of  the  same  so  the 
top  of  the  lagging  will  coincide  with  the  intrados.  Two-inch 
plank  sized  to  i^  in.  is  usually  employed  for  lagging.  Support- 
/ing  ribs  should  not  be  spaced  more  than  3  to  4  ft.  centers  when 
such  plank  is  used. 

Transverse  timbers  spaced  a  foot  or  more  apart  are  sometimes 
used  on  top  of  the  ribs,  and  a  tight  longitudinal  floor  of  tongue 
and  groove  flooring  used  to  form  the  lagging.  Care  should  be 
taken  to  prevent  the  concrete  from  sticking  to  the  lagging. 
Any  of  the  methods  already  described  may  be  employed,  as  the 
use  of  paper,  canvas,  soft  soap  or  an  oil  coating.  Sometimes  a 
layer  of  clay  is  used  in  the  place  of  any  of  the  above-mentioned 
substances. 

Wedges  or  sand  boxes  are  used  under  the  braces  supporting 
the  longitudinal .  ribs,  in  order  to  facilitate  the  striking  of  the 
centers.  It  is  customary  in  Europe  at  times  when  stiff  rein- 
forcing trusses  are  used,  and  in  some  forms  of  Melan  con- 
struction, to  carry  a  portion  of  this  centering  on  the  ribs.  A 
hanger  used  for  this  purpose  in  the  construction  of  the  Laibach 
hinged  arch  bridge  is  shown  in  Fig.  610. 

The  spandrel,  together  with  face  wall  centering,  may  be  built 
in  place  at  the  same  time  the  arch  ring  centering  is  put  in  place. 
The  vertical  timbers  supporting  the  lagging  are  tied  together  at 
the  top  by  cross  ties.  Particular  care  should  be  employed  when 
sand  boxes  are  used,  for  if  Lny  foreign  substance  is  allowed  to 
enter  them,  or  they  are  not  properly  sealed,  trouble  may  be  ex- 
perienced, either  in  their  settling  too  soon  or  failing  to  settle  at 
the  proper  time.  Care  must  be  exercised  to  secure  a  good 
quality  of  sand  to  be  used  in  the  boxes.  Mr.  Thacher  states  that 
he  experienced  some  trouble  in  the  use  of  sand  boxes  in  the  con- 
struction of  the  Jacaquas  River  Bridge  in  Porto  Rico.  It  was 
found,  upon  examination,  that  a  poor  quality  of  sand  was  the 
cause  of  the  trouble. 

In  important  construction,  where  long  span  trusses  are  used 
to  carry  the  centering,  it  is  sometimes  necessary  to  determine 
the  amount  of  probable  deflection  in  the  truss.  This  may  be 
done  by  using  the  usual  formula  for  deflection,  which  may  be 
obtained  from  any  work  on  mechanics. 

Figure  646  shows  design  of  centering  for  a  50-ft.  masonry 
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arch  by  Mr.  J.  H.  Milbum,  for  use  in  a  stream  where  it  was  de- 
sirable to  obstruct  the  waterway  as  Uttle  as  possible.  By  the 
use  of  tight  la^^g  and  an  end  wall  this  center  may  be  adapted 
to  the  construction  of  a  concrete  arch.  Sizes  of  all  materials 
are  marked  on  the  drawing. 


FlK.  6«.— Center  tor  50-Pt.  Arelt. 
A  centering  of  extremely  simple  framing  is  shown  in  Fig.  647. 
This  centering  was  used  in  the  construction  of  a  reinforced  con- 
crete arch  bridge,  constructed  at  Plainwell,  Mich.,  in  1903.  The 
heels  were  supported  on  benches  constructed  upon  each  pier  and 
abutment   foundation,   and   each   center   was   supported   at   the 


PlR.  (H7. — Center  tor  51-Ft,,  Arch  at  Plainwell,  HIcIi. 
panel  points  by  twelve  temporary  piles.     The  size  and  framii^ 
of  the  timbers  are  shown  in  the  drawing. 

The  centering  for  the  Austell  Bridge,  described  on  pa^  781. 
is  shown  in  Fig.  600.  The  falsework  for  each  arch  consisted  of 
seven  transverse  bents  of  round  timber,  six  pieces  to  the  bent. 
These  rested  on   sub-sills,  the  full  length  of  the  bent,  and  to 
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which  the  posts  were  toenailed.  On  these  posts  rested  as  plates 
two  3  X  i2-in.  timbers,  which  formed  the  base  on  which  rested 
the  struts  supporting  the  ribs.  Transversely  and  resting  imme- 
diately on  the  posts  were  placed  two  3  x  12-in.  pieces,  on  which 
were  placed  two  wedges  2  ft.  long,  having  bases  12  x  yyi  ins., 
and  having  their  small  ends  3  ins.  thick.  The  struts  supported 
six  ribs,  each  consisting  of  pieces  of  2  x  12-in.  Georgia  pine,  cut 
to  different  radii.  These  timbers  were  doubled,  so  that  when 
the  rib  was  completed,  it  was  4  ins.  thick  and  12  ins.  deep. 
The  lagging  was  4  x  4-in.  stuff,  sized  to  3%  ins.  After  this  was 
laid  in  place,  tongued  and  groove  dressed  flooring  was  laid  on 
it,  forming  a  close,  smooth  surface. 

In  constructing  the  Luten  Bridge,  described  on  page  785, 
the  pavement  of  the  bridge  was  constructed  first,  and  the  forms 
for  the  arching  were  erected  upon  this  pavement.  The  centering 
consisted  of  2  x  12-in.  pieces  sawed  to  the  circular  arc  of  the 
arch  and  supported  on  uprights,  transmitting  the  load  directly 
to  the  pavement.  An  unusual  form  of  centering  was  used  in  the 
construction  of  this  bridge,  the  idea  being  to  dispense  with  the 
usual  sand-boxes  and  wedges  used  for  striking  the  centers. 
Slender  uprights  designed  for  columns  by  Gordon's  formula  were 
used.  The  sections  were  too  light  to  support  the  load  of  con- 
crete and  earth  filling  that  was  to  go  upon  them  without  bracing. 
Cross  bracing  connected  at  two  points,  dividing  the  uprights  ap- 
proximately into  thirds,  was  used,  and  the  uprights  then  had 
sufficient  rigidity  to  support  the  loads  coming  upon  them  without 
buckling.  To  strike  the  centers  it  was  only  necessary  to  re- 
move the  sway  bracing,  and  the  uprights  would  buckle,  letting 
the  arch  down  easily  without  jar  until  the  full  stresses  in  the 
rib  should  be  developed.  About  30  days  after  the  completion 
of  the  arch  the  bracing  was  removed  from  the  uprights,  begin- 
ning at  the  end^  of  the  span  and  working  toward  the  middle.  As 
the  bracing  was  being  removed,  the  uprights  gradually  yielded, 
buckling  from  4  to  6  ins.,  and  allowing  the  arch  to  settle  about 
%  in.  from  the  crown.  The  resistance  of  the  uprights  gradually 
decreased  as  the  arch  assumed  its  loading,  so  that  the  effect  on 
the  arch  was  practically  the  same  as  when  releasing  wedges  or 
sand-boxes  are  used ;  but  in  this  case  the  operation  is  under 
much  better  control.  After  the  uprights  had  buckled,  they  were 
removed,  one  at  a  time,  selected  at  intervals. 
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The  design  of  the  uprights  was  in  detail  as  follows:  The 
uprights  at  mid-span  were  about  15  ft.  long,  and  spaced  7  ft.  on 
centers  across  the  stream  and  3  ft.  across  the  roadway.  Each 
upright  then  was  required  to ,  support  a  loading  of  concrete 
7  ft  X  3  ft.  X  26  ins.,  besides  the  earth  filling  i  fL  in  depth  over 


nc.  648.— Center  tor  Big  Muddy  Bridge.  Illlnola  Central  R.R. 
the  rib,  making  a  total  toad  of  about  9,000  lbs.    Gordon's  formula 
for  struts  of  free  ends:  ,  . 


r 


1  +  125  h" 
When  P  is  the  total  load  =  9,000  lbs. 

A  is  cross  sectional  rtrea  of  strut 

f   is  the    fibre  stress  ior  oak  =  1,600  lbs. 

1    is  the  unsupported  length  of  post  in  inches. 

h  is  the  diameter  of  strut  in  inches. 
It  was  found  that  for  a  length  of  15  ft.,  a  7  x  7-in.  upright 
would  be  required  to  satisfy  the  formula;  but  for  a  length  of 
5  ft.,  which  would  result  from  bracing  each  strut  at  two  points. 
a  4  X  4-in.  timber  would  satisfy  the  formula.  Therefore, 
4  X  4-in.  posts  supported  at  two  points  were  used  for  the  longest 
uprights. 

Centering  for  a  140-ft.  span  concrete  bridge  over  the  Big 
Muddy  River  for  the  Illinois  Central  Railway  is  shown  in 
Fig,  648.  Details  of  construction  are  clearly  shown  in  the 
illustration. 
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The  centering  for  the  iso-ft.  concrete  arch  bridge,  Connecticut 
Ave.,  Washington,  D.  C,  is  shown  in  Fig.  649.  These  centers 
were,  for  the  most  part,  founded  on  piles,  although  concrete  foot- 


Fig.  049. — Ceo  er  for  Connectlcu    Avenue  B    dge   Wasblngton   D  C 
ings  were  used  when  the  foot  ngs  rested  on  hard  rotten  rock. 
With  the  except  on  of  a  few  struts       I  ch    were  of    Virginia 
pine,  and  the  sli       aps  and    vedges   whch  were  of  white  oak, 
the  centers  were  made  of  Georgia  pine.     The  centers  were  laid 


Fig,   (ioO— Center  (or  Arch  Bridge  at  Piano.  111. 
out  full  size  on  a  large  floor,  and  a  pattern  made  for  each  piece. 
The  lagging  was  %  in.,  supported  by  3  x  12-in.  joists.    The  sizes 
of  all  framing  are  given  on  the  drawing. 
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Figure  650  shows  centerii^  used  for  a  double-track  concrete 
bridge  at  Piano,  111.,  for  the  Chicago,  Burlington  &  Quincy  Ry. 
This  bridge  was  designed  to  carry  a  live  load  of  1,000  lbs.  per 
sq.  ft.,  and  has  sufficient  strength  without  reinforcement,  al- 
though the  arch  was  reinforced  with  rows  of  ^-in.  corrugated 
bars,  12  ins.  apart,  each  row  having  four  bars,  4  ins.  and  6  ins. 
from  the  intrados  and  extrados  respectively.  The  bars  of  each 
pair  were  staggered  to  give  a  spacing  of  6  ins.,  and  between 
theni  ran  ^-in.  transversa  bars  about  2  ft.  apart.  The  lialf 
section  of  this  bridge  is  shown  in  Fig.  651.  The  thickness  of 
arch  arch  ring  at  the  crown  is  3  ft.  The  arrangement  of  steel 
reinforcement  is  also  shown  in  Fig.  651. 

This  bridge  is  of  particular  interest  on  account  of  its  being 
constructed  while  the  old  steel  trusses  remained  in  place,  and 


Fig.  051. — DeUllB  ot  Plsno  Arch  Bridge, 
carried  the  traffic  during  the  construction  of  the  new  bridge. 
Details  of  the  centering  are  shown  in  I-'ig.  650.  The  ribs  were 
spaced  3  ft.  6-in.  arid  4  ft.  3-in.  centers,  each  rib  consisting  of 
three  thicknesses  of  planlc  (one  4-in.  and  two  3-in.).  and  were 
supported  by  6  n;  lo-in.  posts  and  braces  connected  both  trans- 
versely and  longitudinally  by  plank  bracing.  The  posts  ami 
braces  rest  on  12  x  14-in.  girts,  with  12  x  12-in.  caps,  sills  ami 
posts.  The  foundations  for  the  centering  consisted  of  20-1!. 
piles,  with  12  x  14-in.  caps  and  bolsters,  the  latter  carrying 
12  X  12-in.  sills  directly  under  the  sills  of  the  centering.  Be- 
tween the  two  sills  were  fitted  the  oak  wedges,  10  ins,  wide  and 
24  ins.  long.  The  lagging  was  $}i  x  2}^  ins.,  dressed  on  the 
upper  face  and  both  edges.  The  forms  were  of  planking  dressed 
on  the  inner  face,  and  the  high  forms  for  the  wing  walls  were 
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supported  from  the  outside  by  a  system  of  X  bracing  transverse 
to  the  face  of  the  wall.  , 

The  steel  members  of  the  old  trusses  were  encased  in  wooden 
boxing.  The  holes  in  the  concrete  formed  by  this  boxing  were 
smaller  at  the  bottom  than  the  top,  and  after  the  removal  of  the 
old  trusses  were  filled  with  concrete. 


FtB.  Ki2. — Center  for  50-Ft.  Arch,   B.  &  0.  ER, 
Figure  652  shows  a  trussed  center  designed  for  a  50-ft.  arch 

span  for  the  Baltimore  &  Ohio  R.  R. 
The   centering   for   the   Gruenwald     Bridge,   shown    by    Fig, 

653,  was  designed  with    great  care,  to  minimize    as  much    as 


FIk.  BSS.^Center  tor  Gruenwald  Brldga. 
possible  the  deflection  and  to  prevent  undue  stresses  in  the 
concrete  before  it  had  become  thoroughly  hardened.  Figure  653 
shows  an  elevation  and  cross-section  of  the  centering  used.  Piles 
were  driven  and  masonry  footings  built  to  support  the  bents 
carrying  the  posts  and  struts  supporting  the  timbers  on  which 
the  l^^ii^  rests.    The  centering  rests  upon  sand-boxes  placed  at 
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each  panel  point.  Details  of  the  sand-boxes  are  shown  in  Fig. 
654.    The  box  is  made  of  wrought  iron,  and  the  plunger  of  oak. 

The  hinges  and  the  reinforced  concrete  hinge  blocks  were 
placed  on  centering  before  any  concreting  was  done,  both  rows  of 
hinge  blocks  resting  on  the  centering,  thereby  preventing  any 
possible  slip  of  one-half  of  the  hinge  relative  to  the  other  while 
the  bridge  is  under  construction. 

The  concreting  of  the  arch  ring  was  carried  on  in  separate 
transverse  courses,  whose  distribution  was  so  planned  as  to  avoid 
the  formation  of  long,  continuous  sections  up  to  as  late  a  time 
as  possible.  In  Fig.  653  the  order  of  concreting  is  indicated  by 
numbers  placed  on  the  arch  sections.  The  concrete  in  each 
full  panel  was  placed  before  the  joining  blocks  over  the  posts 
were  put  in,  and  the  order  of  the  latter  is  such  as  to  make  the 


^--frvmr*. 


q^B^-^ 


Fig.  G54. — Details  of  Sand  Box,  Gnienwald  Bridge  Center. 

three  last  closures  at  crown,  quarter  points  and  skewbacks  in 
succession.  A  1:2:4  gravel  concrete  was  used.  When  the 
arch  concrete  was  about  three  months  old,  the  centers  were 
slacked  in  the  following  manner:  About  15  cu.  ins.  of  sand  was 
drawn  out  of  each  sand-box  of  the  middle  row  of  each  span. 
After  plugging  the  openings,  the  boxes  were  tapped  with  a 
hammer,  causing  the  plungers  to  settle  down.  Then  the  adjoin- 
ing rows  on  either  side  of  the  center  were  treated  in  the  same 
manner,  and  so  on  until  all  boxes  had  been  slackened.  Return- 
ing now  to  the  middle,  the  same  procedure  was  repeated  again 
and  again,  until  the  levels  on  the  bridge  showed  the  elastic  com- 
pression was  going  out  of  the  centers,  i.  e.,  that  the  load  was 
nearly  all  on  the  arches  themselves.  The  centering  was  then 
removed.  It  is  stated  that  the  centering  was  built  with  a  camber 
of  4  ins.,  and  that  under  full  load  the  deflection  was  about  **/ir5^ 
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The  drop  of  the  crown  of  the  arch  was  about  J4  in,  and  fi  in. 
respectively  for  the  two  spans. 


Pig.   65fl. — side   ElBvatloQ  ot  Center  far  PlD«]t  Cr«ek  BrldRs. 

The  truss  arch  center  used  in  the  construction  of  the  Raritan 

River  stone  arch  bridge   of  the   Pennsylvania  R.   R.,  at   New 

Brunswick,  N.  J.,  is  a  good  illustration  of  the  use  of  trussed  arch 
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centering.  Figure  655  shows  de- 
tails of  trussed  ribs,  sizes  of 
members,  etc.  Yellow  pine  was 
used  throughout.  Wrought  iron 
straps  and  steel  gusset  plates 
were  used  for  the  connections. 
The  trusses  were  supported  on 
bents.  Wedges  were  used  to 
support  the  trusses  at  proper  ele- 
vation. Trusses  of  similar  con- 
struction may  be  used  for 
concrete  arch   construction. 

The  arch  centering  used  for 
the  Piney  Creek  Bridge.  Wash- 
ington, D.  C,  is  of  unusual  de- 
sign. A  half  side  elevation  of  this 
centering  is  shown  in  Fig.  656,  while  a  transverse  section  is 
shown  in  Fig.  657.  The  method  of  erection  of  the  centering 
will  be  understood  from  Fig.  658.  Special  details  of  this  cent«- 
ing  are  shown  in  Fig.  659.     Referring  to  Fig.  656,  it  will  be 
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seen  that  the  center  consists  of  14  radial  bents,  carrying  joists 
spaced  11  ins.  apart  on  centers,  and  covered  with  tongued  and 
grooved  lagging  arranged  in  panels,  as  shown  in  Fig.  659.  The 
bents  rest  on  and  are  anchored  to  concrete  footings  or  pedestals, 
one  under  each  post.  The  posts,  caps  and  braces  were  framed  into 
the  bents  on  the  ground  in  the  position  shown  in  Fig.  658.  When 
all  was  ready  to  hoist  into  place,  the  first  bent  to  the  left  of  the 
center  (bent  7  L)  was  pulled  into  place  by  means  of  a  tackle 
running  from  its  top  or  cap  to  a  tree  or  deadman  on  the  high 
ground.    As  soon  as  bent  7  L  was  in  place,  tackle  was  attached 


ll#il#TO 


Pig.  <;.~9.— Special  Details  of  Centers  for  PIney  Creek  Bridge, 
to  its  cap,  and  bent  7  R  pulled  into  position  and  the  two  braced 
together.    All  the  other  bents  were  then  successively  hoisted  Into 
place  and  fastened  together.     A  reverse  operation  was  employed 
when  it  was  desired  to  strike  the  centers. 

A  reinforced  concrete  bridge  recently  constructed  near  Belvi- 
dere.  111.,  is  of  unusual  interest,  as  it  was  constructed  without 
ceDtering.  The  methods  used  in  the  construction  of  this  bridge 
may  be  applied  in  situations  where  centering  will  be  difficult  to 
construct  and  when  built  may  be  endangered  by  floods.  This 
bridge  is  a  single  track  electric  railway  bridge,  350  ft.  long,  con- 
sisting of  four  arches  of  81  ft.  clear  span.    Each  arch  has  a  cir- 
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cutar  intrados  with  a  radius  of  83.36  ft  and  a  rise  of  to.$  ft 
The  arches  each  have  two  longitudinal  arch  rtbs  8  ft.  10  ins. 
apart  on  centers.  The  ribs  are  2  ft.  6  ins.  wide  their  entire 
length,  but  vary  in  depth  from  3  ft  at  the  crown  to  4  ft  6j4  ins. 
at  the  haunches.    Each  rib  carries  a  12-in.  spandrel  wall  centrally 


PlK-  OGO.— Hftit  TraDiT«rse  Section  or  Bridge  at  Belvldere.  III. 
placed  above  the  rib  and  built  up  to  the  horizontal  plane  through 
the  extrados  of  the  arch  at  the  crown.  Transverse  beams  span 
between  and  connect  the  two  arch  ribs.  On  these  beams  are  buDt 
i3-in.  cross  walls  flush  at  the  top  with  the  spandrel  walls,  and  od 
the  latter  and  the  cross  walls  are  carried  the  floor  slab  of  the 


FlK.  661.— DetaUs  of  Piers  for  Behldere  Bridge, 
bridge.  This  slab  is  6  ins.  thick,  14  ft.  wide,  and  has  an  S-io. 
curb  along  each  side  to  confine  the  ballast  of  the  roadbed.  F^' 
660  shows  half  cross  sections  at  crown  and  near  springii^  lir.r. 
The  reinforcement  of  the  arch  ring  consists  of  ten  ?^-in.  plai" 
round  rods  in  both  the  extrados  and  the  intrados,  with  ^-tn- 
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Stirrups  placed  from  12  ins.  centers  at  the  haunches  to  36  ins. 
centers  at  crown.  The  spandrel  wall  reinforcement  consists  of 
^-in.  diam.  rods  spaced  12  ins.,  both  horizontally  and  vertically. 
The  floor  reinforcement  consists  of  J4-in.  rods  spaced  5J4  ins. 
centers,  every  other  rod  being  bent  upward  so  as  to  be  in  the 


Pig.   662. — AbutmentB   tor   BelTldere    Bridge. 
top  of  the  slab  near  its  outer  edge  where  it  runs  up  vertically 
into  the  curb.    Twelve  J^-in.  round  rods  are  also  run  longitudi- 
nally through  the  floor,  and  are  wired  to  the  transverse  rods. 

The  arrangement  of  the  reinforcement  at  the  piers  is  shown 
in  Fig.  661,  while  that  at  the  abutment  is  shown  in  Fig.  662.  which 
is  a  longitudinal  section  of  the  abutment. 


FlK-  663. — Details  ot  Vouaaoir  Blocks  for  Ribs  ot  Belvldere  Bridge. 
The  ribs  of  the  arch  rings  were  built  in  trough-shaped  rein- 
forced concrete  forms.  Each  trough  consisted  of  a  series  of 
U-shaped  blocks  or  voussoirs,  built  of  reinforced  concrete,  and 
made  with  radial  joints,  the  face  of  the  joints  being  inclined  fi-in. 
in  12  ins.     Figure  663  shows  details  of  the  blocks,  which  were 
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about  5  ft.  long,  36  to  $4}^  ins.  deep,  and  30  ins.  wide  over  all; 
they  were  3  ins.  thick  in  the  sides,  and  4  ins.  at  the  bottom,  so  as 
to  have  interior  dimensions  24  x  32  ins.  at  the  crown  and  24  x 
50^'  ins.  at  the  haunches.  The  blocks  weighed  from  1,500  to 
2,200  lbs.  each.  They  were  composed  of  a  i :  3  mixture  of 
Portland  cement  and  fine  crushed  gravel.  The  reinforcement 
for  the  blocks  consisted  of  "^^-in.  plain  round  rods,  the  hori- 
zontal rods  being  spaced  8  ins.  centers  and  the  vertical  rods 
12  ins.  centers.  Sockets  of  i-in.  gas  pipe  in  the  bottom  comers 
served  to  hold  steel  dowels  to  adjust  the  adjacent  blocks  during 
erection  and  to  hold  them  in  place.  Holes  in  the  sides,  at  about 
the  center  of  gravity,  provided  for  handling  by  a  crane,  and 
holes  were  provided  in  the  bottom  for  the  lifting  rods.  There 
were  17  of  these  blocks  in  each  rib,  and  when  these  were  erected 
they  formed  a  self-sustaining  hollow  arch  rib  of  trough  section, 
to  receive  the  reinforcing  bars  and  concrete  of  the  rib  proper. 


0CtlKIWf9 


Fig.   004.— Mould  for  Voussoir  Block.   Belvldere   Bridge. 

These  blocks  or  forms  were  cast  in  steel  moulds  built  up  of 
No.  16  sheet  steel,  stiffened  by  3-in.  channels,  and  held  in  align- 
ment by  steel  angles,  so  connected  that  the  moulds  could  be 
readily  knocked  down  and  reassembled.  A  section  of  one  of 
the  moulds  is  shown  in  Fig.  664.  \ 

The  variation  in  depth  of  the  U-shaped  blocks  was  effected 
by  inserting  wooden  stop-off  strips  between  the  inner  and  outer 
side  pieces  of  the  moulds.  The  arch  form  blocks  were  cast  on 
their  sides,  so  that  one  voussoir  face  was- against  the  working 
platform  on  which  the  mould  stood,  while  the  other  was  flush 
with  the  top  of  the  mould.  Several  of  the  forms  had  two  rec- 
tangular openings  in  the  inner  wall,  to  provide  a  means  of  bond- 
ing the  diaphragms  with  the  ribs.  The  concrete  for  the  forms 
hardened  rapidly,  it  being  possible  to  remove  the  steel  forms 
after  about  24  hours. 

A  light  temporary  trestle  was  built  by  driving  two  longi- 
tudinal rows  of  piles  on  both  sides  of  the  bridge.  These  rows 
of  piles  were  capped  with  2  x  10  transverse  plank  braced  in  both 
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directions  by  i-Jn.  boards.  On  top  of  the  piles  were  laid  6  x 
lo-in.  stringers,  upon  which  rails  were  spiked  for  the  traveler. 
Details  of  the  traveler  are  shown  in  Fig.  665, 

The  traveler  spanned  the  site  of  the  arches,  and  was  fitted 
with  two  triplex  blocks,  each  carrying  a  balanced  beam  made  up 
of  two  8-in.  channels.  It  is  stated  that  the  inventor  of  this  sys- 
tem of  construction  proposes  to  replace  the  traveler  with  a  cable- 
way  in  future  operations.     It  would  appear,  however,  if  this  is 
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FiE   665. — Traveler  tor  SrectlnE  Arch  Ribs,   Belvidere  Bridge, 
done,  considerable  difficulty  will  result  in  properly  placing  and 
lining  up  the  arch  ribs,  as  it  is  much  more  difficult  to  control  a 
cableway  than  a  tramway,  owing  to  the  swaying  of  the  cable. 

The  method  of  erection  consisted  first  of  lifting  the  sectional 
forms  to  a  platform  or  a  temporary  bridge  by  a  guyed  derrick. 
The  corresponding  sectional  forms  for  the  two  ribs  of  each 
arch  were  assembled  in  pairs,  and  spaced  the  same  distance 
apart  transversely  that  they  were  placed  in  the  bridge.    The  two 
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form  sections  of  the  two 
ribs  were  then  connected  by 
two  sets  of  light  transverse 
timber  framing,  one  near 
each  end.  so  as  to  be  raised 
and  set  in  place  siinulta- 
neously.  The  cross  timbers 
were  4  x  6-in.,  connected 
to  both  forms  by  long  bolts. 
Transverse  diagonal  brac- 
ing was  also  fitted  between 
the  two  blocks,  and  for 
sections  where  the  dia- 
phragms occurred  the 
transverse  forms  for  these 
were  also  set  in  place,  rest- 
ing upon  the  bottom  cross 
timbers,  so  that  the  arch 
and  diaphragm  forms  were 
placed  in  one  unit. 

The  method  of  hoisting 
the  form  blocks  into  posi- 
tion is  clearly  shown  in 
Fig.  666.  The  erection  of 
the  arch  ribs  was  started 
simultaneously  from  each 
haunch,  the  first  pair  of 
sectional  forms  being  lifted 
into  place  by  means  of  the 
traveler  hoist,  and  was 
supported  at  one  end  on 
the  skewback  and  at  the 
other  end  attached  to  steel 
rods  suspended  from  an 
A-frame  at  the  end  of 
the  arch.  One  of  these 
.^.-frames  was  set  at  the  abutment. 
the  piers  of  the  trestle  approach 
other  A-franie  for  the  first 
at     the     other     end     of     that 


and   anchored    back  to 

to     the     bridge ;     the 

arch     was     set    on     the   pier 

arch    and     anchored     back    to 
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the  second  pier.  The  anchors  consisted  of  i^-in.  rods  in 
i6-ft.  lengths,  connected  at  the  joints  by  sleeve  nuts.  Turn- 
buckles  were  also  provided  on  these  rods  for  adjusting  the 
length  of  the  anchors.  A  series  of  i^/i-'m,  round  rods,  each  pro- 
vided with  a  turnbuckle,  radiated  from  the  top  of  each  A-frame. 
These  rods  each  supported  two  shorter  i-in.  rods  diverging  to 
the  sectional  rib  forms.  The  shorter  rods  were  attached  to  U- 
bolts  on  the  lifting  frame  carrying  the  assembled  pairs  of  sec- 
tional rib  forms,  and  supporting  the  latter  until  the  rib  forms 
for  one  arch  were  set.  After  the  first  forms  had  been  placed, 
the  second  sectional  form  was  then  brought  into  position  and 
supported  at  one  end  against  the  first  form,  the  other  end  being 
supported  by  the  second  set  of  A-frame  rods.  The  connection 
between  the  sectional  forms  was  made  by  means  of  steel  dowels 
placed  in  gas  pipes,  located  in  the  bottom  corners  of  the  forms, 
and  in  some  cases  by  wooden  blocks  in  the  inside  of  the  forms. 
In  this  manner  the  sectional  forms  were  placed  in  position  and 
supported.  The  keystone  required  no  support  other  than  that 
supplied  by  the  adjacent  sectional  forms.  As  soon  as  the  key- 
stone block  had  been  placed  the  A-frame  rods  were  slackened, 
and  the  two  halves  of  the  arch  allowed  to  close  against  it.  The 
entire  series  of  sectional  forms  forming  the  arch  then  became 
self-supporting,  and  the  A-frames,  with  their  anchors  and  rods, 
were  removed  and  used  for  the  erection  of  the  next  arch. 

To  insure  the  proper  fitting  of  the  keystone,  the  faces  of  the 
skewbacks  on  the  piers  were  dressed  before  erection  was  started, 
so  as  to  make  the  angle  between  the  face  of  the  skewback  and 
the  horizontal  plane  through  the  springing  line  slightly  less  than 
that  calculated.  In  addition  the  lower  edge  of  the  first  sectional 
form  was  rounded,  so  as  to  keep  the  pressure  from  coming  too 
close  to  the  edge,  and  a  strip  of  sheet  lead  %  in.  thick  was 
placed  in  the  joint.  By  means  of  turnbuckles  on  the  anchor 
rods  it  was  possible  to  raise  or  lower  half  of  the  arch  as  a  unit, 
thereby  making  it  possible  to  so  adjust  the  two  halves  that  the 
keystone  could  be  readily  set.  After  the  removal  of  the  A-frames 
and  supporting  rods  all  joints  were  found  to  be  tightly  closed, 
and  the  alignment  was  perfect. 

After  the  sectional  forms  of  all  four  ribs  were  placed,  the 
reinforcement  was  put  into  position  and  the  concrete  deposited. 
After  the  arch  ring  had  been  completed  the  spandrel  wall  and 
floor  slab  were  built  in  ordinary  wooden  forms. 
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A  1:3:5  concrete  was  used  in  the  piers  and  abutments,  and 
a  1:2:4  mixture  for  the  arch  rings,  spandrel  walls  and  floor. 
The  unit  stresses  for  the  concrete  were  taken  as  500  lbs.  and 
50  lbs.  per  sq.  in.,  without  considering  temperature  stresses, 
and  650  and  75  lbs.  respectively  for  a  variation  of  40^  F.  The 
unit  stresses  in  the  steel  are  10,000  lbs.  per  sq.  in.  without^  or 
13,000  with  temperature  variations.  The  live  load  for  which  this 
bridge  was  designed  consisted  of  a  train  of  40-ton  double-track 
electric  cars.  A  ratio  of  i  to  20  was  taken  between  the  moduli 
of  elasticity  of  the  steel  and  concrete.  This  system  of  con- 
struction is  the  invention  of  Mr.  J.  B.  Strauss. 

Placing  the  Seinforcement. — The  methods  of  placing  rein- 
forcement will  depend  upon  the  kind  used.  When  reinforce- 
ment of  the  Monier  or  loose  bar  type  is  employed,  the  methods 
used  are  entirely  analogous  to  those  used  for  floor  construction. 
Generally  the  lower  bars  are  put  in  wired  together  and  blocked 
up,  the  concreting  brought  up,  and  the  upper  set  of  bars  put  in 
proper  position.  When  ties  or  stirrups  connect  the  two  sets  of 
bars,  light  bracing  is  used  to  hold  the  two  sets  in  proper  posi- 
tion, and  knocked  out  as  the  work  is  brought  up.  When  systems 
of  the  Melan  and  analogous  types  are  used,  great  care  is  taken 
to  line  and  fix  the  trusses  or  beams  in  proper  position,  where 
they  are  braced  until  the  concrete  is  placed. 

Concreting. — Concreting  for  arch  bridges  may  be  placed  in 
one  of  two  ways.  The  arch  ring  may  be  divided  into  convenient 
longitudinal  sections,  which  can  be  concreted  in  a  single  day, 
and  each  section  concreted  separately.  Again,  the  arch  ring  may 
be  divided  into  a  number  of  transverse  sections,  and  each  sec- 
tion concreted  separately.  These  transverse  sections  are 
bounded  or  limited  by  radial  planes,  so  that  all  pressure  brought 
upon  the  planes  of  juncture  will  be  normal  to  them.  It  is  gen- 
erally believed  that  the  latter  method  is  preferable,  as  all  lines 
of  weakness  are  normal  to  lines  of  pressure.  Again,  any  settle- 
ment of  the  centering  will  not  weaken  or  fracture  the  concrete 
before  it  has  set,  especially  if  the  last  sections  concreted  are  at 
or  near  the  springing  lines.  When  the  arch  is  concreted  in 
longitudinal  sections  there  is  danger  of  the  sections  separating 
along  the  planes  between  adjacent  sections.  Again,  undue 
strains  may  be  brought  upon  the  concrete  from  a  variety  of 
causes  before  it  has  set  sufficiently  to  attain  its  full  strength 

Striking  Centers. — As  a  rule,  centers    should    not  be  struck 
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until  the  concrete  has  set  for  at  least  30  days,  and  it  is  desirable 
that  a  longer  period  should  elapse  if  possible;  from  two  to 
three  months  if  possible.  In  a  number  of  cases  centers  have 
been  struck  at  the  end  of  two  weeks,  but  this  is  a  dangerous 
practice,  and  should  not  be  taken  as  a  safe  precedent.  The 
operation  of  striking  the  centers  should  be  carried  out  carefully, 
the  centers  being  lowered  as  slowly  as  possible,  and  the  bridge 
allowed  *to  take  its  stresses  gradually. 
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CHAPTER  XXXII. 


BRIDGE  FLOORS, 


When  used  for  bridge  floors,  the    reinforced    concrete  slab 
usually  rests  either  directly  upon  the  top  flange  of  the  girders 
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Fig.  6(17.— Floor  for  Deck  Bridges,  C,  B.  &  Q.  R.R. 


when  used  for  a  deck  bridge  or  upon  floor  beams  and  girders 
when  used  on  a  through  bridge.  Figure  667  shows  the  cross- 
section  of  a  concrete  floor  slab  of  trough  section  used  by  the 
Chicago,  Burlington  &  Quincy  Ry.  for  deck  bridges.  As  will 
be  seen,  the  trough  section  retains  the  standard  ballast,  the  cross- 
ties  being  placed  in  the  usual  manner.  The  floor  slab  is  83^2  ins. 
thick.  The  transverse  reinforcement  consists  of  3^-in.  square 
corrugated  bars  spaced  3  ins.  centers.  No  longitudinal  rein- 
forcement whatever  is  used.  This  type  of  floor  slab  is  used  for 
both  single  and  double-track  bridges.  When  used  for  double- 
track  floors,  one  track  is  put  in  at  a  time,  the  two  being  con- 
nected by  the  transverse  rods. 

Figure  668  shows  the  reinforced  concrete  floor  used  for  the 
Chicago  &  Eastern  Illinois  Ry.  over  the  Embarras  Riyer  at  Villa 
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Grove.  111.  The  slab  is  10  ins.  thick  at  the  center  over  each 
track,  and  tapers  to  7  ins.  at  each  side,  and  is  reinforced  with 
54-in.  square  transverse  corrugated  bars  spaced  4j4-ins.  cen- 
ters at  the  bottom  of  the  slab,  and  spaced  6-ins.  centers  at  the 


Pig.  668.— Floor  f. 

top  of  the  slab,  while  the  top  and  bottom  longitudinal  rods  are 
y2  in.  square  and  spaced  12-ins.  centers. 

The  type  of  floor  used  by  the  Wabash  Ry.  is  shown  in  Fig.  669. 
The  reinforced  slab  is  supported  by  9-in.  25-lb.  beams  spaced 
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Fls.  669.— Floor  tor  Deck  Bridges,  Wabuh  Br. 
l8-ins.  centers.  The  trough  section  retains  the  ballast  in  the 
usual  manner.  The  slab  is  6  ins.  thick  at  the  center,  and  in- 
creases to  8  ins.  at  the  sides,  and  is  reinforced  with  J^-in,  square 
corrugated  bars.  In  the  longitudinal  direction  they  are  oJaced 
12  ins.  apart  and  i}i  ins.  below  the  top  of  the  slab,  and  in  tn" 
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bottom  they  are  spaced  6-ins.  centers  and  placed  ij4  ins.  above 
the  bottom  of  the  slab.  In  the  transverse  direction  the  rods  are 
spaced  i8-ins.  centers,  and  rest  on  the  bottom  longitudinal  rods. 
For  through  bridges  a  type  of  floor  similar  to  that  just  de- 
scribed is  used.  The  reinforced  slab  rests  upon  transverse  floor 
beams  spaced  i8-ins.  centers,  and  forms  a  trough  floor  to  sup- 
port the  ballast  and  cross-ties.  The  sides  of  the  slab  extend 
up  to  form  curb  walls  against  the  girders,  and  enclose  the  gusset 
plates.  The  details  of  this  construction  are  clearly  shown  in 
Fig.  670. 


Fig.  fiTO.— Floor  tor  Tbrough  BrIdgeB,  Wabash  Ry. 

The  forms  necessary  for  the  construction  of  this  type  of  floor 
are  quite  simple,  consisting  of  6-in.  plank  flush  with  the  tops 
of  the  beams,  and  supported  by  cross  pieces  between  the  beams. 
When  the  concrete  has  set  these  cross-pieces  are  knocked  out, 
allowing  the  lagging  to  drop  out.  The  forms  which  hold  the 
reinforcing  rods  in  place  during  the  placing  of  the  concrete  are 
shown  in  the  drawing. 

For  situations  where  there  is  a  limited  clearance  beneath  the 
bridge  floor  the  type  of  floor  shown  in  Figs.  671  and  672  is  used. 
In  this  case  the  I-beams  are  punched  in  the  webs  near  the  bottom 
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flange.  Rods  spaced  6-in5.  centers  are  threaded  through  these 
holes.  Transverse  rods,  one  on  each  side  of  the  I-beam,  and  one 
between  them,  are  laid  on  the  longitudinal  rods  and  the  con- 
crete slab  of  the  same  section,  as  given  for  the  previous  designs, 
is  laid  on  the  bottom  flange  of  the  I-beam,  and  built  around  them, 
covering  them,  and  leaving  a  rectangular  trough  about  12  ins, 
square  between  thein.  In  this  trough  the  ballast  and  ties  are 
placed.     Holes  are  made  in  the  center  of  the  slab  between  the 


Pig.  671.— ahaUow  Trough  Floor.  Wabaab  Ry. 
I-beams,  to  drain  off  water  which  is  collected  in  a  gutter  placed 
in  line  with  the  holes,  and  carried  by  down  spouts  to  the  street 
curbs. 

Figure  673  shows  a  bridge  built  of  old  bridge  stringers  em- 
bedded in  concrete  beams,  and  carrying  a  floor  of  concrete  all 
reinforced  with  longitudinal  and  transverse  rods.  The  floor 
extends  over  the  parapet  or  end  wall  of  the  -bridge  abutment, 
and  the  top  of  this  wall  was  coated  with  soap  to  prevent  adhe- 
sion of  the  concrete  when  laid,  and  the  floor  is  therefore  free  to 
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Pig.  672.— Ploor,  Wabash  Ry. 
slide  on  the  abutment  with  the  expansion  and  contraction  of  the 
bridge.  The  method  of  reinforcing  the  inner  girder  with  steel 
bars  embedded  in  concrete  should  be  noted,  as  this  method  has 
been  successfully  employed  in  a  number  of  cases  for  strengthen- 
ing old  bridges. 

Figure  674  shows  part  transverse  section,  and  Fig.  675  longi- 
tudinal sections  of  reinforced  concrete  floor  construction  of  high- 
way bridges  over  the  track  depression  of  the  Chicago  &  North- 
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western  Ry.,  at  Milwaukee,  Wis.    Expanded  metal  was  used  for 
the  reinforcement. 

Reinforced  concrete  is  being  used  in  the  construction  of  the 
roadway  of  the  Philadelphia  Rapid  Transit  Elevated  Ry.  The 
floor  consists  of  the  usual  Z-bar  and  plate  trough  floor.    The  de- 


Pig.  673  — 

pressions  are  filled  with  concrete,  which  is  filled  in  until  it  ex- 
tends 4  ins.  above  the  top  of  the  trough.  This  floor  is  reinforced 
against  cracks  caused  by  shrinkage  or  temperature  strains  by  )i- 
in.  corrugated  bars  spaced  i8-ins.  centers.  The  ballast  is  held  by 
the  concrete,  which  forms  a  trough.  Figure  676  gives  cross- 
section  of  this  floor. 


Fig.  074. — Highway  Brldse  Floor,  Chicago  &  Northwestem  Er- 

Figiire  677  shows  details  of  a  reinforced  concrete  floor  used 

on  a  plate  girder  highway  bridge    at    South    Bend,  Ind.     The 

roadway   is  carried  by   four  longitudinal  girders,  spaced   12-ft. 

centers.    The  floor  beams  are  15-in.  42-lb.  I-beams,  spaced  6-ft 
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centers.  The  sidewalks  are  on  brackets  cantilevered  out  from 
the  foadway  girder  on  each  side,  and  are  spaced  12- ft.  centers. 
The  concrete  sidewalk  slab  spans  between  the  brackets,  and  has 
a  thickness  of  5  ins.  of  1:3:6  gravel  concrete  and  i-in.  surface 
coat  of  I  to  I  mortar.  This  slab  is  reinforced  with  J/l-in. 
Thacher  bars  4-ins.  centers  placed  longitudinally.    The  roadway 
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Pig.  677. — Highway  Bridge  Floor,  South  Bend.  Ind.        • 

floor  slab  has  a  span  of  6  ft.  between  floor  beams.  It  has  a  maxi- 
mum thickness  of  9^2  ins.  at  the  center,  and  gradually  reduces  to 
yy2  ins.  at  the  side  of  the  roadway.  The  slab  is  reinforced  trans- 
versely with  ^-in.  Thacher  bars,  placed  12  ins.  apart  on  centers, 
and  longitudinally  by  ^-in.  bars  6  ins.  on  centers.  The  upper 
flanges  of  the  roadway  girders  extend  up  into  the  concrete  slab, 
and  the  transverse  rods  are  bent  up  over  their  flanges. 

Figure  677  also  shows  a  cantilever  sidewalk  on  a  retaining 
wall  used  at  one  end  of  the  South  Rend  bridge ;  }^An.  corrugated 
bars  spaced  9-ins.  centers  were  used  for  reinforcement. 


CHAPTER  XXXIII. 

BRIDGE  PIERS  AND  ABUTMENTS. 

Tien, — Concrete  is  used  in  many  cases  to  replace  stone  for 
pier  construction.  When  no  reinforcement  is  used,  the  sites  and 
general  proportions  follow  the  usual  practice  employed  for  stone 
piers,  the  masonry  yardage  used  for  the  two  not  differing  mate- 
rially. When  reinforced  concrete  is  employed,  a  considerable 
saving  of  concrete,  with  a  corresponding  reduction  in  cost,  will 
result.  The  reduction  in  masonry  may  be  obtained  either  by 
reducing  the  size  of  the  pier  or  using  the  same  size  pier  as  when 
stone  is  used,  and  making  it  hollow,  with  reinforced  walls.  In- 
terior cross  walls  or  diaphragms  may  be  used  if  necessary.  The 
interior  open  space  may  be  filled  with  broken  stone,  sand  or 
gravel,  or  may  be  left  open  if  the  pier  is  designed  so  that  it  will 
possess  sufficient  stability.  In  the  latter  case  considerable  reduc- 
tion in  the  load  on  the  foundation  will  result. 

The  top  slab  forming  the  coping  should  have  sufficient  strength 
to  support  the  loads  brought  upon  it,  and  transmit  them  to  the 
side  and  interior  walls,  which  in  turn  transmit  the  loads  to  the 
foundation.  It  is  well  to  make  the  coping  slab  somewhat  heavier 
than  t'heoretical  requirements  dictate,  as  the  shock  of  passing 
trains  bring  dangerous  and  indeterminate  stresses  upon  it.  Care 
should  be  taken  to  provide  sufficient  area  to  the  wall  so  that 
the  safe  bearing  value  of  the  concrete  will  not  be  exceeded. 
The  interior  faces  of  the  walls  may  be  vertical,  but  outside  faces 
should  have  a  batter  of  at  least  l^-in.  to  the  foot.  Care  should 
be  taken  to  provide  sufficient  reinforcement  for  the  side  walls  to  i*  ' 
enable  them  to  resist  the  pressure  of  the  stone  or  sand  filling,  as 
well  as  any  external  loads  or  blows  which  may  come  upon  them. 
The  cutwater  may  be  strengthened  by  a  rib  or  wall  extending 
back  into  the  pier. 

When  it  is  necessary  to  spread  the  foundation  either  to  reduce 
the  pressure  on  the  soil  or  increase  the  stability  of  the  pier,  a 
reinforced   slab  with   strengthening  ribs  should  be  used  in   & 
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manner  entirely  analogous  to  that  employed  for  retainii^  wall 
footings. 

Ker,  E.  C,  M.  4  0.  Sy. — Figure  678  shows  design  of  a  hollow 
reinforced  concrete  pier  20  ft.  in  height  used  on  the  Kansas  City, 
Memphis  &  Omaha  Ry. 

niinoia  Central  B.  B.  Pien. — Figure  679  shows  plan,  eleva- 
tions and  sections  of  a  hollow  reinforced  concrete  pier  used  for  a 
450-ft.  draw  span  at  Gilbertsville.  Ky..  t^  the  I.  C.  R.  R.  The 
general  dimensions  of  the  pier  are  shown  on  the  drawing.  The 
interior  hollow  space  is  30  ft.  in  diameter,  and  is  domed  at  the 
top,  while  the  load  is  uniformly  distributed  to  the  base  by  the 
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Fig.  678.— Hollow  Pier.  K.  C,  M.  &  O.  Ry. 
inverted  dome  at  the  bottom.  The  side  walls  are  8  ft.  thick,  and 
are  coinposed  of  a  i :  2yi :  6  concrete.  The  draw  span  carried 
by  this  pier  is  rim  bearing.  The  entire  dead  and  live  loads  from 
the  trusses  are  carried  by  a  drum,  which  rests  on  coned  wheels 
bearing  on  a  cast-iron  track  38  ft.  in  diameter,  centered  over 
the  center  line  of  the  circular  pier  walls.  The  pier  rests  upon 
piles.  The  reinforcement  for  the  pier  consists  of  J4"'i-  corru- 
gated bars  spaced  2-ft.  centers  and  placed  on  the  sides,  top  am! 
footings,  as  shown  in  Fig.  679- 

The  fixed  spans  of  the  Gilbertsville  Bridge  are  double-track 
bridges  of  300-ft.  span.  Figure  680  shows  side  and  end  eleva- 
tions, vertical  section  and  plan  of  pier  68  ft  in  height,  carrying 


BRIDGE    PIERS    AND    ABUTMENTS.  843 

the  30C>-ft.  fixed  span  trusses.  The  coping  detail  is  also  shown 
in  Fig.  680.  The  nose  of  the  pier  is  of  segmental  form,  with  an 
angle  of  about  90°.  It  is  stated  that  this  form  of  nose  will  turn 
drift,  and  will  turn  the  water  so  as  to  prevent  cross  currents  and 
eddies  below  the  pier.  The  above  piers  were  designed  to  sus- 
tain, besides  their  own  weight  and  that  of  the  superstructure  of  a 
double-track  bridge  and  its  train  loads,  a  tractive  force  equal 


Pig.  GTO.— HoUow  Pivot  Pier.  QllbertsvlUe  Bridge,  lUlnois  Central  R.It 

to  0.2  of  the  double-track  train  loads  applied  longitudinally  to 
the  rail,  and  a  wind  load  against  the  exposed  surface  of  the 
bridge  and  train  equal  to  150  lbs.  per  lin.  ft.  applied  in  the  plane 
of  each  chord,  and  300  lbs.  per  lin.  ft.  (against  the  side  of  the 
moving  train)  applied  7  ft.  above  the  rail.  The  above  loads 
produce  a  maximum  compression  at  the  bottom  of  the  shaft  of 
the  pier  of  18.2  tons  per  sq.  ft.  {252  lbs.  per  sq.  in.),  and  a 
maximum  tension  of  3.34  tons  per  sq.  ft.  (46  lbs.  per  sq.  in.). 
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Reinforcing  rods  placed  6  ins.  inside  of  the  face  of  the  masonry 
and  spaced  2-ft.  centers  in  both  directions,  as  shown  on  the  draw- 
ings, were  used  to  care  for  any  dangerous  tensile  stresses  and 
insure  monolithic  action. 

Small  Draw-Span  Pier  and  Abntment.— Figure  681  shows  half- 
plan  side  elevation,  half  end  view  and  section  of  pier  for  small 
draw  span,  while  Fig.  682  shows  half  plan  and  section  of  abut- 
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ment.     The  size  and  arrangement  of  the  reinforcing  rods  are 
shown  on  the  drawings. 

The  forms  consisted  of  3  x  4-in.  scantlings  nailed  to  wale 
pieces  at  the  base,  and  inch  boards  nailed  to  these.  The  tops 
of  the  3  X  4's  were  fastened  by  wire  to  some  of  the  inside  piles, 
which  held  the  forms  rigidly  in  place.  Two  bridges  were  built 
as  shown.  The  cost  of  construction  varied  slightly.  The  .yard- 
1^  for  bridge  No.  I.  was  TSI.6  cu.  yds.  for  pier  and  33.9  cu.  yds. 
for  the  abutment,  or  a  total  of  185.5  cu.  yds.  For  bridge  No.  II. 
the  yardage  was  156.7  cu.  yds,  for  pier  and  43.5  cu.  yds.  for  abut- 
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ment,  or  a  total  of  200.2  cu.  yds.  of  concrete.     The  cost  per 
cubic  yard  for  the  two  jobs  was  as  follows: 

Bridge  I.  Bridge  II. 

Per  cu.  yd.  Per  cu.  yd. 
Piers : 

Tugs  and  scows $0.10  $0.50 

Materials    3.98  4.00 

Labor     1.43  1.21 

Forming    60  .55 

Machine    19  .14 

Total    $6.30  $6.40 

Abutments : 

Tug    and    scows    $0.52 

Materials     $395  400 

Labor    1.50  1.64 

Forming     1.20  .83 

Machine    65  .22 

Total    $7.30  $7.21 

The  cost  for  forms  per  cubic  yard  of  concrete  was  as  fol- 
lows: 

Bridge  I.  Bridge  II. 

Erecting —                              Pier.      Abutment.  Pier.       Abutment 
Per  cubic  yard: 

Materials    $0.18           $0.40  $0.17           $0.31 

Labor    36               .59  .^               .31 

$0.54  $0.99  $0.49  $0.62 

Tearing  down: 

Per    cubic    yard $0.06  $0.21  $0.06  $0.21 

Figure  683  shows  a  concrete  pier  for  the  Western  Maryland 
R.  R.  Details  and  dimensions  used  are  clearly  shown  on  the 
drawing.  The  forms  for  the  piers  were  made  in  sections  5  ft. 
high.  When  the  first  section  above  the  footing  course  had  been 
nearly  filled,  a  second  section  was  placed  on  top  of  it.  and  filled 
with  concrete.  A  third  section  was  successively  placed  on  it  as 
the  concrete  neared  its  upper  edge.  The  lower  section  was 
then  removed  and  lifted  over  the  second  and  third  sections,  and 
placed  on  top  of  them  by  means  of  a  cableway.  The  batter  on 
the  face  of  the  pier  was  sufficient  to  hold  the  forms  in  place 
without  any  other  support.  By  this  means  a  minimum  amount 
of  lumber  was  used  for  forms. 

Alutments. — When  plain  concrete  is  used  for  the  construction 
of  abutments,  the  details  used  are  essentially  similar  to  those  used 
for  stone  abutments.     If  reinforced  concrete  is  used,  a  great 
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saving  in  materials  results,  with  a  reduction  in  cost  of  sometimes 
as  much  as  40  or  50  per  cent. 

For  a  reinforced  concrete  abutment  the  construction  usually 
consists  of  a  rectangular  slab  for  a  base,  generally  not  less  in 
width  than  one-half  the  height,  depending  upon  the  area  of  base 
necessary  to  distribute  the  load.  This  width  of  base,  which  is 
somewhat  greater  than  that  usually  adopted  in  stone  or  con- 
crete abutments,  adds  greatly  to  the  stability  of  the  structure. 
The  spread  of  base  is  secured  by  extending  the  base  plate  the 
desired  distance  beyond  the  vertical  wall  on  all  sides.    Buttresses 
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Fig.  083. — Concrete  Pier,  Western  Maryland  R.R. 

which  transmit  the  load  from  the  bridge  seat  rest  upon  and  trans- 
mit the  load  to  the  base  plate,  which,  in  turn^  distributes  it  over 
the  foundation.  A  face  wall  heavy  enough  to  resist  the  earth 
pressure  and  live  load  transferred  through  the  earth  is  placed  in 
front  of  and  built  monolithic  with  the  buttresses,  and  firmly 
anchored  to  it  by  means  of  reinforcing  rods,  usually  with  hooked 
ends.  The  face  wall  is  continued  beyond  the  bridge  seats  to  form 
wings,  and  is  supported  at  intervals  by  buttresses.  The  bridge 
seat  consists  of  a  heavy  reinforced  concrete  slab  resting  upon  the 
buttresses.  A  parapet  wall  at  the  back  of  the  bridge  seat  forms 
the  back  or  mud  wall,  as  in  a  stone  abutment.     This  wall  has 
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returns  at  the  ends  to  the  face  walls.  The  construction,  with  the 
exception  of  the  bridge  seat  and  supporting  buttresses,  resembles 
closely  the  construction  used  for  reinforced  concrete  retaining 
walls  described  in  another  chapter.  It  is  desirable,  if  possible,  to 
place  the  main  buttresses  directly  under  the  girders,  thereby 
eliminating  bending  in  the  slab  forming  the  bridge  seat.  The 
buttresses  or  counterforts  for  the  wing-walls  are  usually  placed 
about  8-ft.  centers.  Ample  reinforcement  should  be  used  to  give 
all  parts  sufficient  strength  to  resist  any  load  which  may  be 
brought  upon  it.  Plenty  of  anchor  rods  should  be  used  to 
securely  anchor  the  various  parts  together.  The  usual  methods 
of  analysis  should  be  employed  to  determine  the  stresses  in  the 
various  parts  of  the  structure.    The  general  festtures  of  rein- 
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Pig.  684. — Abutment,  C.  B.  &  Q.  R.R. 

forced  concrete  abutment  construction  will  be  understood  trom 
the  following  examples. 

C,  B.  &  Q.  Ey.  Abutment. — Figure  684  shows  plan,  eleva- 
tion and  sections  of  a  reinforced  concrete  abutment  24  ft.  in 
height  above  the  foundations  built  by  the  Chicago,  Burlington  & 
Quincy  Ry.  The  size  and  arrangement  of  the  reinforcing  bars, 
together  with  the  general  dimensions  of  the  abutment,  are  shown 
on  the  drawing. 

K.  C,  M.  &  0.  Ey.  Abutment. — Figures  685  and  686  show 
plan,  elevation  and  cross-sections  of  a  25-ft.  abutment  used  on 
the  K.  C,  M.  &  O.  Ry.  It  should  be  noted  that  one  wing  wall 
is  straight,  while  the  other  flares  at  an  angle  of  30**.  The  sizes 
and  arrangement  of  the  reinforcement  are  shown  on  the  drawing, 
together  with  the  general  dimensions  of  the  abutment. 
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Fig.  083. — Plan  and  Elevatloaa  25-PC.  Abutment,  K.  C,  M.  t  0.  Kj. 
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Wabaili  B.  B.  Abutment. — Figure  687  shows  plan,  elevation 
and  sections  of  reinforced  concrete  abutment  built  at  Monticello, 
IlL,  by  the  Wabash  Railroad.  This  structure  has  a  height  over 
aU  of  approximately  32  ft.  The  arrangement  of  the  reinforce- 
ment and  general  dimensions  of  the  structure  are  shown  on  the 
drawing.  The  reinforcement  used  consists  of  >^-in.  corrugated 
bars. 

Weiteni  Kaiyland  K.  B.  Abutment. — Figure  688  shows  detail 


Fig.  G8  Abu  men  a  Mon  e  lo  III  Wsbash  Ry 
of  a  concrete  U-abutment.  with  an  extreme  height  of  about 
43  ft.  6  Ins.,  for  the  Western  Maryland  R.  R.  The  parapet 
wall  is  10  ft.  io>i  ins.  high,  and  is  2  ft.  wide  at  the  top.  and 
has  a  vertical  front  face.  The  bridge  seat  is  3  ft.  7  ins.  wide, 
and  extends  the  full  width  of  the  abutment.  An  offset  of  4  ins. 
on  the  front  and  sides  of  the  bridge  seat  walls  i  ft.  6  ins.  below 
its  top  forms  the  edge  of  the  coping.  Other  features  of  this 
abutment  are  clearly  shown  in  the  drawing. 
Abutments  for  the  Cairo  Bridge,  Illinoii  Central  B.  B. — A  num- 
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ber  of  designs  were  prepared  in  1903,  under  the  direction  of 
Mr.  F.  H.  Bainbridge,  for  the  high  abutments  at  both  the 
Illinois  and  Kentucky  ends  of  the  Cairo  Bridge.  Figure  68g 
shows  original  design  for  a  wing  wall  abutment  having  wall  flar- 
ing at  an  angle  of  45°.  The  quantities  of  materials  and  esti- 
mated cost  are  as  follows: 

Concrete,  5,681  cu,  yds.,  at  $6  $34,086 

Piles,  450,  al  $8.50   3,655 

Total    $37,741 


,  Western  Maryland  K.R. 
Figure  690  shows  another  design  of  an  abutment  having  short, 
straight  wing  walls.    On  account  of  simple  form  work,  the  con- 
crete in  this  design  was  estimated  at  $5.75  per  cu.  yd.  in  place. 
The  quantities  and  cost  are  as  follows : 

Cohcrete.  3,353  cu.  yds.,  at  $5.75  $19,279-75 

Piles.  480,  al  $8.50  4,080.00 

Earth  fill,  13,500  cu.  yds.,  at  30  ct-' 4.050.00 

Total    $27wW9.75       ■ 
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Figure  691  shows  design  for  a  U-abuttnent,  with  side  walls 
connected  by  tie-rods  protected  by  small  concrete  arches.  The 
quantities  and  cost  are  as  follows: 


Concrete,  3,636  cu.  yds.,  at  $6  $31,816 

Piles,  420,  r  ""'-  

"     I1  fill,  4 


Earth  fi 


I.  yds.. 


3.570 
,,000  cu.  yds.,  at  .w  cts 

Total    $26,663 

Figure  692  shows  design  of  hollow  reinforced  concrete  abut- 
ment of  the  T-type  adopted  for  tiie  Cairo  bridge.    Side  walls  con- 


nected by  a  longitudinal  arch  at  the  top,  an  inverted  arch  at  the 
bottom,  and  an  intermediate  arch  at  mid-height  form  the  main 
features  of  this  design.  The  back  of  tiie  arches  are  left  open, 
allowing  the  sloping  earth  of  the  embankment  to  spill  into  the 
abutment,  thus  tieing  it  firmly  to  the  bank,  furnishing  weight  at 
the  rear  and  preventing  any  forward  thrust  from  the  embank- 
ment. The  horizontal  partition  serves  for  the  same  purpose,  and 
prevents  excessive  earth  pressures  on  the  side  walls.  It  is  stated 
that  the  earth  fill  for  .this  abutment  is  approximately  the  same 
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as  for  the  original  design  with  wing  walls.  On  account  of  the 
extra  work  necessary  for  the  construction  of  forms  and  richer 
concrete  used,  the  price  of  concrete  was  taken  at  $7.25  per  cu. 
yd.    The  quantities  and  cost  are  as  follows: 

Concrete,  2,660  cu.  yds.,  at  $7-25  $icm65X)0 

Piles,  337,  at  I8.50   2^64-50 

Iron  bars    300.00 

Total    $22,449.50 

An  abutment  of  similar  design  was  adopted  for  the  Kentuckj- 


FlE.  C92. — DeBlEn  (or  Abutment,  Cairo  Bridge, 
approach  to  the  Cairo  Bridge.  The  above  abutment  designs  give 
some  idea  of  various  types  of  construction  which  may  be  used  for 
high  abutments.  Similar  or  different  types  are  adapted  to 
the  construction  of  abutments  of  less  height.  The  difference 
in  cost  for  the  various  types  should  be  noted.  The  wisdom  of 
making  alternate  designs  before  adopting  any  given  design  will 
be  appreciated  after  comparing  the  above  estimates. 


CHAPTER  XXXIV. 

CONCRETE  BUILDING  BLOCKS. 

Concrete  building  blocks,  or  cement  blocks,  as  they  are  some- 
times called,  when  properly  made  and  used,  form,  under  many 
conditions  an  ideal  material  for  the  exterior  walls  of  buildings. 
They  are  cheaper  than  brick  or  stone,  and  while  somewhat  more 
expensive  than  wood  are  much  more  durable,  and  possess  the 
additional  merit  of  being  fireproof.  They  have  all  the  advan- 
tages of  brjck  and  stone  in  point  of  comfort,  coolness  in  summer, 
and  warmth  in  winter.  Building  blocks  are  moulded  hollow  pri- 
marily to  reduce  their  cost,  but  their  hollow  form  makes  them 
useful  in  other  ways  at  the  same  time.  The  following  are  some 
of  the  advantages  claimed  for  concrete  blocks :  ( i )  Their  hollow 
form  results  in  a  saving  of  materials  over  brick  or  stone  masonry, 
this  often  amounting  to  from  20  to  50  per  cent.  (2)  The  cost 
of  laying  concrete  blocks  is  less  than  for  brickwork.  This  is  due 
to  the  fact  that  the  blocks,  being  larger,  have  a  much  smaller 
number  of  joints,  and  require  less  mortar,  and,  being  hollow, 
are  of  less  weight  than  solid  brick  work.  (3)  A  wall,  properly 
constructed  of  good  concrete  Jblocks,  is  as  strong  or  stronger 
than  a  brick  wall  of  equal  thickness.  •(4)  Concrete  blocks,  being 
hollow,  tend  to  prevent  sudden  changes  of  temperature  within  a 
house,  making  it  cool  in  summer  and  easily  heated  in  winter. 
For  the  same  reason,  if  proper  vents  are  provided,  the  interior 
of  the  walls  will  be  free  from  the  dampness  so  often  met  with 
in  houses  constructed  of  brick  or  stone.  (5)  The  hollow  spaces 
provide  an  easy  means  for  running  pipes  and  electric  wires. 
These  spaces  may  also  be  used  wholly  or  in  part  for  heating  and 
ventilating  flues.  (6)  Concrete  blocks,  being  easily  moulded, 
may  often  be  used  to  replace  cut  stone,  with  considerable  saving 
in  cost.  (7)  The  fireproof  qualities  of  concrete  are  equal  or 
superior  to  that  of  brick  and  stone.  (8)  The  ease  and  rapidity 
with  which  a  wall  built  of  concrete  blocks  may  be  constructed 
make  their  use  in  many  cases  very  desirable.     Concrete  blocks 
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are  constructed  of  cement,  sand,  gravel  and  broken  stone.  Lime 
is  sometimes  used  to  replace  a  portion  of  the  cemient.  The  funda- 
mental principles  governing  concrete  block  construction,  so  far 
as  relates  to  the  qualities  and  properties  of  the  materials,  and  the 
proportioning  and  mixing  of  the  ingredients,  does  not  differ 
materially  from  that  of  ordinary  concrete  construction,  and  has 
been  fully  discussed  in  the  early  chapters  of  this  work.  The 
mixtures  used  for  blocks,  however,  differ  somewhat  from  that 
used  for  other  forms  of  construction.  It  is  customary  to  use  a 
dry  mixture  with  many  block  machines  in  order  to  remove  the 
blocks  from  the  machine  at  the  earliest  possible  moment.  Good 
concrete  blocks  may  be  made  with  almost  any  machine,  and  even 
without  the  use  of  a  machine.  A  concrete  block  machine  enables 
the  rapid  moulding  of  blocks,  and  if  any  considerable  number  of 
blocks  are  needed  will  prove  a  paying  investment.  Concrete 
blocks  may  be  obtained  on  the  market  in  many  parts  of  this 
country,  and,  if  carefully  inspected,  may  be  safely  used  where 
it  is  undesirable  for  the  builder  to  manufacture  his  own  blocks. 

Haterials  for  Concrete  Blocks. — Owing  to  its  wide  distribution 
and  cheapness,  sand  is  most  commonly  used  for  making  concrete 
blocks.  Gravel  and  broken  stone  mixtures  give  a  denser  mix- 
ture, and  require  less  cement  than  sand  mixtures.  It  is  a  mis- 
taken idea  that  fine  sand  will  give  a  denser  mixture  than  sand  and 
gravel  or  broken  stone  mixtures.  In  making  building  blocks  the 
spaces  to.  be  filled  are  usually  too  narrow  to  permit  the  use  of 
very  coarse  materials.  Stone  or  gravel  larger  than  i  in.  in  size 
can  seldom  be  used,  and,  generally  speaking,  sizes  ranging  from 
up  to  J4  or  ^  in.  are  the  maximum  sizes  that  will  prove  satis- 
factory. Where  possible,  graded  sizes  should  be  used,  and  for 
good  results  at  least  one-third  of  the  material  should  be  coarser 
than  y^'in.  Blocks  made  from  such  mixtures  in  the  proportion 
of  I  to  5  will  be  found  as  good  as  a  i  to  3  mixture  of  sand  alone. 
Generally,  sand  and  gravel  are  the  cheapest  materials  for  block 
work. 

Stone  screenings,  if  they  do  not  contain  too  much  fine  dust, 
will  give  as  strong  a  block  as  can  be  made  from  sand  and  gravel. 
Screenings  from  soft  stone  should  not  be  used,  as  blocks  made 
from  them  are  weak  and  undesirable. 

Cinders  are   sometimes   used    for   blocks    with    fair   results. 
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Blocks  made  from  them  do  not  possess  much  strength,  and  are 
porous.  For  these  reasons  they  should  not  be  used  in  situations 
where  g^eat  strength  is  required,  nor  should  they  be  used  for 
outside  walls.  They  will  prove  the  most  satisfactory  for  interior 
walls  carrying  light  loads. 

Cement. — Natural  and  slag  cements  are  sometimes  used  for 
block  construction,  and,  while  greatly  inferior  to  Portland  cement, 
may  be  used  for  work  which  will  be  constantly  wet,  but  should 
be  avoided  for  work  exposed  to  dry  air.  The  many  excellent 
and  reliable  qualities  of  Portland  cement  make  it  the  only  satis- 
factory material  for  cement  block  construction. 

lime. — Lime  is  sometimes  used  to  replace  a  portion  of  the 
cement.  The  most  convenient  form  of  lime  for  use  in  block- 
making  is  the  dry-slaked  or  hydrate  lime,  now  a  common  com- 
mercial article.  No  great  saving  results  from  its  use,  but  its 
addition  in  the  proportion  of  from  one-quarter  to  one-half  the 
cement  used  will  cause  the  blocks  to  set  more  rapidly,  make 
them  lighter  in  color,  and  make  the  concrete  denser  and  more 
impervious  to  moisture.  In  sand  mixtures  with  the  proportion 
of  I  to  4  or  I  to  5,  at  least  one-third  of  the  cement  may  be 
replaced  with  slaked  lime  without  loss  of  strength. 

Proportioning. — It  is  customary  to  fix  arbitrarily  the  propor- 
tions of  materials  used  for  cement  blocks.  When  sand  is  em^ 
ployed  for  the  aggregate,  the  proportions  commonly  used  var> 
from  1 :  3  to  1 : 6.  When  broken  stone  and  gravel  with  sand  are 
used  for  the  aggregate,  leaner  mixtures  will  give  equal  strength. 
Thus  a  combination  of  i  part  cement,  3  parts  sand  and  6  parts 
broken  stone  will  prove  satisfactory  if  the  stone  is  of  properly 
graded  sizes.  Another  mixture  commonly  used  is  i  part  cement, 
2  parts  coarse  sand.  2  parts  fine  gravel  and  2  parts  coarse  gravel. 
Mixtures  commonly  used  for  ordinary  concrete  construction, 
viz.,  1:2:4  and  1:3:5,  will  prove  satisfactory.  Care  should 
be  taken  to  secure  as  dense  a  mixture  as  possible.  Chapter  IV.  of 
this  work  should  be  consulted  as  to  the  method  of  determining 
the  best  mixture  with  the  given  materials.  When  facing  is  used, 
mixtures  in  proportions  varying  from  i  to  i  to  i  to  3  are  used 
for  the  face  mixture,  and  !  to  5  or  i  to  6  mixtures  for  the  back- 
ing. While  the  poorer  mixtures  g^ven  above  will  possess  ample 
strength,  they  will  be  porous.     It  is  believed  that  a  i  to  3  or 
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I  to  4  sand  mixture  and  a  i  to  5  sand  and  gravel  mixture  are 
about  as  poor  as  should  be  used.  The  addition  of  hydrate  of 
lime  tends  to  make  the  block  less  porous.  Plenty  of  water  used 
in  mixing  also  tends  to  reduce  the  porosity  of  the  block. 

Proportion  of  Water. — The  amount  of  water  used  in  mixing 
affects  greatly  the  quality  of  the  block.  Dry  mixtures  are  neces- 
sary for  rapidity  of  moulding,  as  only  when  they  are  employed 
can  the  block  be  readily  removed  from  the  machine.  If 
blocks  are  made  from  too  dry  concrete,  they  will  remain  soft 
and  weak  no  matter  how  thoroughly  they  are  sprinkled  after- 
ward. On  the  other  hand,  too  much  water  will  cause  them  to 
stick  to  the  machine  plates,  and  they  will  not  retain  their  shape 
if  removed  at  once  from  the  moulds.  It  is  possible  to  obtain 
a  concrete  of  such  consistency  that  the  block  may  be  removed 
from  the  mould  at  once  and  still  possess  first-class  hardening 
properties.  A  practical  method  of  determining  the  proper  con- 
sistency is  to  squeeze  some  of  the  mixture  in  the  hand,  and  see 
if  its  holds  its  shape  upon  relieving  the  pressure ;  if  not,  it  is  too 
dry.  It  should  hold  together  when  placed  on  the  other  hand, 
and  should  not  wet,  but  slightly  moisten,  the  hand  when  squeezed 
in  it.  No  fixed  percentage  of  water  can  be  specified,  as  the 
character  of  the  materials,  the  moisture  in  the  atmosphere,  as 
well  as  other  causes,  govern  the  amount  of  water  needed. 

For  blocks  moulded  by  pressure,  a  medium  wet  mixture  is 
used.  The  pressure^  causes  the  surplus  water  to  flush  to  the  sur- 
face. For  poured  work  a  mixture  so  wet  that  it  is  fluid  is  used. 
Castings  in  sand  moulds  are  made  by  the  use  of  a  very  liquid 
concrete ;  fine  limestone  screenings  prove  the  most  satisfactory 
aggregate  for  poured  work,  as  sand  and  gravel  settle  too  rapidly 
for  such  thin  mixtures. 

Mixing  and  Depositing. — As  in  all  other  concrete  work,  thor^^ 
oughness  in  mixing  and  care  in  depositing  are  necessar\*  to 
success  in  cement  block  manufacture.  Chapters  V.  and  VI. 
should  be  carefully  read  in  this  connection. 

Cnring. — The  process  of  curing  after  the  block  has  been 
moulded  is  the  most  important  in  the  manufacture  of  concrete 
blocks.  All  blocks  manufactured  by  th'e  medium  wet  or  medium 
dry  process  should  be  made  under  cover,  and  protected  from  the 
sun,  from  dry  currents  of  air,  and  from  frost  until  thoroughly 
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cured.  The  block  should  remain  on  the  pallet  at  least  for  from 
24  to  36  hours.  As  soon  as  the  concrete  has  sufficiently  set  so 
that  the  water  will  not  wash  the  surface,  usually  from  4  to  12 
hours  after  moulding,  the  blocks  should  be  gently  sprinkled. 
From  this  time  they  should  be  sprinkled  two  or  three  times  daily 
for  from  7  to  14  days.  Plenty  of  water  is  necessary  to  the 
process  of  setting,  and  sufficient  should  be  used  to  supply  moisture 
to  all  parts  of  the  block.  Blocks  should  never  be  allowed  to  dry 
out  on  the  surface  until  the  center  has  thoroughly  cured.  The 
moment  that  the  surface  of  the  block  begins  to  turn  white  it  is 
a  sure  sign  that  it  needs  water.  Too  much  water  can  not  be 
used.  Care  should  be  taken  to  so  pile  the  blocks  that  they  will 
receive  moisture  equally  on  all  sides.  The  slower  the  drying 
of  the  block,  the  harder  and  tougher  will  it  become.  A  sand 
floor  kept  wet  may  be  used  to  insure  a  damp  atmosphere.  If  a 
suitable  shed  or  building  is  not  available  for  curing,  the  blocks 
may  be  covered  with  canvas,  burlap,  hay  or  other  covering  which 
will  retain  the  moisture,  and  at  the  same  time  keep  dry  air  from 
circulating  around  the  blocks.  It  is  essential  that  as  near  as 
possible  the  conditions  under  which  the  blocks  are  cured  should 
be  uniform. 

An  advantage  claimed  for  one  of  the  face-down  processes  in 
which  pallets  faced  with  concrete  are  used,  is  that,  while  setting, 
the  face  of  the  stone  is  protected  from  washing  and  from  drying 
out  too  fast.  By  this  process  the  blocks  are  claimed  to  be  self- 
bleaching,  being  practically  cured  with  the  face  in  water,  as 
the  face  plate  is  waterproofed  and  concave.  When  the  block 
is  sprinkled,  the  water  flows  down  into  and  is  retained  in  the 
face  plate.  It  is  claimed  that  by  this  method  the  face  of  the 
block  is  bleached  to  an  almost  pure  white,  while  when  made 
with  the  same  materials  under  ordinary  conditions  it  would  be 
gray. 

In  winter  the  blocks  should  be  protected  from  freezing  for  at 
least  10  days  after  moulding. 

For  curing  a  dry  mixture  will  require  more  water  than  a 
medium  or  wet  mixture,  and  should  be  kept  in  a  moist  atmo- 
sphere for  a  longer  time  than  the  latter.  In  the  former  case 
blocks  should  be  kept  thoroughly  moist  for  at  least  20  days, 
while  in  the  latter  case  about  10  days  will  be  sufficient. 
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Steam  has  been  used  for  curing  blocks  in  a  number  of  in- 
stances, and,  it  is  claimed,  with  success,  48  hours  hard- 
ening the  block  sufficiently  for  it  to*  be  placed  in  the  wall.  Tests 
on  blocks  cured  in  this  manner  are  too  few  to  draw  any  definite 
conclusions,  but  it  is  probable  that  the  most  satisfactory  results 
will   be  obtained   if    the   blocks   are    first    allowed   to   harden 

• 

24  hours  in  moist  air  before  subjecting  them  to  the  steam  bath. 

Facing. — The  use  of  a  thin  facing  of  different  materials  •from 
the  mixture  used  for  the  body  of  the  block  is  growing  in  favor. 
The  objects  of  facing  are  threefold,  viz.,  a  saving  in  cost  of 
materials,  the  securing  of  a  dense  and  impervious  facing,  and 
an  improvement  in  the  appearance  of  the  exposed  surface  of  the 
block.  The  saving  in  materials  results  from  the  use  of  a  coarse, 
lean  mixture  for  the  body  of  the  block,  and  a  fine,  rich  mixture  of 
only  from  34  to  ^  in.  in  thickness  tor  the  face.  This  facing 
is  usually  made  of  a  mixture  of  cement  and  fine  aggregate, 
varying  in  proportions  from  i  to  i  and  i  to  3.  By  a  judicious 
selection  of  the  sand  or  crushed  stone  used  for  the  facing,  a 
pleasing  surface  may  be  obtained,  by  this  means,  within  cer- 
tain limits,  any  desired  color  may  be  obtained.  To  secure  per- 
manent results  colored  sand  or  stone  should  be  used,  but  the  addi- 
tion of  coloring  matter  to  the  facing  mixture  will  produce  a 
similar  result.  In  the  latter  case,  however,  there  is  danger  of 
the  colors  fading,  and  if  too  much  coloring  matter  is  added  the 
strength  of  the  concrete  may  be  affected.  Chapter  VIII.  should 
be  consulted  in  this  connection. 

In  the  manufacture  of  blocks  with  a  facing  coat  only  those 
methods  should  be  used  in  which  the  body  of  the  block  is  placed 
at  the  same  time  as  the  face,  and  the  two  thoroughly  united  by 
tamping  or  pressure.  Two  methods  a>2  usually  employed  in 
placing  the  facing  concrete.  In  the  first  it  is  placed  and  held  in 
position  by  a  backing  board :  the  back  concrete  is  then  put  in  and 
tamped  as  the  backing  board  is  withdrawn.  In  this  method  there 
is  danger  of  a  cleavage  plane  being  formed  between  the  facing 
and  backing  concrete.  In  the  second  method  what  is  known  as 
a  face-down  machine  is  used,  the  facing  concrete  being  placed 
on  the  face  plate,  tamped,  and  the  backing  concrete  then  placed 
upon  it  and  tamped.  The  two  mixtures  are  by  this  method 
thoroughly   united.     A   third   method   is   employed    in   pressure 
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machines,  the  facing  material  being  placed  last,  and  the  pressure 
plate  is  the  facing  plate  of  the  mould. 

The  form  of  faces  most  commonly  used  are  smooth  face,  bevel- 
edge,  corrugated  or  ribbed,  pitch  or  rock  face,  and  special  de- 
signs of  ornamental  faces.  Much  taste  and  judgment  should  be 
used  in  the  selection  of  facing  to  be  used.  It  is  believed  that 
the  use  of  the  simple  forms  and  an  avoidance  of  a  repetition  of  a 
fixed  pattern  of  ornamental  design  will  give  more  artistic  results. 
It  should  be  remembered  that  the  concrete  block  or  cast  stone  is 
a  material  that  possesses  ornamental  and  artistic  properties 
per  se.  and  the  mistake  avoided  of  trying  to  imitate  other  kinds 
of  stone.     Appearances  which  are  unnatural  to  concrete  should 


Fig.  IfiO.— Example  of  Plain  and  Ornamental  Concrete  Blocks, 
be  avoided.  It  is  believed  that  smooth,  ribbed  or  paneled  sur- 
faces with  good  ornamental  patterns  for  friezes  or  cornices  will 
give  tasty  and  artistic  results.  It  should,  however,  be  remem- 
bered that  the  smooth,  dead  look  which  rich  cement  mixtures 
have  are  not  pleasing,  and  that  a  rough,  varied  surface  is  more 
pleasing  to  the  eye.  The  methods  of  treating  concrete  surfaces 
described  in  Chapter  VIII.  should  be  considered  in  this  con- 
nection. 

Some  of  the  possibilities  of  the  variety  which  may  be  secured 
in  concrete-block  ornamentation  are  shown  in  Fig.  693. 

Euunplea  of  Block  Conitrnction. — Some  of  the  architectural 
features  of  concrete  block  construction  are  shown  in  Figs,  604 
10697. 
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Figure  G94  shows  a  popular  style  of  porch  work 

(irely   uf   moulded  concrete.      \-\rr-,rn   Cv.^   shows  a   small  ■ 


dencc  al  All)iii|iierqiic.  New  Mexico,  built  of  cement  blocks. 
This  kind  of  construction  will  prove  both  cheap  anrl  durable 
in  many  localities  where  the  cost  of  other  kinds  of  buildings  is 


prohibitivt.  I'igure  6y6  shews  a  somewbai  more  preientifl 
residence  at  Newark.  Ohio ;  while  Fig.  697  shows  a  court-house 
built  entirely  of  blocks  and  artificial  stone. 


'  ft 


Fig.   ti!M!.— Concrete    Block    Residence  al    Newark.   O. 


Pig.  69T. — Example  ot  Concrete  Block    Public  Building  Work. 
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Sliape  of  Blocks. — The  earliest  form  of  hollow  blocks  used  in 
this  country  are  those  shown  in  Fig.  698.  This  block  is  known 
as  the  Palmer  block.  As  will  be  noted,  it  is  simple  in  form,  having 
a  transverse  web  at  either  end  and  two  webs  near  the  middle,  so 
that  half  blocks  can  be  formed  without  changing  the  cores  in  the 
machine.  As  will  also  be  noted,  an  L-shaped  comer  block  is  used. 
This  block  has  been  widely  copied  and  many  other  forms  deveU 


Pig.  COS.— Bi  am  pies  o(  HarmoD  S.  Palmer'a  Hollow  Concrete  Block*. 
Oped  from  it.  As  originally  designed,  the  air  space  varied  from 
20  to  33  per  cent.  In  modern  block  construction,  however,  the 
percentage  of  air  space  has  been  greatly  increased,  so  that  now 
it  is  not  unusual  to  have  an  air  space  of  from  50  to  55  per  cent, 
of  the  horizontal  section  of  the  block. 

The  block  shown  in  Fig.  699  has  a  single  transverse  web  at  th^ 
middle,  and  is  the  form  made  by  the  greatest  number  of  machines 


Fig.  fiflft, — stretcher  and  Corner  Blocka.  witb  Slnsle  Web. 
at  the  present  time.  Fig,  700  shows  another  favorite  form  made 
with  a  single  core.  The  reduction  in  the  number  of  transverse 
webs  reduces  the  liability  of  penetration  of  moisture  in  case  of 
•heavy  rains.  Again,  it  is  easier  to  tamp  around  one  core  than 
two  or  more,  and  a  more  dense  block  with  the  same  amount  of 
care  and  labor  in  tamping  will  he  secured.  There  Is  also  lesi 
danger  of  injuring  the  block  by  the  withdrawal  of  the  cores. 
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The  desirability  of  securing  perfect  insulation  and  preventing 
the  penetration  of  moisture  through  the  cross  ribs  has  brought 
about  the  development  of  two  forms  of  blocks,  viz.,  blocks  with 
a  staggered  air  space  and  the  two  piece  block. 

Fig.  701  shows  a  one  piece  block  with  staggered  air  space. 


f^:#^ 


Fig.  TOO. — Example  oC  KntioDal  Hollow  Block. 
This  is  known  as  the  Miracle  block.  The  arrangement  of  the 
webs  and  hollow  spaces  is  such  that  each  web  will  be  backed  by 
an  air  space  and  no  portion  of  the  solid  concrete  extends  directly 
from  the  outer  face  of  the  wall  to  the  inner  side.  This  arrange- 
ment makes  the  penetration  of  moisture  from  the  face  to  the  rear 


Fig.  701. — Miracle  Block  witb  Staggered  A!r  Spaces, 
of  the  block  practically  impossible.  It  is  stated  that  this  arrange- 
ment has  proved  entirely  satisfactory.  Another  block  of  the 
same  type  with  a  multiple  air  space  is  shown  in  Fig.  702.  In 
this  block,  however,  the  arrangement  of  the  air  spaces  is  some- 
what different. 

Fig,  703  shows  a  block  of  the  two  piece  type.     This  block  is 
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manufactured  by  the  American  Hydraulic  Stone  Company's 
system.  When  sufficient  care  is  taken  to  secure  a  good  bond  this 
block  will  give  a  strong  and  satisfactory  wall.  The  bond  is  se- 
cured by  lapping  the  short  and  long  arms  of  the  T's  in  adjacent 


Fig.   702— R«id   Hollow   Block,   witb   SUggered   Air  Space*, 
courses.    As  this  block  has  only  one  face,  interior  cores  are  elimi- 
nated and  it  is  possible  to  make  the  blocks  by  means  of  mechani- 
cal or  hydraulic  presses.     By  the  use  of  this  block  multiple  air 
spaces  may  be  secured,  as  shown  in  Fig.  704,    Fig.  705  shows  an 


application  of  segmental  blocks  of  this  system  to  the  construction 
of  circular  stacks  or  bins. 

Another  block  used  to  secure  a  wall  with  a  multiple  air  space 
is  shown  in  Fig.  706.    This  block  is  known  as  the  Mandt  block. 

Many  blocks  varying  somewhat  in  form  from  those  given  above 
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are  manufactured,  but  it  is  believed  that  the  above  examples  illus- 
trate the  principal  types  now  in  use. 

FroceBses  of  Hannfaotiire. — Three  general  processes  are  used 
for  th"  manufacture  of  concrete  blocks,  by  tamping,  pouring  or 
pressing.  The  most  common  method  is  that  in  which  a  dry  mix- 
ture is  tamped  into  the  moulds  either  by  hand  or  by  means  of 
pneumatic  machinery.  In  this  process  a  dry  mixture  of  sand 
and  cement  is  deposited  and  gradually  tamped  into  the  moulds. 
Light  and  frequent  ramming  is  necessary  to  thoroughly  compact 
the  materials,  and  only  by  this  means  will  the  qiiick  adhesion  of  the 
particles  result,  which  is  necessary  in  order  that  the  mass  remain 


firm  when  removed  from  the  moulds.  For  the  last  two  or  three 
years  an  effort  has  been  made  to  use  a  light  pneumatic  hammer 
for  the  purpose  of  tamping.  This  reduces  the  labor  and  secures 
a  uniform  product.  When  the  tamping  is  done  by  hand  the  qual- 
ity of  the  product  will  be  uncertain  unless  great  care,  industry 
and  endurance  are  exercised  to  secure  uniform  results. 

The  process  of  pouring  has  already  been  discussed  in  a  pre- 
vious chapter.  Either  iron  or  sand  moulds  are  used.  A  wet 
concrete  is  employed,  it  being  of  such  a  consistency  that  it  will 
easily  flow  into  all  the  interstices  of  the  mould.  As  it  requires 
several  hours  for  wet  concrete  to  set  sufficiently  to  retain  its  form, 
a  large  number  of  moulds  will  be  necessary  when  this  process 
is  used.     On  this  account  it  is  seldom  used  for  ordinary  block 
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work,  but  is  more  particularly  adapted  to  the  manufacture  of 
ornamental  forms. 

During  the  past  two  or  three  years  the  manufacture  of  blocks 
by  means  of  pressure,  either  mechanical  or  pneumatic,  has  been 
undertaken  by  a  number  of  concerns.  The  method  consists  essen- 
tially of  compressing  in  moulds,  which  are  properly  vented  for  the 
escape  of  air,  a  medium  wet  mixture  of  coarse  concrete.  An 
aggregate  graded  in  size  up  to  ^  or  i  in.  diameter  for  the  largest 
size  stone  is  usually  employed.  Either  hydraulic  or  mechanical 
pressure  is  applied  as  soon  as  the  mgulds  are  filled,  the  object 
being  to  apply  a  uniform  pressure  to  all  parts  of  the  block.'  It  is 
essential  that  all  blocks  be  subjected  to  the  same  pressure  if  a  uni- 
form product  results.  Two  methods  are  employed  to  secure 
blocks  of  uniform  density,  first  by  applying  the  same  pressure  to 
all  blocks,  the  pressure  being  read  by  means  of  a  gauge,  and 
second,  by  using  exactly  the  same  amount  of  materials  for  each 
block  ^nd  stopping  the  pressure  when  the  pressure  plates  have 
reached  a  point  to  give  a  block  of  the  desired  size.  In  the 
first  method,  blocks  of  variable  size  result,  while  in  the 
second  a  perfectly  graded  and  mixed  aggregate  must  be  used. 
It  is  practically  impossible  to  secure  ideal  results  by  either  method, 
but  by  exercising  great  care  fairly  satisfactory  results  will  be 
obtained  by  either  method.  Both  methods  have  been  employed 
for  the  manufacture  of  asphalt  paving  blocks  for  a  number  of 
years.  A  study  of  the  resulting  product,  as  well  as  the  processes, 
by  the  author,  shows  that  this  method  of  manufacture  has  not  as 
yet  reached  the  state  of  perfection  to  be  desired.  The  difficulties 
experienced  in  the  operation  of  machines  of  this  type  has  caused 
at  least  one  large  manufacturer  of  block  machinery  to  abandon 
entirely  the  use  of  pressure  machinery. 

Block  Machines. — The  process  of  manufacture  determines  the 
character  of  machine  to  be  used  for  block  construction.  In  gen- 
eral there  is  a  similarity  among  all  machines  used  for  manufac- 
turing blocks  by  tamping  a  dry  mixture  composed  of  a  compara- 
tively fine  aggregate.  These  machines  consist  essentially  of  a 
set  of  moulds  and  cores  with  or  without  a  metal  stand  or  plat- 
form to  support  them  in  a  position  convenient  for  performing 
the  operation  of  depositing,  tamping  and  removing  the  block. 
Many  mechanical  contrivances  differing  somewhat  from  each 
other  arc  added  to  the  simple  moulds,  cores'  and  stand  or  plat- 
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form  to  facilitate  and  reduce  the  cost  of  operation.  Again,  pro- 
vision must  be  made  for  giving  variety  to  the  exposed  face  of  the 
block,  and,  when  desired,  to  make  possible  a  variation  in  the 
mixtures  used  for  the  facing  and  body  of  the  block.  The  mechanic 
cal  operation  must  also  be  such  that  the  finished  block  can  be 
easily  and  quickly  removed  from  the  machine  without  injuring 
the  green  concrete. 

Cement  blocks  have  been  successfully  made  by  means  of 
wooden  moulds  of  extremely  simple  design.  When  a  quantity  of 
blocks  arc  needed  it  is  beHeved  that  the  purchase  of  one  of  the 
better  types  of  machines  will  prove  a  good  investment.    Machines 


Fig.  TOT.— Palmer  Block  Machine  Ready  for  Deposlllng  the  Concrete. 

of  this  type  are  divided  into  two  classes:  those  with  a  vertical  and 
those  with  a  horizontal  face  plate.  In  the  former,  the  facing  plate 
mould  stands  vertical  and  the  block  is  simply  lifted  from  the 
machine  on  its  base  plate  as  soon  as  tamped.  In  the  other  type 
the  face  plate  forms  the  bottom  of  the  mould,  the  cores  are  with- 
drawn horizontally  and  the  block  with  its  face  plate  tipped  up  in  a 
vertical  position  for  removal.  When  it  is  desired  to  use  a  facing 
mixture,  it  is  necessary  to  provide  a  parting  plate  in  the  vertical 
facing  machine,  while  with  a  face  down  machine  the  operation 
is  very  simple,  consisting  simply  of  depositing  the  facing  coat  and 
then  tamping  the  backing  concrete  upon  it.     Fig.  707  shows  the 
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latest  mode)  of  an  upright  machine  made  by  one  of  the  first  manu- 
facturers of  block  machines  in  this  country.  The  machine  is 
shown  closed  and  ready  for  depositing  and  tamping  in  the  ma- 
terial. Fig.  708  shows  the  machine  open  and  ready  for  the  re- 
moval of  the  block.  The  cores,  which  are  withdrawn  downward, 
are  shown  below  the  platform  upon  which  the  block  rests. 


A  machine  ()f  nuich  simpler  construction  but  of  the  face  down 
ty|>e  is  shown  in  |-"ip.  709.  The  sides  of  the  mould  are  locked  in 
place  and  the  inachinc  ready  to  receive  material.  Fig.  710  shows 
the  face  tipped  tip  and  the  block  resting  upon  the  pallet  ready 
for  removal. 


CONCRETE    BUILDING    BLOCKS.  87I 

Figs.  711  and  712  show  a  machine  which  is  removed  after  the 
block  has  been  moulded  without  disturbing  the  green  concrete 
block.  When  this  machine  is  employed  it  is  not  necessary  to 
liandle  the  block  until  it  has  hardened.  Fig.  711  shows  the  ma- 
chine ready  for  the  mixture,  while  Fig.  712  shows  the  manner  of 
releasing  of  the  finished  block. 

Figure  713  shows  a  machine  of  the  mechanical  pressure  type 
which  has  been  extensively  used  in  the  manufacture  of  two  piece 
blocks.  Usually  mechanical  or  hydraulic  pressure  machines  are 
of  heavy  and  complicated  construction. 


Fig.  ■ 


When  the  pouring  process  is  used,  sand  moulds,  moulds  of 
wood,  cast  concrete  or  metal  are  employed.  The  methods  of  se- 
curing the  desired  impression  in  the  mould  has  already  been  dis- 
cussed in  another  chapter.  Where  wooden  moulds  are  employed 
they  should  he  waterproofed  to  prevent  the  wood  from  warping. 
This  method  will  hardly  become  popular  for  ordinary  block  con- 
struction on  account  of  the  large  number  of  moulds  necessary 
for  any  considerable  output. 

Building  Constmction. — .^s  with  other  types  of  construction,  a 
good  foundation  is  necessary.  The  foundation  walls  may  be  made 
of  blocks  as  well  as  the  upper  walls.    These  should  be  somewhat 
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heavier  than  those  used  for  the  first  story  walls.    The  thickness 
of  walls  usually  employed  for  block  construction  are  as  follows; 

For  one-story   buildings 8-in.  walls. 

For  two-story  buildings lO-in.  walls. 

For  three-story  buildings lo  and   12-in.  walls. 

For  four-story  buildings 10,  12  and   15-in.  walls. 

The  thickness  of  the  walls  are,  of  course,  increased  from  the 
top  downward. 

Fig.  698  shows  method  of  supporting  floor  beams  by  means  of 
notched  blocks.  Metal  hangers  are  sometimes  used  as  shown  in 
Fig.  714.     Either  of  the  above  methods  will  prove  satisfactory. 


American   Hydraulic   Stone  Pressure  Block   Hachloe. 


As  it  is  impossible  to  drive  nails  into  concrete,  some  means  must 
be  employed  for  fastening  door  and  window  trim,  base  boards, 
etc.  A  metal  plug  which  is  laid  in  the  mortar  joints,  as  shown  in 
^''&-  715'  or  wooden  plugs  cast  in  the  concrete  may  be  used  for 
this  purpose. 

Where  well  made  blocks  are  employed,  plastering  may  be  done 
direct  upon  the  inside  face  of  the  blocks.  As  the  wall  face  is 
quite  smooth,  the  scratch  coat  may  usually  be  omitted  and  the 
hard  coat  applied  directly  upon  the  inner  face  of  the  wall. 
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By  the  use  of  special  moulds,  sills  and  lintels  for  windows  and 
doors  may  be  cast  in  the  same  manner  as  ordinary  blocks.  If 
this  is  not  done,  they  may  be  built  in  place  in  the  same  manner 
as  in  reinforced  concrete  buildings. 

Mortar  joints  for  cement  blocks  vary  from  J^-in.  to  j4-in.  in 
thickness.    The  smaller  area  and  thinner  joint,  as  well  as  reduction 


Pig.  714. — Stirrup  for  Supporting  Fig.  715. — Metal  Plug  for  Nailing. 

Floor  Beam. 

in  number  of  joints,  results  in  a  great  saving  in  mortar  over  that 
necessary  for  brickwork.  A  good  cement  mortar  for  laying 
blocks  may  be  made  as  follows : 

Portland  Cement.  Sand.  Lime. 

I   part  2  parts  ♦      j/l  part 

I  part  3  parts  1  pan 

Mix  to  a  plastic  state  but  not  too  thin,  as  it  weakens  the  mortar. 
Cost  of  Concrete  Building  Blocks. — Much  misinformation  has 
been  given  by  makers  of  concrete  block  machinery  as  to  the  cost 
of  concrete  blocks  in  their  desire  to  sell  their  machines.  Data 
from  trial  tests  under  unusually  favorable  conditions  should  not 
be  used  to  determine  the  cost  of  manufacturing  concrete  blocks 
when  a  comparison  is  desired  with  that  of  other  and  older 
methods.  With  ecjual  costs,  however,  the  hollow  block  possesses 
many  desirable  (jualities  which  should  lead  to  its  adoption. 
It  will  generally  be  found,  however,  that  a  hollow  block  wall 
w^ill  be  chea])er  than  either  brick  or  stone  walls,  and  in  some  in- 
stances nearly  if  not  quite  as  cheap  as  frame  construction.  The 
costs  given  by  a  number  of  manufacturers  for  a  single  block 
varies  from  7  to  20  cts.,  the  highest  price,  20  cts.,  being  for  a 
block  which  will  lay  2  sq.  ft.  in  the  wall  or  a  cost  of  10  cts.  per 
sq.  ft.  of  wall.  Assuming  the  price  of  brick  at  $8.00  per  thousand, 
the  cost  of  materials  alone  for  i  sq.  ft.  of  wall  12  ins.  thick  will  be 
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1 6  cts.  The  cost  of  laying  brick  varies,  but  may  be  as  much  as 
$8.00  per  thousand,  although  in  localities  free  from  the  exactions 
of  labor  unions  the  cost  may  be  less  than  half  this  amount.  From 
4  to  5  cents  per  block  is  given  as  a  fair  price  for  laying  cement 
blocks. 

It  should  also  be  remembered  that  a  hollow  concrete  wall  built 
of  moisture  proof  blocks  does  not  need  furring  strips  or  lathing:, 
but  the  plastering  is  applied  directly  upon  the  inside  of  the  wall. 
This  results  in  an  additional  saving.  Thus  a  considerable  saving 
may  result  by  the  use  of  concrete  block  construction  in  place  of 
brick  work.  This  will  amount  at  timt  3  to  from  20  to  50  per  cent.. 
not  to  mention  that  a  dryer  and  warmer  building  is  secure'* 
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forms  for   743 

general    discussion 741 

Fineness  of  cement   27 

Finishing    concrete    surfaces 117 

acids,   use   of    118 

casting  in  sand  moulds   .......  .''24 

cast   ornaments    1.0 

cement  moulds    111^ 

colors,    general    discussion 121 

tables  for  1: 2 

variation    in     129 

concrete  sidewalks    127 

efflorescence,   cause  and   remedy  130 

facing  mould    IIH 

laitance    130 

masonry   facing    124 

methods    117 

mortar   facing    117 

mouldings    124 

moulds   for 125 

ornamental   shapes    124 

painting    123 

pebble  dash   facing 119 

pick,    dressing    with 121 

pitted  or  mottled  surface 118 

protecting    surfaces    132 

Ransome    concrete    axe    for....  120 

nibbed    finish    119 

sand  moulds   for    124 

sidewalk  construction    128 

tool   dressing    120 

tools  for 128 

variation  in  color   129 

veneering   slabs    124 

wood   moulds    124 

Fire-resisting  qualities  of  reinforced 

concrete     171 

Fire     resistance.     Prof.     Woolson's 

tests   of 174 

Floor  construction: 

classification    of    480 

monolithic     585 

Taylor-Wilson  Mfg.  Co.  building  517 

Degon    system     » . . .  200 

Floors: 

American    Concrete    Steel    Co.'s 

system     485 

arched    slabs    for 487 

Bllgrim    building     504 

Bush  Terminal  Co.   building 512 

Central  Felt  &  Paper  Co.  build- 
ing       508 

Chicago  store  building 498 

Columbi&n     system     484 

De   Man   system 488 

De   Valllere    system 583 

Donath    system 484 

expanded    metal 482 

finish    of OiH 

Golding   system 487 

Hennebique   ribbed   slab 490 

Hennebique  system    491,  522 

Ingalls   office   building 520 

International    Fence    and    Flre- 

*               proofing    Co -180 

Kelly  &  Jones  factory 500 

Monier     482 
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Floors: 

Koenen    480 

Matrai     system 492 

Melan   system 490 

method  of  construction 502 

Monier  double  slab 489 

monolithic *  491 

mushroom    system 4i>4 

Pacific  Coast  Borax  Factory 499 

Palais   de   Justice 498 

Petit     Palais     des     Beaux    Arts 

4SW,    524 

Philadelphia  Rapid    Transit  Co. 

building     507 

Ransome    system 499 

ribbed     arch 523 

ribbed     slab 494 

Robbins     garage 505 

Roebling    flat    .slab 484 

Roebling     system 487 

slab,    reinforcement   for    482 

Thompson   &   Xorris  factory 503 

tile-concrete     construction 525 

United      Shoe      Machinery    Co. 

building     502 

unit  girder   frame  system 512 

Wunch   sy.stem 490,   523 

Flue  gases  and  moisture,  effect  on 

concrete     182 

Forms: 

columns     570 

cast     110 

Formulas: 

beam     904 

Bonna     307 

double    reinforced 315 

Johnson     307 

Sewells     322 

Talbot's     328 

Thacher     351 

Wasons    343 

columns.    (See   columns.) 

conduits    640 

continuous    slabs 527 

footings     348 

Hennebique 301,  300 

parabolic   theory   of  stress 301 

Pipes: 

Coignet     300 

quantities  of  materials   53 

rectilinear      distribution      of 

stress    319 

stirrups     30r> 

T-beams    312,  340* 

Hennebique     364 

Capt.    John   S.    Sewell 325 

Forms: 

Atlantic   City   Hotel 595 

conduits.    (See   conduits.) 

design    of 575 

floor    slabs 58C^ 

girders     590 

Central   Felt    &    Paper    Co. 

Factory     594 

Central     Pennsylvania      Co. 

Building     590 

Minneapolis    warehouse 594 

Pacific  Borax  Co.   factory . . .  597 

Hennebique     586 

Kelly  &.  Jones  factory 597 

hollow    walls 605 

independent  centering  for 580 

sewers.   (See  sewers.) 

Foundations    407 

bearing  power  of  soils  and  rock  407 

breakwater,   St.   Heller,   Eng 102 

caisson    461 

Cockle  Creek    Bridge,    New 

South    Wales 462 
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Foundations. 

pneumatic    4(U 

Union    Street    Wharf.      San 

Francisco,    Cai 46:; 

Capped    piie: 

discussion    of 426 

Penrose       Ferry      Bridge. 

Philadelphia    427 

Yonkers    power-house 427 

Charleston     Bridge 108 

Cockle    Creek     Bridge.     Sidney, 

N.    S.    W 4r»S 

Coosa   River   Bridge 104 

general     con.siderations 4(K) 

grouting   loose  stone   All   for....    101 
Pile: 

chamfering   machine   for. . . .  444 
chimney   at   Holyoke.    Mass..  441 
classes     of     reinforced     con- 
crete       4-2\) 

Clark     442 

courthouse.       Berlin,       Ger- 
many        447 

discussion     of 42M 

general    di.«?iussion 410 

Gilbreth     4.".1 

library  building.  Aurora,   111.  VA'A 

mill  at  Holyoke,  Mass 440 

Latteman     building.     Brook- 
lyn.   N.    Y 

Produce       Exchange       Hank 

Building,   N.   Y.   City 

quay  wall.   Cochin.   China... 

river   and   railroad   terminal 

warehouse.    Pittsburg,    Pa. 

roundhouse,   C.   St.    P.   &  O. 

Ry 

steel-concrete     442 

terminal      station.      Atlanta, 

Ga 440 

United     Express      Co.,     New 

York     4:t:t 

use     of 42H 

New   Rochelle   (N.    Y.)   dock KM 

pneumatic    Caisson 404 

reinforced   concrete   discussion..  41.*? 

simplex     pile 4."..') 

Spread : 

Atlantic   Terminal   Station...  417 
Bush    Terminal    Co.,    Brook- 
lyn,  N.   Y 41S 

Chicago     41.'i 

Chicago    store 410 

.^       discussion    4i:{ 

examples-   of 41.') 

400-ton     smokestack 420 

Franklin   building,    N.    Y 41.'. 

Oair   factory,     Brooklyn.    X. 

Y 410 

garage   building.   New    York.  421 

Hennebique 42:t,  424 

Monler     4ir» 

residence.    New    York    City..  422 

Shayne    building 422 

Thompson    &    Norris     build- 
ing,   Brooklyn,    N.    Y..419,  42<» 
warehouse,    Newcastle.    Eng. 

424,     42.-).  42r, 

U.   S.   coaling    station.     French- 
man's   Bay,    Maine 400 

Washington    Barracks 43.'> 

Freezing: 

effect   on   concrete 1.'17 

Girder  Bridges.   (See  bridges.) 
Girder   Forms: 

Ingalls     Building TtHH 

United     Shoe      Machinery      Co. 

Factory r>lM) 

Girders,   Bush  Terminal   Co.   build- 
ing      r»14 
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Girders: 

long      span.       Lyric      Theater. 

Cleveland,    O JH 

Golding    system 261 

Grain  elevator  bins.    (See  bins.) 

Gravel     37 

bearing    power 408 

cost     Ill 

quality    affecting    concrete 43 

screening    ^ 

voids    in © 

Gravel   vs.    broken    stone 43 

Griffin    mill 13 

Grouting     88 

foundatfons    101 

Hand    mixing 71 

Hardpan: 

bearing    power 408 

Heating  material: 

apparatus    ^ 

Hennebique: 

columns,    examples   of 4(57 

clamp     r»S»i 

floors    491 

floors,     arched oil 

floors,   ribbed   slab 496 

formulas  for  beams 361 

formula    columns 3ti*j 

formulas,     stirrups 3iw 

formula  for  T-beams 363 

reinforcement     26D 

system 252,    266 

walls 2IM,    533 

Hollow  blocks: 

various    shapes    used 864 

Hooped   columns.    (See   columns.) 

Hooped     concrete 389 

Considftre's    experiments 391 

tests     389 

Woolson's    exiieriments 390 

Housing    concrete 98 

Hugh   Bilgrim   building: 

floors     5(H 

Hyatt: 

reinforcing     for 226 

slab     reinforcement '£^ 

Hydrated    lime S57 

Impermeable    concrete 138 

alum  lye  and  cement   wash 140 

Medusa    waterproof   compound. .  144 

methods    of   securing 144> 

Sylvester     process 141 

tests    m 

waterproof    compounds 144 

Ingalls    building: 

columns     for 461) 

floors    for 52i« 

wall     .!!!..'!  5:i'> 

International   Fence   &   Fireprooflng 
Co. 

fabric 241 

floor 486 

Jackson     pipe 04S 

Johnson    bar .!....,.  22s 

formulas   for  beams 3C7 

Joists,   method  of  supporting s7- 

K,    values    for rwiTi 

Kahn     bar 'S^ 

system 24s 

Kelly  &  Jones  facto :y. 

columns    for 47;) 

floors     ' .vm 

Klett,   reinforcing  for 226 

Koenen    floor .'. . . .  4J«5 

Laitance    130 

Lattice    truss   system 'SA 

Laying     concrete     during     freezinis 
weather: 
covering    surfaces 96 
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PI 
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movable    S71 

Laj-lnB  -.ciur,.,,.  under   water 

....    101 

Loading  and   transport Ing  tontrete: 
Loam: 

V,    Rapid   TrB.i»)l  Subway  SU- 

lloD    stairways MT 

rtbwestern  Oblo    Bottle    Pactorjr  Ma 

"",£,£=      7, 

amenta!   shapes.      iSee  also  Fin- 
Isblng   Concrete    Surface.) 124 

—  "" 

..lO.     1^ 

Mason  rj     facing.        (See     FInl 

•""«  ,.,-, 

mS^'U™"'™ 

■2Al.   M-2 

ladelphla      Rapid     TrauHll      Co. 

huildinR                 rin 

Medical    La  bora  tor/    bufldlng,   ^^ 

Union    StnlioH,    Hamburg,    Oer- 

14| 

■  etghl  of  hammer 4:n.  ATiT, 

Metal  ^^'^jj-^  -J-  Y„  ■„ -„« 

::::;S 

e  roundnrinn-.  water.    (See  Foun- 

,.        '■"""■■'     =«7 

bearlani  power,  general    dUcus- 

Foole     72 

bearlng  power,   formula. 41:; 

Mlilng: 

collapsible   core    for    4^ 

MiiliiB  l^tonls 

"*"''    »> 

Illinois  ft   Ml»slKxlpp>  cana 

lock    «i 

(orraulB*.     41^ 

N,  Y.  C.  fiH.  R,  B,  R.  iiiant..     Xi 

Mixtures,    denned 

Modulus  ot  elasllcliy.   (See  Ela 
Honier: 

.„„;,/" 

!'.■-             .  .  ;:::;:;;;:  JS 

pliw»     

reinforcement     

".■.::  -zr. 

moulded  before  driving 444 

pile  driver  for  Raymond  plie...  4.^ 

....  -STS 

Raymond     ....T 42» 
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Piles. 

Rechter,  Vereng  and  Dopkln...  449 

relnforcemeDt  for  simplex 437 

sheet    Hennebique 447 

simplex    435 

test    440 

sheet  piling    with  I-beam    rein- 
forcement     449 

triangular     447 

vertical    moulding 452 

Williams    I-beam 449 

Pipe    267 

Bonna    043 

Bordenave     642 

strength   of    654 

cost   of   Ransome   cement 686 

formula    366 

Jackson     648 

Joints    for 643 

Ransome  pipe  mould 685 

methods   of   manufacture 649 

Monier    641 

Pavin  de  Lafarge 642 

sizes     653 

reinforcement    for 267 

Wilson   &   Baillie    648 

Wayss  ft  Co 641 

Pitted    surfaces    118 

Portland  cement.     (See  Cement.) 
Portland  cement,  effect  of  sea  wa- 
ter on 150 

Pot    cracker 10 

Practical     .  building       construction. 
(See     Building     (Construc- 
tion.) 
Press  for  making  concrete  blocks. .  871 

Processes  of  block  manufacture 867 

Proportioning   concrete 50 

American    practice 51 

European    practice 51 

Filling    the    voids 52 

for  different  uses 50 

impervious    mixtures 51 

Thacher's    table    for    54 

Proportions   used   for: 

concrete    blocks 857 

facing    blocks.  .* 860 

Protection  of  metal 150 

Protecting    surfaces    l.TJ 

Ransome    axe 120 

bar     227 

cost    ni 

cement   pipe 685 

floors    499 

formula   for  beams 345 

hoist    82 

mixing    plant 81 

Hammers  for   concrete. 92 

Reinforced  beams.     (See  Beams  Re- 
inforced.) 

Reinforced      Cement      Construction 

Co.    system   for  floors .703 

Reinforced    concrete,    deflned 3 

early   use   in   America 5 

building    construction 4(55 

flre-reslsting    qualities 171 

Prof.    Woolson's  tests 174 

first    use    of 4 

members,     classlflcatlon    of 219 

roof   trusses    552 

Reinforcement : 

arrangement    of    221 

beams,     double 315 

Bertine     system 512 

Bousseron     system 24(5 

rhaudy    system 250 

Coignet     system 24H 

Columbian    bar    2.^7 

composite   bars 22.7 

beams    246 
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Reinforcement: 

corrugated    228 

cost   of 216 

Cottancin  system   241,  250 

Coularoa  system   253 

Cummings   system 247 

Degon   system    251 

De   Man 227 

De  Valliere  system    ^5 

disposition  of 218.  221 

disposition  of.  for  arches 25K 

Donath    system 238 

expanded   metal 239 

Hennebique    system 2^ 

Hyatt    bar 228 

Hyatt    system JSH 

independent   bar    236 

I-beam    236 

Kahn    system 248 

Kahn    trussed 23:1 

Klett    226 

lattice    trusses 2IA 

location    of 221 

Locher    system 247 

lock   woven   wire    fabric 241 

Maciachini  system 25.*^ 

Matrai   system    244 

Monier    237 

monolith  steel  bars 233 

Muller    239 

Pipes   267 

Pavin  de  Lafarge  system ...  248 

principles   governing    218 

Ransome     227 

Schluter    system 240 

Schofleld    235 

Siegwart   system 254 

slab     236 

special  arrangement  of    23i) 

sUff     22B 

system  for  arches 259 

Thacher    229 

Thacher    riveted 23»J 

tie  lock  fabric   241 

twisted    bar    227 

unit    frame    234 

use  of  wire   mesh 24.*^ 

Visintini    system     2r>J> 

walls     26:^ 

Hennebique   system    264 

welded    wire    fabric    242 

Reinforcing   metal    212 

Retemperlng    concrete    1.33 

Reservoir: 

Bloomington,    111 701 

East    Orange    (595 

Fort    Meade,     S.     D fiD7 

gas  holder  tank,    Dubuque,   la..  71S 

general    discussion    of 688 

Madrid.  Spain,  failure  of 'm 

methods  of  construction  at  Fort 

Meade   ew 

gas  holder  tank    7ir» 

wall  forms,  gas  holder  tank,  Du- 
buque,    la 718 

Retaining  walls    »J07 

American  Oak  Leather  Co.  bldg.  61o 

Atlanta    terminal     station 618 

braced    walls 610 

Brooklyn   Grade   Crossing   Com- 
mission      616 

comparative  costs  of 614 

counterforts    611 

Hennebique    design    613 

inverted    T-section 6IW 

Lebanon.    Ohio     610 

Seattle,    Washington    614 

sunken    street   at   Paris 616 

Ribbed    arches     260 

Golding  system   , 281 
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Ribbed   slabs    245.312 

Ridgetleld    power   house    517 

Bobbins    garage    floors    505 

Rock    bearing    power 408 

Roebling    floor    487 

Roeoling   system   walls    538 

Roof    forms    «0« 

Roof   construction    605 

monolithic     542 

Roof  trusses: 

Atlanta    terminal    station    557 

reinforced    concrete    552 

Roofs: 

Bilgram   machine   shop 546 

Canadian    roundhouse     541 

Chittenden  Power  Co.  warehouse  540 

Cummings    system    518 

long   spans,    Los   Angeles 543 

medical      laboratory,      Brooklyn 

Navy     Yard     542 

Northwestern  Ohio  bottle  factory  543 
Parkville  substation,  B.  R.  T.  Co  508 

reinforced   concrete    539 

saw     tooth     548 

Stamford,    Conn.,    factory 548 

tile-concrete     construction 525 

U.    S.    Naval    Academy   chapel..  550 

RoUry    kiln     14 

Rubble  concrete   80 

Salt   Lake   City   aqueduct 65(S 

Salt,  use  of JMJ 

Sand     37 

bearing    power   of 408 

cost   of    42.  Ill 

effect    of    coal    in 40 

effect  of  loam  in 38 

method  of  securing  minimum  of 

voids   :5S 

shape  of  grain  37 

size     37 

voids     In m 

washing    *. 41 

weight     Ill 

Sand   moulds    124 

(See  Finishing  concrete  surfaces.) 

Sand  vs.   stone  dust 42 

Saw-tooth   roof   548 

Schluter    reinforcement     240 

Schoflekl    spacing    and    reinforcing 

bars     235 

Sea  water: 

effect    on     strength    of    cement 

mixtures    

effect  upon  Portland  cement.... 
Sewell,  Capt.  John  S. : 

proposed  theory  for  beams 

theory   of   T-beams    

Sewers.     (See  also  Conduits.) 
Sewers : 

Brooklyn   sewers   

Cleveland,    O 

Des   Moines    sewers 

forms 

Blaw  collapsible   

Medford.    Mass.,   sewer 

South  Bend.  Ind.,  sewer 

general  discussion  

Harrlsburg  intercepting  sewer.. 

Providence  sewer   

Ransome    pipe    mould 

South   Bend,   Ind.,   sewer 

special  moulds  for  small  sewers 
United     Shoe     Machinery     Co., 

sewer    

Wilmington    sewer    

Shaft  hangers  

United  Shoe  Machinery  Co.  bidg. 
Shearing     stresses      in      reinforced 
beams: 
metbodfl  of  caring  for ^  .')08 
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668 
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Shearing  stresses  In  reinforced  beams: 

•  longitudinal     225 

Shearing,    vertical    220 

Sheathing    574 

Shoe,    cast    iron    for    column    rein- 
forcement      472 

Shrinkage   of   cement   and   concrete 

when   setting    166 

Shrinkage  stresses  in  column 387 

discussion   of    587 

Sidewalks,  concrete 127 

Siegwart    system    254 

Simplon   aqueduct    655 

Size  of  cement  barrels QA 

Slabs,    continuous    526 

formulas    for    527 

reinforcements   236 

ribbed    245 

Slag  cement.     (See  Cement.) 

Soundness  of  cement   25 

Specifications   for   cements 33 

Specific  gravity,  cement 22 

stone    63 

Shearing    strength.      (See    Strength 
of  concrete.) 

Staff  bar  226 

Staggered  air  space    865 

Stairways   557 

Hennebique   construction    562 

Kelly  &  Jones  factory   560 

Medical     Laboratory,     Brooklyn 

Navy    Yard    560 

N.  Y.  Rapid  Transit  subway  sta- 
tions      557 

Overhanging   construction    562 

Pacific  Coast  Borax  Co.'s  Bldg.  560 

Stamford.   Conn.,   factory    548 

Stand  pipe,  Milford,  0 689 

Steel: 

cost   for  reinforcement    216 

qualities   of.    for    reinforcement.   212 
Stone,  broken.     (See  broken  stone.) 
Stone: 

effect  of  size  on  strength  of  con- 
crete       188 

quality   effecting   concrete    43 

specific   gravity   of    63 

Stone  crushers   45 

Stone  crushing.     (See  Broken  stone.) 

Stone  dust  vs.   sand   42 

Strength  of  beams: 

diagonal  tension  in  concrete....  286 
formula  for  diagonal  tension....  286 
formula  for  shearing  stresses...  284 
vertical  and  horizontal  shearing 

stresses     284 

Strength  of  cinder  concrete 195 

Strength  of  concrete,  effect  of  age.   192 
compressive  effect  of  amount  of 

cement  on    187 

effect   of   amount   of   water.  .67.  190 

effect  of  size  of  stone  on 188 

elastic   limit    194 

Rafter's  tests   193 

transverse    197 

shearing,   safe  working  values. .  199 
shearing  stresses.   Mas.sachu setts 
Institute      of      Technology 

tests     198 

Thacher's   formulas    192 

working    stresses    194 

Strength,  tensile.     (See  tensile  strength.) 
Strength     tests     of    concrete     after 

heating   178 

Strength  tests  of  cement  28 

Stresses : 

bending ., 220 

flexural   220 

lines  of.  under  flexure 221 

longitudinal  shearing  22^ 
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Stresaes: 

shrinkage  in  columns •HiH 

Subways : 

centering  for 7S2 

New   York    7;J1 

Philadelphia,    Pa 732 

Sylvester   process   of   waterproofing.  141 
cost   of    Uli 

Tables,    beani.«(   reinforced ."UXi 

Talbot.   Prof.  : 

formula   for  neutral  axis 'JXHi 

theory  of  beams ;{28 

Tanks   and   reservoirs,   general   dis- 
cussion     088 

Tank,   gas  holder.    New   York   City.  715 
Pittsburg  Lamp.  Brass  &  Gas  Co  1^80 

Taylor- Wilson    Mfg.    Co.,    building..  r»17 

T-beams    ;U2 

formula   ;{25 

Hennebique's   formula 'MKi 

Johnson    ;{67 

Ransome   formula    :{40 

Thacher's    formuia    .T»7 

Tensile  strength   IH*'* 

Tests  of  beams   -71 

Tests: 

conservations  of  plane  sections. .  1!00 
effect    of    different    loadings    on 

failure    280 

failure  of  beams  by  compression 

in    concrete     278 

failure  of  bond    280 

failure   of   beams   by   tension   In 

steel     277 

method  of  failure  of  beams  under  27.'» 

pipe,    U.    S.     Reclamation 040 

primary,      ultimate      failure     of 

beams    277 

Testing    concrete    for    fire-resisting 
quality    174 

Testing  cement.     (See  cement  testing.) 

Testing  machine: 

Fairbanks     'M 

home  made    IVl 

Textile    Machine    Works    building.  .  .')<a) 

Thacher    bar    22<),  22J) 

Thacher's   constants    .'{."in 

formulas,    beams     .'iTil 

double  relnforred  beams :r»4 

T-beams     .'».'i7 

strength   of  c-oiK-rele    102 

Theory  of  beams    270 

Henneblquc"s    formulas .'Mil 

T-beams     'M\'\ 

Johnson     .*t07 

Ransome    formula     ."14.") 

Prof.   A.    X.   Talbot .".28 

Tharhor  formula    .'{."il 

double  reinforced  beams  ....   .*?.'i4 

T-beams     .'i."»7 

Wa.^on.   L.   C.   formula    '.'A'.i 

Theory  of  reinforced  beams. 

develr)pment  of .'501 

rectilinear   distribution   of   stress  :'1!> 

Thomnson    &    Xorrls    building: 

colimins    for    47.") 

floors     rnn 

Tic    lock    fabric    241 

T'fs.   railway.      (See  cross-lies.^ 

TiI»>-concrete     constru<'tl(m '*'2Tt 

Timber     '»J'» 

Time,   effect   on   mixing 70 

Tools,  concrete    71 

Tool-dressed   surfaces.      (See   flni>h- 

Ing  concTcte  surfaces.) 
Transverse  strength.      (See  strength 

of  concrete.) 

Tube    mill    1". 

Tunnels     7.'!0 

Aspen  tunnel.  U.  P.  I^b&-««>«"-   ~u-I 
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Tu  Duels: 

Bast  Boston  tunnel   73i 

Ossining    tunnel    7w 

Twisted  bar   sj 

Two-piece  blocks   703 

Unit    Concrete    Steel     Frame    Go.'s 

bystem    312 

'Unit  girder  frame   2H 

United  Shoe  Machinery  Co.  building 

columns    |7j| 

floors    *  ^\ jjj-j 

wall  ....!!!!!.!!!* 

U.    S.    Naval   Academy   cfhapel....*.*! 
Upright  machine    


Veneering  slabs  \24 

(See  Finishing  concrete  surtecct ) 

Ventilation    855 

Viaducts.     (See  Girder  bridges.) 

Visintinl    system    235.  30(1 

Voids,   in   broken   stone   62 

in  gravel  ^ 

loose  broken  stone,  according  to 

various    authorities eTi 

sand     on 

sand  and  stone,  determining.*...".    3c! 

Thacher's  table  of  3.1 

Volume   of   cement    barrels 61 

Wall    construction 601 

Walls   283,  SSI 

advantages  of  hollow SSi 

bank,    Basel,    Switzerland 5S3 

Central    Felt      and      Paper    Co. 

building    333 

constructed       without       wooden 

forms     357 

Central   Felt  and  Paper  Co. 

factory    6IR 

forms    60e 

moulds,    ties    for 6M 

Henneblque   construction 3SB 

Ingalls    Building 333 

Pacific    Coast    Borax    Co.    build- 
ing    333 

reinforcement    for    SOU 

Chaudy    system    264 

Degon  system    264 

Monier   system    *X* 

Roebling  system    33K 

Weiderholt  system    337 

width   of    BTJ 

United     Shoe     Machinery        Co. 

building    33 ! 

Wason.  L.  C,  formula  for  beams 3*1 

Water,  amount  of   t\\ 

curing    s"ii» 

effect   of   amount    on   co-efriclent 

or  modulus   of  elasticity...  3« 

effect  on  strength  of  concrete l«l» 

Waterproofing,  cost  of  tar.   felt  and 

asphalt    14K 

Waterproof  Portland   cement 144 

Water  tower,  Fort  Reve;e.   Mass 601 

Wayss  &  Co..    pipes 641 

Weiderholt    system,    walls .W 

Welded  wire  fabric 242 

Wilson  &  Balllle  pipe 64S 

Wood  moulds  I2r» 

(See   Finishing  concrete   surfaces.) 
Woolson.    Prof.,   tests   on   fl-e-resist- 

ing  qualities  of  concrete...   174 
Working     stresses,     co'umns.     Bush 

Terminal  Co.    building 

columns,    Thompson     &      Xorrls 

building    

concrete,  compression   

concrete,   tension 

shearing 

Wiinch  system  floor 


'\Bftrv. 


t 


.  _  floor,  arched 

•.ICHIQAN, 


47s 

47»{ 
104 
1S7 
190 
400 
323 


HOV  25  mi 


The  Corrugations  in  a 
Corrugated  Concrete  Pile  Serve: 


First,  to  enable  the  pile  to  be  sunk 
with  a  water  jet.  The  water  passes 
down  a  hole  through  the  center  of  the 
pile  and  rises  on  the  outside  through  the 
corrugations.  The  earth,  sand,  clay  or 
gravel  is  carried  upward  by  the  current 
of  water  and  the  pile  sinks  rapidly,  often 
without  the  striking  of  a  single  blow 
with  the  hammer.  Large  cobbles  that 
can  not  be  raised  by  the  water  are  under- 
mined by  the  jet  and  pushed  aside  by 
the  descending  pile. 

Second,  the  corrugations  serve  to  in- 
crease the  area  subjected  to  skin  friction 
after  the  driving  has  stopped  and  the 
material  has  settled  around  the  pile. 
The  earth  has  a  much  greater  grip  on  a 
corrugated  pile  than  on  a  plain  pile. 

All  wood  piles  are  subject  to  decay 
unless  constantly  submerged  in  water, 
and,  in  many  places,  they  are  subject 
aLso  to  the  attacks  of  sea  worms.  In 
nearly  every  case  they  are  more  expen- 
sive in  the  long  run  than  concrete  piles. 
By  the  use  of  concrete  piles  it  is  not 
necessary  to  carry  foundation  excava- 
tion down  to  low-water  level  (as  Js  the 
case  with  wood  pile  foundations),  and 
this  saving  in  excavation,  in  sheet  piling 
and  masonry  walls,  often  amounts  to  a 
very  large  sum. 

Write  for  our  catalog,  and  convince 
yourself  of  the  economic  merits  of  con- 
crete piles  in  general,  and  of  the  corru- 
gated pile  in  particular. 


Corrugated  Concrete  Pile  Co. 


34  West  2(lth  St. 


<I«icnl  Uccnm;    Pnnk  B 


LARGEST  REINF 
STATION 


FRANK  B.  GILBRETH 


!d  concrete  power 
Fhe  world 


mP 


|eet  long.  Tliey  are  the  longest  roof  ginler^of  rctangular  section 
fever  built  of  reinforced  concrete. 

The  work  was  done  on  the  basis  of  cost-plus-a-fixed-suni, 
the  only  basis  upon  which  we  do  work.  It  was  completed  in 
less  than  the  estimated  time,  and  below  the  estimated  cost. 

Though  the  width  of  a  continent  separated  the  work  from 
our  headquarters  in  \ew  York,  it  proceeded  as  smoothly  as 
though  executed  in  the  immediate  vicinity  of  the  home  office. 
This  was  due  to  the  Gilbreth  orK'anizatinn  and  Field  System. 

FRANK  B.  GILBRETH 

GENERAL   CONTRACTOR 

MAIN  OFFICEi    34  WEST  26TH  STREET,  NEW  YORK 


James  B.McCord 

AsGoc,  M.  Am.  Soc.  C.  E. 

Civil  Engineer 

29  Broadway  HEW  YORK 

Reinforced  Concrete 

Water-Works  F.ItrEiIion,  Reports 
on  Properties  of  Pu1>Ilc  Serv- 
ice Corpora  ti  on  5. 


UNIVERSAL 
m     DOTTING  PEN 


Strong,  Yet  Light 


ap.l  i>rov<<l>>d  *iib  ntM,  lh>Bt>ui>'- 
ragltl  Hllh  lieht  •>■■&(.  Wtuh  ibe 
i-cliim  BiRu  mre  ilDttci!  aail  iwi  U 
'<]  hy  nutiLit  of  the  act  ■erem    The 


KOLESCH  &  CO. 

IJ8  Fulton  St.         NEW  YORK 


The  CHICAGO  CONCRETE  MIXER 

Is  etiaraeterind  by  three  Important  advantages; 

It  is  lower  tii  charge   than  any 
other  batch  mixer. 

It  is  the  most  rapid  mixer  mcade. 

It  has  the  most 
easily  operated 
discharge  on  any 
mixer. 

Catalog  Free. 

Cliicap  Concrete 
Machinery  Go, 

20  S.  Canal  St. 
DHIMBO 


I 


WEMLINGER 

Corrugated  Steel  Sheet-Piling 


is  ilesigned  for  bracing 
and  sheeting  trenches, 
buililing  coffer-dams, 
and  all  teniporiiry  shor- 
inji  and  sheeting  work. 
It  costs  less  than  wood 
piling,  iis  each  section 
can  be  used  over  and 

(if  the  contractor's 
plant  and   (fiuipment. 


\\'e< 


i.inge: 


She. 


PiUng    WILL     NOT 
BUCKLE    WHEN 

DRIVEN    IN    THE 
HARDEST    SOIL,    as 

the    stiffness     of    the 

extends  aboul  12  fl.  into  the  hanlcroumi.  ^^^p^.  g^^.^^^.^  ^^^„  ^^^.^^ 

of  a  much  heavier  I-beam  of  the  same  wiiith.  The  Wemlinger 
corrugated  section  having  only  one-fimrlh  the  weight  per  foot 
of  other  sheet  ]iilinH,  gives  mrKt  strength  and  support  liecause 
EVERY  POUND  OF  METAL  DOES  EFFECTIVE  WORK. 
It  can  be  relied  u[K)n  alisolutflj',  all  sections  are  alike,  easy  to 
drive,  may  be  had  in  any  practicable  length.  Besides  possess- 
ing every  physical  advantage  over  other  metal  sectioijs  and 
wood,  Wemlinger  Piling  is  more  nearly  water-tight. 

Wemlinger  (■c)rrugateci  Steel  Sheet-Piling  will  save  money 
wherever  sheet  Jiiling  is  used,  and  where  desired  we  contract  to 
ilrive  or  pull  the  piling. 


Wemlinger  Steel  Piling  Company 


ill  Broadway 


NEW  YORK  CITY 


Engineering  News 


ESTARLISHKI)   1874 


Published  Everv  Thursday 
in  The  Interests  of 


Engineers 
Contractors 


Architects 
Railway  Officials 


If  \o\x  Are  Not  a  Subscriber 
Send  For  a  Sample  Copy. 


The  Engineering  News  Pub.  Co 


New  York  City 


«> 


Concrete-Steel  Engineering  Company 

Park  Row  Building,  New  York 

T.'fs^™  Consulting  Engineers  TlV^Tt 

Owners  of  Melan,  Thacher,  Emperger  and  other  patents. 

Bridge  Designing  a  Specialty 
More  Tlian  500  Spans  Built 


Concrete-Steel  Bridges,  Subways,  Docks, 

Girders,  Floors,  Roofs  and  all  kinds 

of  Concrete-Steel  Construction 


DIAMOND  BARS 

urn  irndtT  stress      Uniform  :i 
bond  all  aluiig  the  bar. 


Bars  for  Reinforcing  Concrete  can  be  delivered  in  any  size 
and  quantity.     Write  us  for  information. 

CONCRETE -STEEL  ENGINEERINO  COMPANY 


"  .\^^ 


\ 


THE 
ENGINEER 


PablUheil  24  Time*  ■  YaW 

Semi- Mont  hi; 

Sabiciiplion  Price,  $1 

By  no  other  means  or  method  can  you  get  so 
much  valuable  information  on  power  plant  sub- 
jects and  in  such  concentrated  form.  When  you 
read  The  Engineer  your  time  is  profitably  spent. 
Everything  it  contains  is  worthy  of  attention. 
Its  articles  are  written  plainly  and  concisely  and 
illustrated  clearly,  and  their  practical  nature 
gives  them  a  value  which  you  cannot  over- 
estimate. From  the  first  page  to  the  last  The 
Engineer  is  crammed  with  helpful  ideas.  You 
can  have  a  year's  subscription  (  24  numbers  ) 
for  a  dollar  bill.  Send  your  subscription  today. 
SAMPLE   COPY  FREE. 


THE  ENGINEER 

3SS  Dnrbarn  Street,  ChicwfO 


American  System  of 
Reinforced  Concrete 
Building  Construction 


REPERENCeS; 


QacnJ  ElecWc  Co..  1 


American  Concrete-Steel  Co. 

Q  aid  CONTBAaOU 

JfBWARK,  IT.  J. 


CONCRETE-STEEL 
DAMS 

POWER  HOUSES  and 

GENERAL 

HYDRAULIC 

CONSTRUaiON 

THE  AMBUeSEN  HYDRAUUC 
CONSTRUaiON  CO. 

17*  F«dM*l  St»  BOSTOH.  MASS. 


CORRUGATED  BARS 

FOR    REINFORCED   CONCRETE 


THEY  CAN'T  SLIP 

Most  Efficient  Bond         Lowest  Comparative  Cost 
Easiest  Handled 

The  Three  Dettrminiiij;  FacDrs  in  the  Selection  of  ('(Hitrfte  Reinforcement 
We  will  mail  ynu  the  proof  on  request 

Expanded  Metal  &  Corrugated  Bar  Company 

Agents  in  all  Largf  Cities  Frisco  Building,  ST.  LOUIS 


Municipal  Engineering 

Is  a  magazine  with  an  organization  sufficient  to  keep  it  in  the 
front  rank  all  the  time.  It  has  fallen  into  the  habit  of  recognizing 
the  good  new  things  in  its  field  and  demonstrating  them  a  little  in 
advance  of  any  one  else.  Concrete  is  the  most  important  con- 
struction material  for  the  Engineer,  and  Municipal  Exgineerixg 
has  been  first  in  the  development  of  its  use  and  continues  in  the 
forefront. 

Over  SOO  pages,  full  of  good  things  in  a  year  for  a  subscription 
price  of  $2.     Volumes  begin  with  January  and  July. 

Out  of  the  work  of  the  magazine  has  grown  the 

Handbook  for  Cement  Users 

which  is  a  collection  of  the  best  specifications  and  directions  for 
the  selection  and  use  of  cement  and  concrete  construction,  and  of 
cost  data,  we!l  worth  the  $.*^  price  put  on  it. 

Another  book,  the  only  one  in  the  field,  is  the 

Directory  of   American  Cement  Industries 

of  which  new  editions  are  frequently  issued.  It  has  over  40,000 
names,  ircluding  manufacturers,  sales  agents,  dealers  in  cement, 
concrete  contractors,  makers  of  cement  products,  engineers, 
architects,  laboratories,  makers  of  and  dealers  in  machinerv  for 
cement  makers  and  cement  users.     $5  a  copy. 

Address  orders  to 


Municipal    Engineering    Company 

Indianapolis,  Ind.  1  Broadway,  New  York 


\v\ 


Hennebique  Sjrstem 

Armored  Concrete 

For  AU  CUmm  of  Work 


Qrand  Prli 
Paris  Exposition  1900 
St.  Loub  Exposition  1903 


Hennebique  Construction  Co. 

1170  Broatfway,  New  York  City 


The  Ikst  Power 
Transmitter 

In  Cement  Mills! 


Sole  Manufacturers 
in  United  SUtes 

Rossendale-Reddaway 
Belting  &  Hose  Co. 

Newarlu  N.  J. 


**The  continuous  bond 
of  Clinton  Electrically 
Welded  Wire  is  the 
ONE  best  reinforcing 
for  concrete/* 


No  Laps     No  Weak  Points      No  Waste 


Clinton  Wire  Cloth  Co, 

Clinton,  Mass. 
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A  SPECIAL  OFFER 

**The  Concrete  Age^ 

is  one  of  the  most  practical  papers  in  its  field.  Is  is  pro- 
fusely illustrated  and  contains  the  best  articles  on  con- 
crete construction  in  all  lines.  Every  issue  is  worth  the 
price  of  a  year's  subscription,  which  is  $1.00  per  jrear. 

**The  Cement  Worker's  Hand-Book** 

contains  over  100  closely  printed  pages,  bound  in  yellow 
cloth,  over  50  subjects  on  Concrete  Construction  are 
fully  treated  and  the  book  is  invaluable  to  the  concrete 
worker,  price  50  cents  a  copy. 

Special  Offer 

Send  us  $1.00  now  and  we  will  mail  you  ••The  Cencfiete 
A^e**  one  year  and  also  send  you  •The  Cement  Werker*s 

Hand-Book.**   This  offer  is  open  for  a  limited  time  only. 

Send  today. 

CONCRETE  AGE  PUBLISHING  CO. 

Box  846.  ATLANTA.  GA. 


TO  keep  informed  regarding  ])rogress  in  CONCRETE 
CONSTRUCTION  of  all  kinds— monolithic,  block 
or  stucco — to  learn  the  latest  developments  in 
the  manufacture,  testing  and  marketing  of  cement;  to 
keep  in  touch  with  changes  in  municipal  building  regu- 
lations relating  to  concrete  construction ;  to  obtain 
valuable  hints  on  the  artistic  possibilities  of  concrete; 
in  short,  to  be  abreast  of  the  times,  every"  reader  of  this 
book  shoulvl  also  be  a  subscriber  to 

CEMENT    AGE 

Established  1004.     Monthly. 
Sl.oO  per  year,  beginning  March  1,  '08. 
(Canadian  and  foreign  subscriptions  50c  additional.) 

CEMENT  AGE  COMPANY 

225  Fifth  Avenue,  New  York 
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TbG  phDlOETAph  ahaw! 


A  Single  Cable 

A  Single  Operator 

A  Single  Rail  — iu/ 

A  Multiplicity  of  Economies 

THE  Baliince(iC:ilili't'r:lnt;dilTtTs  from  all  otlicr  calilfwnvs  in  one  rinHc.-i! 
fealurf.  fnim  wliicli  flmv  miiiivsnvinfpi-  Us  tmvtrs  arc  countiTw-i-inlUL-il 
and  cscilliite,  thus  virtually  I'lim  inn  liny  the  sag  of  the  ciilile,  so  that  the 
load  carriage  Tuniias  easily  asi  it  it  wi-re  cm  a  rii;id,  level  track.  Our  catu'og 
explains  fully  this  svfmint;  paradiix  By  virtue  of  thw  fuct,  a  single,  and 
comparatively  small  ciiMe  serves  for  lonR  spans  and  preat  loads.  A  single 
operator  rides  in  the  "■trolley."  and  does  all  the  hni-stind  and  conveying.  A 
smRle  rail  siipjiorts  the  oscillating  t'livcr,  nut  only  reducin),'  ckI  of  in- 
stallation, where  a  mnvahli:  calileway  is  desin'd,  hut  reilucinn  the  spHce  oc- 
cupied, giviriR  more  wurkinK  moui,  and  nn'atly  simplifvinn  the  tower  itself. 
As  a  re.sult,  the  Balaiifeil  Calilc  l'r:ine  is  far  and  away  cheaper  than  any 
other  cahleway,  nut  only  in  first  cost  hut  in  cost  (if  operiitiiin,  A  compara- 
tively small  electric  motor  iloes  the  work  of  a  motor  or  enijinc  many  limes 
lar>;er  on  other  culilevvays.  becausi:  the  motor  of  a  Ualanceil  Cable  Crane  hits 
no  ''hill  ciimliiny"  to  d'>,  runninj;,  as  it  dues,  on  a  level  track  so  fur  a.s  resist- 
ance to  traction  is  eoneerned.  Our  eatalos  sIl.ws  numerous  insti.llatjons  fr.r 
trcmh.  quarrv.  coal  st,ira«e.  bridge,  raihviiv  iiml  other  wi.rk  Send  f'.r  the 
cntalug,  and  then  let  u-i  tinur.'  with  you  ':-,  y.mr  next  hnislini;  and  oii- 
veymg  jicoblom 

The  Balanced  Cable  Crane  Co. 

133  William  Street,  New  York 


THE  AMERICAN 
ARCHITECT 

AND    BUILDING    NEWS 


If  The  i)ioneer  am?ong  achitectural 
l)a])ers.  Established  in  1876  as  a 
weekly  and  remains  the  only  week- 
ly in  its  field.  ^  It  keeps  its  read- 
ers posted  upon  modem  progress 
and  methods  in  designing  and  con- 
structing buildings  of  all  kinds. 
^  Special  attention  is  given  to  Re- 
inforced Concrete.  If  The  newest 
and  best  buildings  in  w^hich  that 
form  of  construction  enters,  are 
illustrated  and  described.  Sub- 
scription   price,   $6.00    a  year. 


THE  AMERICAN 
ARCHITECT 

AND    BUILDING    NEWS 


FLAT    IRON     BUILDING  NEW    YORK 
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HAYWARD  BUCKETS 

FOR 

Concrete  Construction 


'T^HE  Pittsburg  Filtration  Plant  located    at   As[)ir- 
wall,  Pa.,  which  is  to  supply  the  city  of  PiCtsburg 
with  clean  water,  is  being  constructed  by  the  T.  A. 
Gillespie  Company. 

The  accompanying  illustration  shows  a  battery 
of  machines  operating  Hayward  Orange  Peel  ami  Clam 
Shell  Buckets — which  handled  all  the  coal,  sand, 
gravel  and  crushed  stone  used  in  its  construction. 

OUR  CATALOGUE  UPON  REQUKST 

THE   HAYWARD  COMPANY 

97-103  Cedar  Street,  NEW  YORK,  N.  V. 


Mining  and  Scientific  Pm 

ESTABLISHED  18G0 

Published  Every  Saturday  at  667  Howard  Street 

SAN  FRANCISCO 

Bdited  and  Controlled  by  T.  A.  RICKARD  Butiiiess  Hanafer.  BDGAR  BKKAI 

Devoted  to  the  Science  of  Mining  and  Metallurgy, 
the  Application  of  Geology  to  Mining  and  of 
Chemistry  to  Milling.  Special  Correspondence 
from  the  principal  mining  centres  of  the  world. 


SUBSCUPTION  RATES  BRANCH  OFPICBS 

United  SUtes  and  Mexico     -  $3.00  •   Vew  York  ...       SOO  Ptftliiv 

n.».j«                          .  *A  /m  Chicago  -    934  Monadsock  BM 

C"««*  **•<»  Denver    -  420  McPliee BU 

Foreicn           .....  $s.oo  London    -  -       -      S'B  Saliatary  Bn 


We  are  Publishers  and  Dealers  in  Scientific 
Books  and  carry  a  large  stock,  giving  especial 
attention  to  Books  of  immediate  interest  to 
tliose  engaged  in  mining  and  engineering 
in  general. 

A  Few  of  our  Recent  Publications 

JOURNEYS  OF  OBSERVATION' T.   A.   Ricka 

500  Pages,  Handsomely  Illustrated  on  Heavy  Coated  Pa|>t?r. 

Author's  Edition 15.00 

Cloth $3.50 

RECENT  (^VAXIDE  1>RACTICE Ediud  by  T.  A     Ricka 

350  Pages.  Illustrated ri.OO 

THE  METALLURGY  OF  THE  COMMON    METAJ.S 

Leona rd    S.   Ars* 

40tl  Pages,  Illustrated $4.00 

DREDGIXCl  FOR  GOLD  IX  CALrFORXL\ D'ARry  Wkather 

220  Pages,  Fully  Illustrated   with   Diagrams.  Drawing*? 

and  Photographs $4.00 

SEND  FOR  BOOK  CATALOGUE 

We  can  get  you  any  book  you  want 


\^ 


WITHOUT  A  STREAK 


President.  Vice-President. 

i  P.  auOl'NT,  C.  M.  POSTBH, 


Meacham  &Wright 
Company 

SALES  AGENTS 

Improved   Utica 
Hydraulic  Cement 

.\ND    IJIi.-VLRRS    IN 

Portland  Cement 

]3H  Washinicton  Street,  Chicago 


The  Cement  Manufacturer 

Needs  Buyers 
The  Cement  Buyers 

Need  Cements 

The  Mississippi  Valley  Lumberman 

'will  tiike  the  Cemfnt  Manufacturers'  advertisement 
and  place  it  in  thf  hands  of  Every  Retail  Lumber- 
man in  the  entire  Northwest, 

The  Lumbemian  is  the  only  publication  reach- 
ing all  Retailers  in  this  territory,  and  all  these  Re- 
tailers sell  cement. 


Cement  Manufacturers 


Mississippi  Valley  Lumberman 


Minneapolis,  Minnesota. 


The  United  Stateb 
Government  will 
next  year  expend 


$201,368,000.00 

in  Contracts 


The  various  items,  the  char- 
acter of  the  work,  the  com- 
peting bidders,  the  prices 
paid,  the  successful  contract- 
ors, and,  above  all,  the  op- 
portunity to  bid  for  the  work 
or  supplies  required,  can  be 
obtained   from   the   weekly 


U.  S.  GOVERNMENT  ADVERTISER 

Room    427    Bond    Building 

WASHINGTON.  D.  C 


Established   1882 


Sample  Copies  Free 


AS». 


^ 

^^^ 

Mod  PortlaDd  (emeot 

(ompioy 

IRONTON                OHIO 

"EDISON" 
Portland  Cement 

98^1,  tbni  100       85%  Uni  »» 

The  Finest  Gronnd  Portltnd 
Cement  Mannfactored 


-Nei 


e  of  Ifs 


\;t1ui;  Ihan  those  of  the 
b r i  q  ui- 1 1  f  s  mude  with 
K:tii<l  ami  cement.  The 
fini'tioss  tf  the  cement  is 
imj.c.rt;m1,  for  the  finer  it 

used  with  it.'' 


Gonwal  Salu  Offica: 

St  Jams*  Bldg^    1133  Braadway 

Nbw  York  Citr 


IfffTru  Portfanf  cement  i 

ULA I  Lll    THE  NEW  i\mm  il 

«.!•  ««•«»■  SAMUEL  H.  FREMCI)  t  CO.  fMM.ifM. 


Tiff  niDI'i   v«NUFACTV|l 
POHTl"       N 


^^MFiiiHH  4o  BPOADVMY    WEWYntK  -crini^ 
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Used  18  Years 


Hiichost      r.railo 
Always  Unifcjrm 


f 


Stmitl  ('ujisiimcrs  c/  (cincitl  Cannot 

.  \fjord   Time   to    Tvsi   C  cmcut   I'scd. 

We  Can     We  Do. 

Every    f-ilX    of   Dragon    Tlionntghly 
Tested  Hcjore   Shipments  arc  Made. 


JIHE  small  user  of  cement 
:m  seldom  test  the  cement 
ordered,  yet  his  work  is 
quite  as  important  to  him 
as  larger  work  is  to  the  larger  user 
of  cement. 

^  A  cement  whose  brand  is  a  surs 
guarantee  of  some  standard  strength 
and  quality  is  a  safe  cement  for  a 
small  user  to  purchase. 

^AU  tests  in  the  lal)orator\'  of  the 
Lawrence  Cement  Co.  are  governed 
by  the  sjjecifi cations  of  the  Am.  Soc. 
of  Civil  Engineers,  and  no  "Dragon" 
Portland  Cement  is  shipped  that 
does  n<it  excel  the  requirements  of 
that  S'lcielv. 


S,\Li;S  tlFFICKS: 
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lornJHN 

TWO    WEEK    BOOK 

DO  KOT  RETUM  BOOKS  OK  SUNDAV 

UIE  DUE 

NOV  I  1    ".m 

OCT  28  1957 
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